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Monday 

December 28, 1981 


Highlights 


62741a Import fees on certain sugars, sirups and 

62745 molasses Proclamattons (2 documents) 

62647 Credit Unions NCUA amends rules on premature 
withdrawal penalties for certain IRA/Keogh 
accounts. 

62663 NCUA proposes to deregulate share, share draft and 
share certificate accounts. 

62693 Banks, Banking FDIC issues policy statement on 
bank capital adequacy, 

62710 Occupational Safety and Health HHS/CDC 

requests information on occupational safety hazard 
exposures and protection of workers engaged in oil 
and gas well drilling. 

62716 Interior/CS proposes to amend personel safety 

standard for oil and gas drilling in hydrogen sulfide- 
prone areas of the outer continental shelf. 

62669 Freight Forwarders FMC proposes rules on 

licensing of independent ocean freight forwarders. 

62651 Air Pollution Control EPA interprets rules on new 
source restrictions for nonattainment areas. 

62664 Highway Safety DOT/FHWA withdraws advance 
notice of proposed rulemaking on traffic control 
devices for railroad-highway crossings. 

CONTINUCO MiSlOC 
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r£OCRAL REGISTER Publiihinl daily. Nfcmday throogb Friday, 
(not publifhed on Saturdaya, Sundays, or on olTIcial bolldaya), 
by Iba Office of the Federal Register. National Archivet and 
Rocordi Sen'^lce, General Servicaa Adminiatmtion. WaahlngUm, 
D.C 20406. under the Federal Regiatfir Act (49 Slat. 500. as 
amended: 44 US.C. Ch. 15) and the regulations of the 
Administrative Committee of the Federal Register (1 CFR Ch. t). 
Distribution is made only by thii Superintendent of Documents. 
U3. Government Printing Office, Washington. D.C 20402. 

The Federal Regislar providea a uniform system for making 
available to the public regulations and legal notices issued by 
Federal agencies. These Includa Presidential proclamations and 
Executive Orders and Federal agency documents having general 
applicability and legal effect documents required to bo 
published by Act of CongreM end other Federal agency 
documents of public Interest Documents are on file for public 
inspection In the Office of the Federal Register the day before 
they ere published, unless earlier filing is requested by the 
Issuing egoncy. 

The Federal Regisler will be furnished by mall to B^scribors. 
free of postage, for $75.00 per year, or $^.00 for six months, 
payable In advance. The charge for individual copies Is $1.00 
for each issue, or $1.00 for each group of pages as actually 
bound. Remit check or money order, made payable to the 
Superintendent of Documents. U.S. Government Printing Office. 
Washington. D.C 20402. 

There are no restrictions on the republication of material 
appearing in the Federal Regisiter. 

Questions and requests for specific information may be directed 
to the telephone numbers listed under INFORMATION AND 
ASSISTANCE in the READER AIDS section of this issue. 


62689 Hazardous Waste EPA announces availaWitv of I 

panel discussion summaries on hazardous I 
land disposal. 

62667 Marlthne Carriers FMC proposes rule on I 
publicatioDS and filing of tariffs by common csrhnll 
in foreign service of United States. 

62674 Census Commerce/Census changes procedures I 

for computing poverty statistics. 

62703 Business and Industry FTC adopts final 
confidentiality procedures for certam line of 
business reports. 

62708 FTC modifies quarterly financial reports program 
confidentiality procedures. 

62670 Procurement OMB announces availability of drsfll 
Federal Acquisition Regulation. 1 

62738 MinlnrHim Wages Labor/ESA/W&H publishes 
mioimum wages for Federal and federsUy sssisled 
construction. (Part U of this issue) | 

Privacy Act Documents I 

62766 FHI.BD 

62768 Panama Canal Commission. (Part III of this issue) 
62734 Sunshine Act Meetings 

Separate Parts of This Issue 

62736 Part II, Labor/ESA 

62766 Part 111, Panama Canal Commission 
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C^ontents 


TMPrvsMent 
I mOClAMATIONS 

I Sugar** simps, and molasses: modifications of 
^ 15 ’ tiriffs (Procs. 4887, 48881 (2 documents) 

pfCUnVE AGINCICS 

Agdeutturf Depaftment 

Se€ Rural Rlectrification Administmtion. 

Census Bureau 
nonces 

12174 Poverty statistics: computing procedures change 

1 

Centers for Disease Control 

nonces 

Occapntionsi safety and health field research 
proieds: 

||27tO Oil and gas well drilling; NlOSll inquiry 

I Dvtl Aeronautics Board 
I nonces 

'C723 Certincates of public convenience and msccssity 
and foreign air carrier permits 
Hearings, etc: 

0723 Sunbird Inc: fitness determination 

0474 United Air Lines, Inc: enforcement proceeding 

Coast Guard ^ 

aoncts 

Meetings: 

0732 New York Harbor Vessel Traffic Service 
Adrisory Committee 


Commerce Department 

See also Census Bureau: National Oceanic and 
Atmospheric Administration; Patent and 
Trademark Office 
aonccs 

Advisory committees; availability of report on 
closed meetings 

Committees: establishment renewals, terminations, 
etc: 

Trademark Affairs Public Advisory Committee 

Defense Department 

aoTiccs 

Meetings: 

SdcAce Board task forces 


12723 


Drug Enforcement Administration 
Nonets 

R^stralion applications, etc; controlled 
nihstanccs: 
pha-f^eigy Corp. 


Education Department 

Nonces 

Meetings: 

^tsecondary Education Improvement Fund. 
National Board 
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Employment Policy^ National Commission 
NOTICES 

62724 Meetings 

Empk>yment Standards Administration 
NOTICES 

62738 Minimum wages for Federal and federally-assisted 
construction; general wage determination decisions, 
modifications, and supersedeas decisions (Calif., 
Idaho. Kans.. Md.. Mass.. N.|^ and Pa.) 

Energy Deportment 

See Federal Energy Regulatory Commission. 

Environmental Protection Agency 
RULES 

Air quality implementation plans; approval and 
promulgation: 

62651 Nonattainment areas: statutory restrictioo on 

new sources: Interpretation 
PROPOSED RULES 

Air quality implementation plans: approval and 
promulgation: various States, etc.: 

62665 Michigan 

NOTICES 

Hazardous waste: 

62669 Land disposal; panel discussion summary 

availability 
Meetings: 

62667 Construction Grants Program Management 

Advisory Group 

Pesticides; experimental use permit applications: 

62667 American Hoechst Corp. 

62668 Dow Chemical Co. et al. 

62668 NOR-AM Agricultural Products. Ina 

Toxic and hazardous substances control: 

62667 Premanufacture notices receipts 

Ethical Problems in Medicine and Biomedical and 
Behavioral Research, President's Commission for 
the Study of 
NOTICES 

62727 Meetings 

Federal Aviation Administration 

PROPOSED RULES 

Air traffic rules, special: 

62663 Petition for rulemaking; high density traffic 

airports 
NOTICES 

Environmental statements; avanability, etc.: 

62732 Ocean Shores Airport Ocean Shores City, 

Wash.: proposed 

Federal Communications Commission 

Nonccs 

Hearings, etc.: 

62689 Fox Media. Inc., et al 

62690 Good News Media, Inc. et al. 

62691 Griffis Broadcasting Co. 

62692 Media South Broadcasting Corp. et al. 










62689 

62734 

62893 

62693 

62734 

62734 

62664 

62694 

62652 

62669 

62667 

62703 

62703 

62670 

62706 

62703 

62716 


Meetings: 

Radio Broadcasting Advisory Committee 
Meetings: Sunshine Act (2 documents) 

Rulemaking proceedings filed, gronted. denied 
etc.: petitions by various companies 

Federal Deposit Insurance Corporation 
notk:es 

Dank capital adequacy: policy statement 

Federal Election Commission 
WOTICES 

Meetings: Sunshine Act 

Federal Energy Regulatory Commission 

NOTICES 

Meetings: Sunshine Act 

Federal Highway Administration 

f^nOeOSEO RULES 

Engineering and traffic operations: 
Railroad'highwoy crossings; traffic control 
devices, etc.; withdrawn 

Federal Home Loan Bank Board 

NOTICES 

Privacy Act: systems of records: annual publication 

Federal Maritime Commission 
RUUS 

Information collection requests; recordkeeping and 
reporting requirements 
PROPOSED RULES 

Independent ocean freight forwarders, licensing 
Tariffs filed by common carriers in foreign 
commerce of U.Sj 

Temporary amendments filing prohibition 
NOTKES 

Agreements filed etc. 

Agreements filed etc.: cancellation 

Federal Procurement Policy Office 

PROPOSED RULES 

Federal Acquisition Regulation [FAR): 

Price negotiation, labor standards for contracts 
involving construction, and contract 
modification: draft availability 

Federal Trade Commission 

NOTICES 

Financial reports program, quarterly; 
confidentiality procedures; modifications to 
reflect organizational changes 
Line of business reports program; confidentiality; 
1973-1977 and future years 1.B reports; adoption 
of final procedures; inquiry 

Geological Survey 

NOTICES 

Outer Continental Shelf; olL gas, and sulphur 
operations: 

Drilling operations in hydrogen sulfide 
environment: personnel safely and protection; 
eardrum examination and pressure^emand-type 
respirator requirements 

Health and Human Services Department 

See Centers for Disease Control: National Institute 

for Occupational Safely and Health. 


Historic Preservation, Advisory Counci 

NOTICES 

62672 Meetings 

Immigration and Naturalization Servlet 

RULES 

Transportation line contracts; 

62647 Air Canada et ai 

Indian Affairs Bureau 

RULES 

Enrollment* 

62648 Preparation of roll of Mohave descendants as 
members of Colorado River Indians Tribes 

Interior Department 

See Indian Affairs Bureau; Land Managcmaol 
Bureau. 

Interstate Commerce Commission 

RULES 

Motor carriers; 

62654 Household goods carriers operational prscticcs 
NOTICES 
Motor carriers: 

62719 Permanent authority applications: operating 
rights republication (2 documents) 

62720 Temporary authority applications 

62717 Press release summary publication procedures; 
press box service and advise^rall proceedlAgs 
participation restricted 

Roil carriers; 

62719 Shippers Committee OT-5 petition to review 
practices concerning hopper cars and surplus 
cars; denied 

Railroad operation, acquisition, oonstructioa etc: 

62718 Morristown & Erie Railroad Co, 

Justice Department 

See Drug Enforcement Administration: ImmigratigQ 
and Naturalization Service. 

Labor Department 

See Employment Standards Administration. 

Land Management Bureau 

NOTICES 

Classification of lands: 

62715 Oregon: correction 

Conveyance of public lands: , 

62712 Arizona 

Environmental statements; availability, etc.; 
62712 Coal tracts in Montana and Wyoming 
62715 La Sal Pipe Line Co4 shale oil pipeline In the 
vicinity of Parachute, Colo, to Casper, Wya 
62715 Riley Grazing Management Plan, Orcg4 scoptag 

m€^eting 
Meetings: 

62712 PrineviUe District Crazing Advisor>’ Board 

62711 Safford District Crazing Advisory' Board 

62711 Uinta>Southwestern Utah Regional Coal Jeara 
Motor vehicles, off-road, etc.; area dosurcs and 
openings: 

62712 Oregon 

Resource management plans: . 

62715 Jackson and Klamath Master Units, Dreg.: 

productive capacity 
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V 


i 77 lS loicpbine Miisler Unil. Oreg: annual productive 
capacity 

Management and Budget Of8ce 
See Federal Procaroment Policy Office. 

National Credtt Unloo Administration 
mius 

Federal credit unions: 

12647 Share, share draft, and share certificate 
^ acoounU: exceptions to premature withdrawal 
penalties for IRA/keogh certificate holders 
esoeos£0 RULES 
Federal credit unionr. 

62663 Share, share draft and share certificate 
accounts; deregulation: advance notice 

National Institute for Occupational Safety and 
Health 

See Centers for Disease Control 


62729 Pacific Stock Exchange. Inc. (2 documents) 

62730 Philadelphia Stock Exchange. Inc. 

Transportation Department 

See u!ho Coast Guard: Federal Aviation 
Administration: Federal Highway Administration. 
HoncfS 
Meetings: 

62732 Minority Business Resource Center Advisory 

Committee: relocation 

Untted States Railway Association 
NOTICES 

62735 Meetings; Sunshine Act 


MEETINGS ANNOUNCED IN THIS ISSUE 


National Oceanic and Atmospheric 

Administration 

NOTICES 

Marine mammal permit applications, etc.: 

12664 California Dt?partroent of Fish and Game 
13665 Herman. Dr. Louis M. 

1366$ Quinlan Marine Attractions 

63645 Reinke. )ohn M. 

Organization and functions: 

13674 Mid Atlantic Fishery Management Council 
13676 Pacific Fishery Management Council 

Nuclear Regulatory Commission 

NOTICES 

Applications, etc.: 

12736 Dimmonweelth F.dison Co. 

Meetings: 

62724- Reactor Safeguards Advisory Committee (3 
12726 documents) 

Panama Canal Commission 
NOTICES 

62766 Privacy Act; systems of records; annual publication 

Patent and Trademark Office 
NOTICES 

Committees; establishment, renewals, terminations, 
etc: 

W665 Trademark Affairs Public Advisory Committee 

Postal Service 
notices 

R735 Meetings; Sunshine Act 

Rural Electrificahon Administration 
NOTICES 

I 3«75 slatemenls; availability, eta; 

Tri-State Generation A Transmission 
Association. Inc,, et al 

Securities and Exchange Commission 

notices 

^*«Nrings. etc,: 

National Fuel Cos Co. el al 
Union Acceptance Co. 

^If-regulatory organisations; proposed rule 
changes: 

American Stock Exchange. Ina 


DEFENSE DEPARTNtCNT 
Office of the Secretary— 

62686 Defense Science Board Task Force on Command 
Support, Washington. D.C (closed). 1-25-82 

EDUCATION DEPARTMENT 

62686 National Board of Fund for Improvement of 

Postsecondary Education. Washington, D C (open), 
1-10 and 1-11-82 

EMPLOYMENT POUCY NATIONAL COMMISSION 
62724 Washington, D.C (open), 1-14 and 1-15-82 

FEDERAL COMMUNICATIONS COMMISSION 
62689 Radio Broadcasting Advisory Committee. 
Washington, D.C (open), 1-7-82 

HISTORIC PRESERVATK>N ADVISORY COUNCIL 
62672 Hickory Hill Public Housing Proiect, Petersburg, 
Va., place and time to be announced 

INTERIOR DEPARTMENT 

Land Management Bureau— 

62712 Prineville District Grazing Advisory Board. 

Prineville, Oreg. (open). 1-28-62 
62715 Riley Grazing Management Plan. Greg.. Burns. 
Oreg. (open), 1-19-82 

62711 Sofford District Grazing Advisory Board. Safford. 
Ariz, (open). 1-29-82 

62711 Uinta-Southweslem Utah Regional Coal Team. Siilt 
Uke City, Utah; 1-26-82 

NUCLEAR REGULATORY COMMISSION 

62724 Reactor Safeguards Advisory Committee, 
Washington. D.C (partially open). 1-7 through 
1-8-82 

62725 Reactor Safeguards Advisory Committee, 

Advanced Reactors Subcommittee. Argonne, 111. 
(partially open). 1-21 and 1-22-82 

62726 Reactor Safeguards Advisory Committee. Fluid 
Dynamics Subcommittee. Los Angelos. Calif, 
(partially open). 1-22-82 

PRESIDENT'S COMMISSION FOR STUDY OF ETHICAL 
PROBLEMS IN MEDICINE AND BIOMEDICAL AND 
BEHAVIORAL RESEARCH 

62727 Washington. D.C. (open), 1-8 and 1-9-82 
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TRANSPORTATION OCPARTMENT 

Coast Guard— 

62732 New York Vessel Traffic Service Advisory 
Committee. New Yoriu N.Y. (open). 1-27^ 
Office of Secretary— 

62732 Minority Business Resource Center Advisory 

Committee. San Francisco, Calif. |opon)» 1-10-02: 
relocated to Washington. D.C 


Rescheduled Meetings 

ENVIRONMENTAL PROTECTION AOENCY 

62687 Management Advisory Croup to ConstruciioD 

Grants Program. Washington, D.C (open), chained 
from 12-1 through 12-3-61 to 1-12 through 1-14^ 


CFR PARTS AFFECTED IN THIS ISSUE 


A cumulative list of the parts affected this month can be found in 
the Reader Aids section si the end of this issue 


3 CFR 

PfoclamaUone: 

4334 CTsfminated in 

part by Proc, 4888).62645 

4463 (Terminated m 
part by Proc. 4880)...... 62645 

4466 (Terminated In 
part by Proc. 4880)— 62645 
4539 (Terminated in 


part by Proc. 4866).... 
4631 (Terminated in 
part by Proc 4887).... 
4720 (Terminaled in 
part by Proc, 4888).... 

.62645 

.62641 

62645 
,, 62641 

dSfUl /.... 

.^62645 

SCFR 

238. 

...62647 

12 CFR 

701. 

..62647 

Proposed Rules: 

701. 

...62663 

14 CFR 

Proposed Rules: 

1 ) .. 

...62663 

23 CFR 

Proposed Rules: 

62S... . 

...62664 

646.... 

...62664 


655_......_ 

62664 

26 CFR 


43o....... 

.62648 

40 CFR 

92. __ 

_62651 


Proposed Rules: 

52. ___ 62665 


46 CFR 


510 .. . 

.62652 

522_ 

_62662 

623..._ 

_62652 

524_ 

_62652 

. 


536_ 

™ 62662 

540. . 

$42_ __ 

....62652 
_ 62662 

«U7 

M 626^2 


62652 

Proposed RUleo: 

6ia _ 

_ 62667 

536.,.,. ___ 

48 CFR 

™ 62689 

Proposed Rides: 

15 . . .. . . . 

62670 

22,... __ 

^ n MM. 

. 62670 

49 CFR 

1056 _ 

62664 
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Uniiy. Dewmber 28. tWH 

Presidential Documents 

TUleS- 

Proclamation 4887 of December 23, 1981 

The President 

Import Fees on Certain Sugars. Sirups and Molasses 


By the President of the United States of America 

A Proclamation 

1. The Secretary of Agriculture has advised me that he has reason to believe 
that certain sugars, sirups and molasses derived from sugarcane or sugar 
beets, classified under items 155^ and 155.30, of the Tariff Schedules of the 
United States (TSUS) (19 U.S.C. 1202], are being, or are practically certain to 
be. imported into the United States under such conditions and in such 
quantities as to render or tend to render ineffective, or to materially interfere 
with the price support operations being conducted by the Department of 
Agriculture for sugarcane and sugar beets. 

2. 1 agree that there is reason for such belief by the Secretary of Agriculture, 
and. therefore, I am requesting the United States International Trade Commis¬ 
sion to make an immediate investigation with respect to this matter pursuant 
to section 22 of the Agricultural Adjustment Act, as amended (7 U.S.C. 624), 
and to report its Findings and recommendations to me as soon as possible. 

3. The Secretary of Agriculture has also determined and reported to me with 
regard to such sugars, simps and molasses that a condition exists which 
requires emergency treatment and that the import fees hereinafter proclaimed 
should be imposed without awaiting the report and recommendations of the 
United States International Trade Commission. 

4.1 Find and declare that the imposition of import fees hereinafter proclaimed, 
without awaiting the recommendations of the United States International 
Trade Commission with respect to such action, is necessary in order that the 
entry, or withdrawal from warehouse, for consumption of certain sugars, 
simps and molasses described below by value, use and physical description 
and classiFied under TSUS items 155.20 and 155.30 will not render or tend to 
render ineffective, or materially interfere with, the price support operations 
being conducted by the Department of Agriculture for sugarcane or sugar 
beets. 

NOW, THEREf'ORE, 1, RONALD REAGAN. President of the United States of 
America, by the authority vested in me by section 22 of the Agricultural 
Adjustment Act. as amended, and the Statutes of the United Sfates including 
SccUon^301 of Title 3 of the United States Code, do hereby proclaim that Part 3 
of the Appendix to the Tariff Schedules of the United States is amended as 
follows: 

1. Mcadnote 4 is continued in effect and amended, effective 12:01 a.m. (Eastern 
Standard Time) December 24. 1981, by changing paragraph (c) to read as 
follows: 

(c)(i) The quarterly adjusted fee provided for in items 956.05 and 957.15 shall 
be the amount of the fee for item 956.15 plus .15 times the amount by which the 
applicable market stabilization price exceeds the 20 day average of the daily 
spot (world) price quotations for raw sugar as calculated in paragraph (ii) 
hereof. 

(ii) The quarterly adjusted fee provided for in item 956.15 shall be the amount 
by which the average of the daily spot (world) price quotations for raw sugar 
for the 20 consecutive market days immediately preceding the 20th day of the 









month precedintt Ifie calendar quarter during which the fee shall he an„i i 
(as reported by the New York Coffee, Sugar and Cocoa Exchannc of rf a.ii 
quotations are not being reported, by the International Sugar Oraanb.i- I'l 
expressed in United States cents per pound. Caribbean ports, in hulk nJi . ill 
to a United States delivered basis by adding applicable duty and aifrih!!^ I 
costs, is less than the applicable market stabilization price: P/owV/ed Th I 
whenever the average of such daily spot price quotations for lo coi^h 
market days within any calendar quarter, adjusted to a United States deli 
ered basis as provided herein, plus the fee then in effect (1) cxceed7rtr 
market stabilization price by more than one cent, the fee then In effect shall k! 
decreased by one cent, or (2) is less than the market stabilization nriw h! 
more than one cent, the fee then in effect shall be increased by one ml 
Provided further. That the fee may not be greater than 50 per centum of ih* 
average of such dally spot price quotations for raw sugar. ’ ^ 

(iii) The market stabilization price for the first 'second, and third calendw 
quarters of shall be 19.0800 cents per pound. The market stabilizalio! 
price that shall be applicable lo each subsequent fiscal year shall be deter 
mined and announced by the Secretary of Agriculture (hereafter the •‘Sectfr 
tary") In accordance with this hcadnote no later than 30 days prior lo the 
beginnli^ of the fiscal year for which such market stabilization price shall be 
applicable. The market stabilization price shall be equal to the sum of- (i) the 
price support level for the applicable fiscal year, expressed in cents per pound 
of raw cane sugan (2) adjusted average transportation costs: (3) interest costs, 
if applicable; (4) an amount adequate to compensate for the estimated value of 
duty reductions to be granted under the Generalized System of Preferences on 
imported raw cane sugar, as determined by the Secretary and (5) 0.2 cents. 
The adjusted average transportation costs shall be the weighted average cost 
of handling and transporting domestically produced raw cane sugar from 
Florida lo Atlantic Coast ports north of Cape Hatteras. as determined by the 
Secretary. Interest costs shall be the amount of interest that would be required 
to be paid by a recipient of a price support loan for raw cane sugar upon 
repayment of the loan at full maturity. Interest costs shall only be applicable if 
a price support loan recipient is not required to pay interest upon forfeiture of 
the loan collateral. 

(iv) Attributed costs for the first, second, and third calendar quarters of 1962 
shall be 1.5032 cents per pound of imported raw cane sugar. The attributed 
costs that shall be applicable to each subsequent fiscal year shall be deter¬ 
mined and announced by the Secretary in accordance with this hcadnote no 
later than 30 days prior to the beginning of the fiscal year for which such 
attributed costs shall be applicable. Attributed costs shall be equal lo the sum 
of the costs, as estimated by the Secretary, of freight, insurance, stevedoring, 
financing weighing, sampling, and International Sugar Agreement fees whii 
are attributable to the importation of raw cane sugar from Caribbean ports. 

(vj The Secretary shall determine the amount of the quarterly fees in accord¬ 
ance with this headnote and shall announce such fees not later than the 2Sili 
day of the month preceding the calendar quarter during which the fees shall 
be applicable. The Secretary shall certify the amount of such fees to the 
Secretary of the Treasury and file notice thereof with the Federal Register 
prior to the^beginning of the calendar quarter during which the fees shall be^, 
applicable. Ihe Secretary shall determine and aruiounce any adjustment in the 
fees made within a calendar quarter in' accordance with the first proviso of 
paragraph (il) hereof, shall certify such adjusted fees to the Secretary of the 
Treasury, and shall file notice thereof with the Federal Register within 3 
market days of the fulfillment of that proviso. 

(vi) If an adjustment is made in the fee in accordance with the first proviso of 
paragraph (ii) hereof, any subsequent adjustment made within that quarter 
shall only be made on the basis of the average adjusted spot price for any W 
consecutive market day period following the effective dale of the imraediat^y 
preceding fee adjustment. No adjustment shall be made in any fee in accord- 
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ance with the first proviso of paragraph (ii) hereof during the last Fifteen 
market days of a calendar quarter, 

(viij Any adjustment made in a fee during a quarter in accordance with the 
first proviso of paragraph (ii) hereof shall be effective only with respect to 
sugar entered or withdrawn from warehouse for consumption after 12.*01 a.m. 
(local time at point of entry) on the day following the filing of notice thereof 
with the Federal Register Provided. That such adjusted fee shall not apply to 
sugar exported (as defined in section 152,1 of the Customs Regulations) on a 
through bill of lading to the United States from the country of origin before 
such time. 

2. Items 956.05. 956.15 and 957.15 are continued in effect and amended to read 
as follows: 


tCrM 


Arfkia* 


fUletdTDMty tS«xtan 


Sugars, sirups and molasses derived from 
sugarcane or sugar beets, except thoec 
entered pursuant to a license issued by 
the Secretaiy of Agriculture In accord- 
* ance with headnote 4(a): 

Principally of crystalline structure or tn 
dry amorphous form, provided for in 
item 155.20, part lOA, t^edule 1: 

956.05 Not to be further refined or improved in 

quality!!.,.,,...._..... . . 3.1101 per ib. adjusted quarterly begin¬ 

ning January 1. 1062, in accordance 
with headnote 4(c). but not in excess 
of 50% ad vat 

056.15 To be further refined or Improved in 

quality___2.1418 per lb., adjusted quarterly begin¬ 

ning fanuary 1, 1982. in accordance 
with headnote 4(c). but not in exem 
^ • of 50% ad vaL 

057.15 Not pHndpully of crystalliiM! structure, 
and not in dry amorphous form, con¬ 
taining soluble nonsugar solida (ex¬ 
cluding any foreign substance that moy 
have been added or developed in the 
product) equal to 6% or lass by weight 
of the total soluble solids, provided for 

in item 155.30. part 1QA, schedule 1 3.1104 per Ib. of total sugars, adjusted 

quarterly beginning |anuary 1, 1982, in 
accordance with headnote 4(c). but not 
tn excess of 50% ad val. 


3. The provisions of this proclamalio'n shall terminate upon the filing of a 
notice in the Federal Register by the Secretary of Agriculture that the Depart¬ 
ment of Agriculture is no longer conducting a price support program for sugar 
beets and sugarcane. 

4. The provisions of paragraph (c)(v) of Headnote 4 of Part 3 of the Appendix 
to the TSUS, as added herein, requiring the determination and announcement 
by the Secretary of Agriculture not later than the 25th day of the month 
preceding the calendar quarter during which the fees shall be applicable, shall 
not apply to the fees to become effective January 1.1982. 

5. The provisions of Proclamation 4631 of December 28, 1978 are hereby 
terminated, except with respect to those articles which are exempted from the 
provisions of this proclamation under paragraph 6 below. 
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6. This proclamatioD shall be effective as of 12X)1 a.m. fEaai»m c, ^ 
Time) oa the day following iU signing. However, the^ proviaiona ^ 
proclamation shaU not apply to articles entered, or withdrawn fJL 
house, for consumption prior to January 1,1962. which are import^n f n 
forward contracts that were entered into prior to June 1.198i belwLn f 
exporter and an end user of such artiples; or (b) an tmoorter 
operator and an end user of such articles. * 

IN WITNESS WHEREOF, I have hereunto set my hand this twenty-tWnl -i 
of December, in the year of our Lord nineteen hundred and eighty-one -d i 
the Independence of the United States of America the two hiindred and^;^ 


a. 


(FK Doc 81-37104 
FU«d 18-23-81: 8:01 pin| 
BMtiflU oodo 319S-Ot-M 
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Presidential Documents 


Proclamation 4888 of December 23. 1981 

Modirication of Tariffs on Certain Sugars, Sirups and Mo- 
iasses 

By the President of the United States of America 
A Proclamation 

1. Headnote 2 of Subpnrt A of Part 10 of Schedule 1 of the Tariff Schedules of 
the United States, hereinafter referred to as the 'TSUS". provides, in relevant 
part, as follows: 

"(I) • • • if the President finds that a particular rate not lower than such 
lanuary 1.1968. rate, limited by a particular quota, may be established for any 
articles provided for in item 155.20 or 155.30. which will give due consideration 
to the Interests in the United States sugar market of domestic producers and 
materially affected contracting parties to the General Agreement on Tariffs 
and Trade, he shall proclaim such particular rate and such quota limitation, 

# • • 

“(il) . . . any rate and quota limitation so established shall be modified if the 
President finds and proclaims that such modification is required or appropri¬ 
ate to give effect to the above considerations: . . 

2. Headnote 2 was added to the TSUS by Proclamation No. 3822 of December 
16,1967 (82 Stat. 1455) to carry out a provision In the Geneva (1967) Protocol of 
the General Agreement on Tariffs and Trade (Note 1 of Unit A. Chapter 10, 
Part 1 of Schedule XX: 19 U.S.T,. Part II. 1282). The Geneva Protocol is a trade 
agreement that was entered into and proclaimed pursuant to section 201(a) of 
the Trade Expansion Act of 1962 (19 U.S.C. 1821(a)). Section 201(a) of the 
Trade Expansion Act authorizes the President to proclaim the modification or 
continuance of any existing duty or other import restriction or such additional 
import restrictions as he determines to be required or appropriate to carry out 
any trade agreement entered into under the authority of that Act. 

3 . 1 find that the modifications hereinafter proclaimed of the rates of duty 
applicable to items 155.20 and 155.30 of the TSUS are appropriate to carry out 
a trade agreement and give due consideration to the interests in the United 
States sugar market of domestic producers and materially affected contracting 
parties to the General Agreement on Tariffs and Trade. 

NOW. THEREFORE, I. RONALD REAGAN. President of the United States of 
America, by the authority vested in me by the Constitution and statutes, 
including section 201 of the Trade Expansion Act of 1962, and pursuant to 
General 1 leadnote 4 and Headnote 2 of Subpart A of Part 10 of Schedule 1 of 
the TSUS. do hereby proclaim until otherwise superseded by law: 

A. The rates of duty in rate columns 1 and 2 for items 155.20 and 155.30 of 
Subpart A of Part 10 of Schedule 1 of the TSUS are modified and the following 
rates are established: 

• . 

155.20.... 2.98125< per lb, less a0421875< per lb. for each degree under 100 

degrees (and fractions of a degree in proportion) but not less 
than 1.92e5625t per lb. 

155.30,.......... dutiable on total sugars at the rate per lb. applicable under Item 

155.20 to sugar testing 100 degrees. 
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B. Those parts of Proclamation 4334 of November 16. 1974. Proclam«lifw» u*! 
of September 21. 1976. Proclamation 4466 of October 4. 1976 Profli.m r 
4539 of November 11.1977. an'd Proclamation 4720 of February l. igea^iS' 
are inconsistent with the provisions of paragraph (A) above are 
terminated. 

C The provisions of- this Proclamation shall apply to articles entered 
withdrawn from warehouse, for consumption after 12.-01 a-m. (Eastem^nJ 
ard Time) on the day following the date of this Proclamation. HoweverX 
provisions of this proclamation shall not apply to articles entered or 
drawn from warehouse, for consumption prior to January 1. 1982 which ife 
imported to fulfill forward contracts that were entered Into prior to June l 
1981 between: (a) an exporter and an end user of such articles: or (b) aa 
importer, broker, or operator and an end user of such articles. ' * 

IN WITNESS WHEREOF. 1 have hereunto set my hand this twenty-third day 
of December. In the year of our Lord nineteen hundred and eighty-one and of 
the Independence of the United States of America the two hundred and sixth 
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department OF JUSTICE 

Imiil 9 ratk>n and Naturalization 
I Senrice 

ICFRPart 238 

Contracts With Transportation Lines; 
AdditkHi of Air Cana<^ Canadian 
Pacific Airlines, Northwest Airlines, 

Inc^ Pacific Western Airlines, Republic 
/Urines, Wardair Canada (197S) Ltd^ 
ind Western Air Lines, Inc. 


AGCMCr.lmmiKnition and Naturalization 
Smice. justice. 
icnON: Final rule. 


Mmaity: This rule adds seven airlines 
to tile listing of earners which have 
catered into agreements with the 
Scnice for the preinspection of their 
pnsengers and crews at locations 
oitside the United States. 


OATSS: Effective date of agreement witl 
Wirdair Canada (1975) Ltd at Calgary: 
September 28,1981. Effective date of 
V^flfccnts for preinspection at 
Sihnonton: Air Canada— September 14 
WU Canadian Pacific Airlines— 
Nwember 18,1981, Northwest Airlines. 
n^November 18. 1981, Pacific 
Western Airlines— November 18,1981. 
Jrpublic Airlines— November 18.1981. 
Wwdair Canada (1975) Ltd.—Septemb* 
^1981. Western Air IJnes, Inc.— 
wember 10,1979, 

^ rURTHES tNF0RSIATK>«4 CONTACT: 
^•iry j. Kieszkie), Acting Instructions 
Immigration and Naturalizalior 
1 Street NW., Washington. 
^ 20536. Telephone: (202) 633-3048. 
•“ffumintaiiv iNFORMATKm: This 
haendment to 8 CFR 238.4 Is published 
f!«w«nlio5U.S.C552.Thc 
Jf^iMioner of Immigration and 

« n°" Into agreements 

"»» me following carriers to guarantee 
P^inipeclion of their passengers 


and crews as provided by section 238(b) 
of the Immigration and Nationality Act. 
as amended (8 U.S.C.l228(b): 

Effect/ve 

At Calary, Alberta, Canadt: Wardair Canada 
(1975) Ltd., September 28.1981 
At Edmonton. Alberta, Canada: Air Canada. 
September 14.1979c Canadian Padflc 
Airlines, Ino., November 18,1981; 

Northwest Airlines. November la 1981: 
PuciOc Western Airlines, November 18, 
1981; Republic Airlines. November 18,1981; 
Wardair Canada (1975) Ltd.. September 28, 
1981; Western Air lines, Inc, November 10» 
1979. 

Preinspection outside the United 
States facilitates processing passengers 
and crews upon arrival at a U.S. port of 
entry and is a convenience to the 
traveling public. 

Compliance with 5 U.S.C. 553 as to 
notice of proposed rulemaking and delay 
effective date is unnecessary because 
the amendment merely adds air carriers 
to the listing and is editorial in nature. 

In accordance with 5 U.S.C 605(b). the 
Commissioner of Immigration and 
Naturalization certifies that the rule will 
not have a significant economic impact 
on a substantial number of small 
entities. 

This order constitutes a notice to the 
public under 5 U.S.C. 552 and is not a 
rule within the definition of section 1(a) 
of E.0.12291. 

Accordingly, 8 CFR Part 238 is 
amended as follows: 

PART 236—COffTRACTS WfEH 
TRANSPORTATION LINES 

{236.4 (Amended] 

In { 236.4 Preinspection outside the 
United States, the listing of 
transportation lines is amended by: 

1. Adding in alphabetical sequence, 
•‘Wardair ^nada (1975) Ltd.** under 
••AT CALGARr*. 

2. Adding a new heading, **AT 
EDMONTOiV* between “AT 
CALGARY“ and “AT FREEPORT' as 
follows: 

At Edmonton 

Air Canada, Canadian Pacific Airlines, 
Northwest Airlines, Inc.. Padflc Western 
Airlines. Republic Airlines, Wardair 
Canada (1975) Ltd., Western Air Lines. Inc. 

• • • • • 

(Secs. 103, 66 Stal. 173 (8 U.SC 1109); 238, 86 
Slat 202 (8 U^ C. 1228)) 


Dated: December 21,1981. 

Doris M. Meissner, 

AcUiis Commissioner of Immigmtion otui 
NotaraUrxitwn, 

tnt Dot. »t-«ass riUd S4& mI 

aituNG cooe 44in>io>«i 


NATIONAL CREDIT UNION 
ADMINISTRATION 

12 CFR Part 701 

Share, Share Draft and Share 
Certificate Accounts 

agency: National Credit Union 

Administration. 

action: Final rule. 

summahv: This rule provides Federal 
credit unions the discretion to determine 
whether or not to permit an exception to 
premature withdrawal penalties for 
IRA/Kcogh certificate holders who have 
attained the age of 59V^ years or more. 
The current exception to the premature 
withdrawal penalty for these certificate 
holders is mandatory. 

Recently, some Federal credit unions 
have reported problems with the 
mandatory exception to premature 
withdrawal penalties for IRA/Keogh 
certificate holders who have attained 
the age of 59Vk years or more. On 
January 1,1982. the eligibility 
requirements for IRA/Keogh accounts 
%vill be expanded to include most all 
credit union members. Since many 
credit unions will be offering IRA/Kcogh 
programs to their members, the potential 
number of credit union members that 
could take advantage of the exception to 
the premature withdrawal penalty will 
increase. As a result credit unions could 
experience significant increases In 
dividend and operating expense. 
effective date: December 17,1981. 

FOR FURTHER INFORMATION CONTACT: 
Randall). Miller. Acting Director, Office 
of Policy Analysis (202) 357-1090. 
SUPPLEMENTARY INFORMATION: Part 701 
of the NCUA Rules and Regulations 
specifies certain mandatory exceptions 
to the required penalties for premature 
withdrawal of funds from share 
certificate accounts. Premature 
withdrawal penalties may not be 
applied if: 

(1) The withdrawal is made 
subsequent to the death of any owner of 
the share, share draft, or share 

















curlificflte account or is made pursuant 
to Article 111. Section 5(e) uf Ihe Fcnli’riil 
Credit Union Dyhiws: 

(2) The share or share certifkale 
uccoiinl is part of a pension plan which 
quuHries or qualified for specific tux 
Irealmenl under SectkKi 4(ll(d) or 40B of 
Ihe Internal Revenue Code and 
withdrawal is made following the 
piirttcipanl's death or disability (as 
determined under 28 U.S.C, 72(m)(7)) or 
upon attaining not less than 59*4 years 
of agn: or 

(3) Such withdrawal Is made us n 
result of Ihe voluntary or involunlaiy 
liquidation of the Federal credit union 
issuing Ihe account. 

Recently, some Federal crodll unions 
have reported problems with the 
mandatory exception to premuturr 
withdrawal penalliea for IKA/Keugh 
certificate holders who have attained 
the age of 59Vii years or more. Many of 
Ihe4;e individuals are still cmplo>r€.*d. 
Ibey are taking advantage of the 
mandatory exception to Ihe withdrawal 
penalty and rolling over their money 
market ccrtincatcs and share 
certificates every time the dividend rate 
piiyabie on these certificates increases. 
Ibis churning of certificates increasc^^ 
dividend expense and operating 
eximnse for credit unions. 

On |anuar>' 1.1982, Ihe eligibility 
requirements for IRA/Keogh accounts 
will lie expanded to include most all 
caHlit union nicml>crs. Since many 
credit unions will be offering IRA/Keogh 
prognims to their membtirs. the potential 
number of credit union members that 
could lake advantage of the exception to 
the premature withdrawal penedty will 
increase. As a result, credit unions could 
experience significant increases in 
dividend and operating expense. 

Federal credit unions have hud no 
recourse against IRA/Keogh certificate 
holders who have attained the age of 
59 Vt or more, since the exception to the 
premature withdrawal penalty that 
applies to these individuals is 
mandatory. The DIDC rule governing 
this exception to the premature 
withdrawal penalty is not mandatory'. 
The NCUA Board has accordingly 
amended its rules in order to allow 
Federal credit unions to determine 
whether or not to permit an exception to 
premature withdrawal penalties for 
IRA/Keogh certificate holders who have 
attained the age of or more. This 
amendment is prospective only, i.e.. ft 
may Ik* applied only with respect to 
certificates issued or renewed after its 
effective date. Further, Federal credit 
unions which choose to reserve the 
discretion authorized by this rule should 
revise their contracts and related forms 
ns necessary and appropriate. 


Regulatory Flexibility Analysis 

'Ihe rule will not have a signiftcani 
economic impact on a substantial 
numt>er of small credit unions. The rule 
provides additional flexibility in 
determining whether or not to impose a 
premature withdrawal penalty. 
Therefore, a regulatory flexibility 
analysis is not required. 5 U.S.C, Q05(b). 

Rulemaking Procedures 

Ibe NCUA Board for good cause (as 
described below), finds that public 
comment on this amendment is 
impracticable and contnny to Ihe public 
interest. Federal credit unions would be 
placed in a position of substantial 
competitive disadvantage if their 
planning operations (for their IRA/ 
Keogh account programs] were delayed 
beyond )anuary 1.1981 due to any 
uncertainty created by the solicitation of 
public comments prior to the issuance of 
this amendmenL With the increase In 
IRA/Keogh accounts projected after 
lanuary 1.1981, some Federal credit 
unions may find it necessary to protect 
themselves from increased expenses by 
imposing the penalty authorizmi by this 
amendment These credit unions would 
(if public comment were solicited) delay 
their entry into the expanded market 
until a final rule authorizing the penally 
provision was adopted. A significant 
delay may prevent these credit unions 
from successfully competing for the 
funds of Ihe expanded number of 
pi;rsoos who will become eligible for 
IRA/Keogh accounts after January 
1981. A Federal credit union is a 
cooperative finanda) institution 
democratically controlled by its 
members, including those persons 
holding IRA/Keogh accounts in that 
credit union. Therefore, those persons 
affected by this amendment will have 
the opportunity, through the election of 
the credit iinion*8 board of directors, to 
participate in the decision of their credit 
union to exercise the authority permitted 
by this amendment. For these reasons, 
this amendment is adopted without 
opportunity for public comment. 5 U.S.C. 
5S3(b)(B). For the same reasons and 
because the amendments relieve o 
restriction, this amendment is made 
effective in less than 30 days. 5 U.S.C. 
553(d) (1) and (3). 

Dxilcd: December 21 , 1881 . 

(12 U.S.C 1757(0) and 1706(o) 

RiMieiiiary Brady. 

SitrctrtaryoflheNCUA Board 


PART 701—ORGANIZATION AND 
OPERATION OF FEDERAL CRE^ 
UNIONS 

1 . Accordingly. 12 Cttl 70l,35|fl» 
rcviRcd to read as folluwr 

} 701.35 Share, shacdrirfi*^^ 
certificate accounts. 

• • « • • 

(f) Exceptions to Uw Penalties (i) 
Penalties shall not be applied if; (i)*n* 
withdrawal is made subsequent to Ihe 
death of any owner of the share, ihare 
draft or share certificate aocountorii 
made pursuant to ArHcle HI. ScctitwSr) 
of the Federal Crcdil Union Bylaws; 

(it) Such withdrawal is made as a 
result of tho voluntary or invuluabuy 
liquidation of Ihe Federal credit unien 
issuing the account. 

(2] I^nalties need not be applied if the 
share or share certificate account is part 
of a pension plan which quaiifiei or 
qualified for specific tax trcalmenl 
under section 401(d) or 408 of the 
Internal Revenue Code and withdrawal 
is made following the partidponri 
disability (os determined under 28 
U.S.C 72(mj(71) or upon attaining not 
loss than 59^ years of age. 

Uoc m JMMM rumd t2-»MR Mianl 
BtLUNO cooe 7835-C1-a 


DEPARTMENT OF THE INTERIOR 

Bureau of Indian Affairs 

25 CFR Part 43e 

Preparation Of A Roll Of Mohave 
Descendants Enrolled As Members Of 
The Colorado River Indian Tribes 

agency: Bureau of Indian Affairs. 
action; Final rule. 


summary: The Bureau of Indian Main 
is adding a new part to its regulations l« 
establish procedures to govern Ihe 
preparation of a roll of Mohave 
descendants enrolled as members of 
Colorado River Indian Tribes. Tbs roll to 
be prepared will serve as s basis fof ^ 
distribution of a portion of Mohave 
judgment funds awarded in Indian 
Claims Commission Dockets Nos, 253 
and 29S. 

EFFECTIVE DATE: December 281951 
FOR FURTHER INFORMATION CONTACT 

Sharlot Johnson. Branch of Tribal 
Operations. Phoenix Area 
Bureau of Indian Affairs. 3030 N. Centrs 
Avenue. Suite 705, Phoenix, Arizema 













gon. tdeplwne niimlwr (002) 241-2314. 

*1-2314. 

-j^ikmtarv info«i«atiom: Proposed 
JToons for ihe preparation of « roll 
S) detcemlanti of Ihe aboriginal 
Mohave Tribe, who are members of the 
rnlMtdo River Indian Tnbes. who did 

2K in Ihe fund, distributed by Ihe 
Qanehucvi Distribution Act of 
September 2S. 1370 (84 Slat. 8M). wcie 
for comment in the Federal 
K,ler 00 October 14. mi (46 re 

505651- Tbc roll to be prepared will be 
used to distribute a portion of the funds 
(ierived from an award to the *‘Mohuvc 
bdians who arc members of the 
Colorado River Indian Tnbes* and the 
Idohavc Tribe of Indians of Arizona. 
Oilifomia. and Nevada*’ by the Indian 
CUims Commission In Dockets Nos. 283 
•nd 295. Funds to satlsy the award were 
ipproprloted by Con^s and a plan for 
tile DSC and distribution of the funds 
was prepared pursuant to the (udgment 
Fvnds Distribution Act of October la 
1973187 Stat. 466). and became effective 
00 April 12.1976. 

In order to provide notice to all 
potentially eligible participants, the 
regulations provide for Ihe 
Soperintendent to mail a notice to each 
enrolled member of the Tribes at his/her 
list known address advising him/her of 
ihf preparutinn of the roll of Mohave 
desttodants and the procedures to bo 
followed. A listing of the names of 
persons who are included on the 
peuposed roll will be placed on putdic 
(kspiuy throughout the local community 
tod the service area of the Phoenix Area 
Office and Siicramento Area Office to 
afford interested persons the 
opportunity to view the list and appeal 
the omission of any name from the 
proposed roll. In accordance with the 
pfovbions specified in the regulations, 
persons who believe they meet the 
qualifications for enrollment, but whose 
names are not included on the proposed 
ruU. may appeal the omission of their 
names and submit information or 
tvidcnce for considorotion to support 
fer claim to eligibility. Appeals must 
be in writing and must bo received by 
the Superintendent no later than the 
do5c of business on the thirtieth (30th) 
day after the listing of the names of 
P^ns included on the proposed roll Is 
placed on public display. 

No comments or suggestions were 
tcttived with regard to Ihe actual text of 
w regulations and the only changes 
bring made to Ihe regulations arc to 
^rrecl ceiiain typesetting eirom: in 

it should be the ^X^honwhuevi 
attribution Act;- in i 43c.l2 the text 
tnuuid read that Ihe “Secretary shall 
^mr ihe record;” and in 5 43e,14 it 


should be that to *'fQciUtQtc Ihe work of 
Ihe Superintendent.” A written request 
was received, however, from the 
Chairman of the Tribal Council of the 
Colorado River Indian Tribes urging that 
the final rule become effective on the 
dale of publication in the Federal 
Register. Persons who will be affected 
by this rule are enrolled members of the 
Colorado River Indian Tribes. The 
regulations provide for the 
Superintendent to mall notices to 
enrolled members at their last known 
address advising them of the 
preparation of the roll and the relevant 
procedures to be followed. Deferring the 
effective date would only delay direct 
notification to affected Individuals. * 
Consequently, we find good cause exists 
for dispensing with the 30-day deferred 
effective date under the exception 
provided in subsection (d)(3) of 5 U.S.C 
533. 

The authority to Issue these rules and 
regulations is vested in the Secretary of 
the Interior by 5 U.S.C 301 and sections 
403 and 465 of the Revised Statutes (25 
U.S.C 2 and 9); and 87 Slat. 466. This 
final rule is published in exercise of 
rulemaking authority delegated by the 
Secretary of the Interior to the Assistant 
Secretary—Indian Affairs by 209 DM8. 

The primary authors of this document 
are; Mitchell L Bush. Jr.. Chief, Branch 
of Tribal Enrollment Services, and 
Kathleen L Slover. Branch of Tribal 
Fjirollment Services. Division of Tribal 
Government Services, Bureau of Indian 
Affairs, telephone number. (703) 235- 
8323. 

The Department of the Interior has 
determined that this document Is not a 
major rule under the criteria established 
by Exoaitive Order 12291 and does not 
have a significant economic effect on a 
substantial number of small entities 
under the criteria established by the 
Regulatory Flexibility Act. 

Subchapter F of Chapter 1 of Title 25 
of Ihe Code of Federal Regulations is 
amended by the addition of a new part 
43e to read as set forth below. 

KennoUi L P.ylofi, 

Acting Deputy Assistant Set-retury—lnttian 
A ffairs (Operations). 

PART 43e—PREPARATION OF A ROLL 
OF MOHAVE DESCENDANTS 
ENROLLED AS MEMBERS OF THE 
COLORADO RIVER INDIAN TRIBES 

StfC. 

430.1 Dcfinilionf. 

43«.2 Purpose. 

43e.3 QualiriCNtions for ennillinciil. 

43C.4 Notice. 

43«!.5 Preporrilion of a proposed roll and 
display of a listing of names indudi^d 
thereon. 

43e.6 Appeals. 


See. 

43e.7 Filing appeals and the deadline. 

43e.a Supporting evidence and burden ol 
proof. 

43e 9 Notification und action by the TriU’S. 
43€.10 Action by the Superintendent. 

43e.11 Action by the Director. 

43e,12 DiH:islon of the Socrelary on aptM^ls. 
43e.13 Preparation, ceiiincatlnn, ami 
approval of roll. 

4.10.14 Special Instructions. 

Authority: 5 U.SC. sec. 1361. R. S. secs. 463 
and 465; 25 VS.C. tecs 2 and a arid 87 Stiit. 

406. 

9 43e.1 DafiniUons. 

As used in these regulations: 

(a) “Secretary” means the Secntlary of 
the Interior or his/her authorized 
representative. 

(b) “Assistant Secretary” means the 
Assistant Secretary for Indian Affairs or 
his/her authorized representative. 

(c) “Director” means the Area 
Director. Phoenix Area Office, Bureau of 
Indian Affairs or the Area Director, 
Sitcramento Area Office' Bureau of 
Indian Affairs or their authorized 
representatives. 

(d) ”Superirilendcnl” means the 
Superintendent. Colorado River Agency. 
Bunsati of Indian Affairs, or his/her 
authorized rcpresentalive. 

(e) “Staff Officer” means the 
Fjirollmcnt Officer or other person 
authorized to prepare the roll. 

(f) “Plan” means the plan for the use 
und distribution of Mohave judgment 
funds awarded in Dockets Nos. 283 and 
295 before the Indian Claims 
Commission, which was prepared 
pursuant to the Act of October 19,1973 
(87 Slat. 466), and became effective 
April 12.1978. 

(g) ‘Tribes” mean the Colorado River 
Indian Tribes of the Colorado River 
Indian Reservation. Arizona and 
California. 

(h) 'Tribal Council” means the 
governing body of the Colorado River 
Indian Tribes. 

(i) “Uving” means bom on or prior to 
and living on the date specified. 

(j) “IJneal Descendants” mean those 
persons who are related by direct 
descent from the ancestor through whom 
eligibility is claimed, namely the 
children, grandchildren, etc. It docs not 
include collateral relatives such as 
brothers, sisters, nieces, nephews, 
cousins, etc. 

(k) “Sponstir” means parents, 
recognized guardian, next friend, next of 
kin, spouse, executor or adminislralor of 
estate, the Superintendent, or other 
person who files an appeal on behalf of 
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S 43«.2 Purpose. 

The regulutimis in this part are to 
govern the compilation of a roll of 
certiiin members of the Colorado River 
Indian Tril^es who are lineal 
descendants of the aboHginol Mohave 
Tribe eligible to share In the distribution 
of judgment funds awarded the Mohave 
Indians by the Indian Daims 
Commission in Doed^ets Nos. 283 and 
2fi5. 

S 43e.3 OualiftcatkKis for enrottment 

The roll shall contain the names of 
persons who meet the following 
requirements: 

(a) They were living on April IZ 1976; 

(b) They arc enrolled mirrobers of the 
Colorado River Indian Tribes and Ibetr 
name appears on the approved 
membership roll prepared by the Triljes 
as of April IZ 1976: 

(c) They are lineal descendants of a 
Mohave Indian: and 

(d) They did not share in the funds 
distributed by the Chemehuevi 
Distribution Act of September 23.1970 
(B4 Slat. 686). 

143e.4 Notica. 

1'he Superintendent shall mail a nuUct 
to each person whoso name appears on 
the approved membership roll as of 
April IZ 1076. of the Colorado River 
Indian Tribes advising him/her of the 
preporaUon of the roll of Mohave 
descendants and (he relevant 
procedures to be followed. 

{ 43e.S Preparatioo ol a proposed roi arnS 
display of a Ushog of names kiduded 
thereon. 

The Superintendent shall prepare, 
with the assistance of the Tribes, a 
proposed roll of persons who meet the 
requirements spedfied in { 43eJL The 
proposed roll shall contain for each 
person a roll number, mime, sex date of 
birth, date of death if applicable, and 
name and relationship to the Mohave 
ancestor through whom eligibility was 
established. A listing of only the names 
of the persons included on the proposed 
roll shall be placed on public display for 
30 days at the Colorado River Agency, 
local community buildings local post 
office. Phoenix Area OfTice. and other 
Agency ofTlces under the jurisdiction of 
the Director and the Sacramento Area 
Office and other Agency offices under 
the jurisdiction of the Director. The 
listing shall indicate prominently the 
deadline for filing appeals contesting the 
omission of a name, as well os the 
name, address, and telephone number of 
a person who may be ctmtacted for 
further information. 


{43e.6 Appeals. 

Persons who believe they meet the 
qualifications specified in the plan and 
the regulations in this Part and whose 
names are not included on the proposed 
roll may file or have filed by a sponsor 
an appeal with the Secretary contesting 
the omission of their names in 
accordance with the procedures 
provided in this Part. 

} 43e.7 Filing appeals and the deadline. 

(a) The appeal shall be in writing and 
addressed to the Secretary but filed with 
(he Supertntendont Colorado River 
Agency. Bureau of Indian Affairs. 

Purler, Arizona 63344. 

(b) The appeal must be received by 
the Superintendent no later than the 
close of business on (he thirtieth (30(h) 
day afterr the listing of the names of 
persons induded on the proposed roll Is 
placed on public display as provided for 
in { 43e.4. If the appeal deadline falls on 
a Saturday. Sunday, legal holiday or 
other nonbttsiness day. the deadline %vin 
be the next working day thereafter. 

i 43e.t Supporting avkSence and bunUm 
of proof. 

(a) The appeal should be 
accompanied by any supporting 
evidence relied upon as a basis for the 
appeal, including copies of Bureau or 
tribal records having a direct bearing on 
(he appellants contentions. The 
appellant may furnish affidavits from 
persons hoving personal knowledge of 
the facts at issue. Criminal penalties are 
provided by statute for knowingly filing 
false infonnation in such statements (18 
U.S.C 1001). 

(b) The appellant may request 
additional time to submit supporting 
evidence. A time period considered 
reasonable for such submissions may be 
granted by the official receiving the 
appeal. 

(c) Tlie burden of proof for 
establishing the improper omission of 
any name from the proposed roll Is on 
the appellant. 

} 43a.9 Noiificatiofi and action by the 
Tribes. 

(a) The Superintendent shall notify the 
Tribal Council of the receipt of an 
appeal and shall give the Tribal Councfl 
the opportunity to examine the appeal 
and to present such evidence as it may 
consider pertinent. 

(b) The Tribal Council shall have not 
mure than 15 days from receipt of 
notification of the appeal in which to 
present, in writing, such statements as It 
may deem pertinent supported by tribal 
records which have a louring on the 
case, along with the complete 


enrollment file on the appolUnL to I 
Superintendent. I 

I43S.10 ActkmbytheSupwintffHi,,^ I 

The Superintendent ihatl comider I 

each appeal If after review of the I 
evidence the Superintendent delcroinw I 
that the omission of anj' name U I 
improper and eligibfllty hoi been 1 1 
established, the appellant shall be m II 
notified in writing and the name eerttred I 
on the roH. If the Setperintendmt | 

delerraines that the omission of any I 
name is proper and cllgjbiliiy has not I 
been established, the appellant shall be I 
so notified in writing and the appeal I 
together with the complete record aod I 
the recommendation of the 1 1 

Superintendent shall be forwaniini to 1 1 
the Director. ||| 

943e.1l Acbon by the Olrectoc. I 

The Director shall consider each 1 1 

appeal, if after a review* of the evidence 1 1 
the Director determines that the || 

omission of any name is improper and I 
cligibltity has been established, the I 

appellant shall be so notified in writing I 
and the Superintendent directed to enter I 
the name on the roll. If the Director I 

determines that the omission of the I 

name is proper and el^liility has not I 
been established, the appellant shall be I 
so notified in writing a^ the appeal I 

together with the complete record and I 

the recommendation of the Director 
shall be forwarded to the Secretary for I 
final determination. ! 

S43a.12 Decision ol the SacreUry on J 

appMis. I 

Ibe Secretary shall oonstder the 
record as presented, together with any ‘ 
additional information he/she may 
consider perttnent. Any such a ddit io o d 
information shall be specifically 
idontified in the dedilon. The deciM 
of the Secretary on an appeal shall be i 
final and conclusive and written notice 
of the decision shall be given the 
appellant When so directed by the 
Secretary, the Assistant Secretary shafl | 
cause to be entered on the roll the nsmf y 
of any person whose appeal bsf bees II 
sustained. j 

S43e.13 Prsparation. csrUficitioo, and 

approval of the roi. 

(a) The staff officer shall prepare s | 

minimum of 5 copies of the roll of tboee | 
persons determined to he eligible for P 

enroUmenl including those who 1 

established their eli^bilily by appeal 
The completed roll shall contaia for 
each person, a roll number, name, sex 
date of birth, dale of death if appHcsbk. i, 
and name and relationship to the 
Mohave ancestor through whom | 

eligibUity was established. j 
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I iW Aoertiftestc shsll be attached to 
i! Iji Iw the SuDcrintcndcnl certifying 
il^tE best of his/her knowl^ the 
3 contains only the names of those 
["t ain who were detennined to meet 
^^ZaainmefUi for enrollrocnL The 
JrSSspprove the roll 

|Da.l4 Spscial instruetlOfi* *. 

To facilitate the work of the 
*rt*nnt«idcnt. the Assistant Secretary 
^taiue special inslnictlons not 
liconsHlent with the regulotiofis in this 
fait 

•uitt cocc 4Jio-«a-ii 


OOnROMMENTAL PROTECTlOfI 

AGENCY 

lA^fRL lW$-2] 

lOCFNPart 52 

Approval and Promulgation of 
taptefnantation Plant; Statutory 
fifstriction on New Sources Under 
Cirtiin Circumstances for 
Nonattainment Areas 

Ateev: Environmental Protection 
Aifocy. 

action: Interpretive rule. _ 


SUSMAny: On August 7/1980, EPA 
pmolgated regulations for state new 
foorce review programs in oreas which 
lure not attained the National Ambient 
Air Quality Standards (nonattainment 
ireas). Al that time* EPA announced 
ikit If revisions to such a stale program 
were not approved by EPA by 
Ncnember 7,196t« the construction 
Dtaratohum authurizsd by section 
lU(a)|2)(I) of the Clean Air Act would 
ukeeEKt in each nonattainment area 
Beach such aUte. As discussed below. 
EPA has now concluded as a matter of 
Itw that the moratorium did not take 
dfcci on November 7, 1981 In any slate 
bekingt new source review program 
approved as conforming to EPA's 
Aoguft 7,1980 rulenuikhig. 

^TESrThU interpretive rule Is effective 
felro^ive to November 7,1981 and will 
jwuin in effect until superseded by 
wture action by EPA. 

f^rURTMER INFORMATION CONTACT. 
wCox. Standards Implementation 
«»nch (MD-15), Office of Air Quality 
and Standards. Research 
TrUi^ Park, N,C 27711 (919J 541-5591. 
J^JJl^tfNElfTARY INFORMATlOtt: ITjC 
Air Act was amended in 1977 to 
Wode Part D. which specifies special 
^‘tnirements for State Implementation 
J^fSIPi) for nonattainment areas. Al 
^ wme time, section 110 of the Act 
^•mended to require a morutorium 


on conslniclion of major new and 
modified sources if o SIP does not meet 
the requirements of part D after July 1. 
1979. Section 110(a)(2)(l). 

EPA first issued criteria for slate new 
source review programs In 
nonattainment ureas on April 4,1979. 

See 44 FR 20372. However. In Alabama 
Power Co, v. Costle. 636 F.2d 323 (D.C 
Cir. 1979), the United States Court of 
Appeals for the District of Columbia 
Circuit struck down sevomi anato^us 
provistuns in the Agency's regulations 
for the Prevention of Significant 
Deterioration (PSD) program. On August 
7.19Ba EPA promulgated conforming 
revisions to its PSD regulations, and 
complementary revisions to its 
nonattainment rules, 45 FR 52876. In the 
“Implementation” part of the August 7 
promulgation. EPA announced that “lljf 
a stale does not submit any necessary 
revisions to its plan within nine months 
after the date this notice appears in the 
Federal Register, the construction 
moratorium will go Into effect 15 months 
after this dale • * * (/>.. by November 
7.1961) in all nonattainment areas in 
that stale ” 45 FR 52687. 

EPA has concluded that if was 
incorrect on August 7.1960. to the extent 
that it indicated that the moratorium 
would take effect automatically on 
November 7.1981. if a slate failed to 
submit SIP revisions in response to the 
August 7 promulgation, or submitted 
re visions which EPA had not yet 
approved. EPA has now concluded that 
it must conduct an evaluation of a slate 
plan and determine that it Is deficient 
before any moratorium related to the 
August 7 rulemaking could come into 
effect. EPA believes that the need to 
make such an evaluation arises because 
under section I10(a)(2)(l). all states with 
EPA-approved (or conditionally 
approval Part D plans are states with 
respect to which the construction 
moratorium simply docs not apply, 
unless there Is some determination by 
EPA that the SIP no longer satisifies Part 
D.* However. In light of the August 7 
promulgation. EPA bcHcv'es that it had a 
duty to analyze each SIP. after May 7. 
1980 (the date SIP revisions were due), 
in order to determine wiiether the SIP 
continued to meet the requirements of 
Part D of the Act.* 

* Tb« inoniton««ai musl alto Imke cff«ct il K?A or 
lh« Sut^ oMiclude IImI the Suie ts nut 
impteiDcnllrTg Ita PatI 0 plaa Section 173(4). 

’ In Ihii rcfard, it thuuld be pointKl oul thut KPA 
uf iuiowUKtptd in Uw Ausuftt 7 promulsaiioii Uuit 
•octe SUlirfl nUglil oiH ae^ lo r«vi«« l^ir 50*9 in 
rvsponM* to tbs Aoguil 7 promuSssUoft: 

*Sutet nnod not adopt vorboim tb« drrmiUcjut In 
•«ction SI.IBUMTI. but muit domoiuitnito Uuit 

any diRofml definitions they rvtnio or adopt Imw 
the effret of beif« at IrssI m strinsent os those set 
out to I StJatigl). 6 a state plan currendy includes 


EPA has concluded, however, that no 
analysis is appropriate ul this time. 

First l‘TA has promulgated a final rule 
which substantially amends one of the 
central provisions of the August 7 
regulations—the definition of “source” 
in nonattainment areas. 46 FR 50766 
(October 14.1981). That same rule also 
deletes the requirement that 
reconstructed facilities be treated as 
new sources for the purposes of 
nonattainment new source review. Id 
Second, the August 7 regulations arc 
now the subject of litigation in the 
United States Court of Appeals for the 
District of Columbia Circuit {Chernka! 
Manufaqturvrs Association v. Gorsuch, 
No. 79-1112 and consolidated cases). 

EPA is currently engaged in settlement 
negotiations with the petitioners in this 
case. EPA anticipates that these 
negotiations will result in substantial 
amendments to the August 7 rules. In 
view of these facts, EiPA believes that it 
IB inappropriate to analyze the SLPs at 
this time to determine whether they 
satisfy the August 7 promulgation. 

It should be noted, however, that 
today's action is not intended lo affect 
the status of any construction 
moratorium currently in effect in any 
nonattainment area. 

EPA finds that It has good cause not 
lo take notice and comment on this • 
Interpretive rule. The conclusions 
reached by the Agency are legal in 
nature, so that notice and comment arc 
unnecessary. 

EPA further finds that it has good 
cause to make this notice immediately 
effective, because it removes a 
restriction. See 5 U.S.C S53(d)(l). 

The Administrator has determined 
that this interpretive rule is a nationally- 
applicable final action and Is based on 
determinations of nationwide 8coi>e and 
effect Under section 307(b) of the Clean 
Air Act petitions for review of this 
action must be filed in tlie United States 
Court of Appeals for the District of 
Columbia Circuit by February 28,1082. 

Under Executive Order 12291, K^A 
must judge whether a regulation is 
“Majur” and therefore subject to the 
requirement of a Regulatory Impact 
Analysis, This regulation is not major 
because it imposes no new 
requirements. In fact, by lifting a 
restriction, it removes regulatory 
requirements. 

This action was submitted to the 
Office of Management and Budget for 


deftoitloat or rt*fiilalary provUloni wh^ nr* more 
•trloKf^Rl lluui the oamtUaJitinenl defknJtkioa end 
other pcovutoot oontoioed to Ibeee ruJcii, ihe eUte 
ha* (he choice of reUltiirtS current reguletlone or 
revieios ihem to at to ootifonc to RPA'i ndea.* 4S 
fit 52807. 
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review as re<|uired by Executive Order 
12291. 

(Secs.) 110(o)(2HI). 301(ji) of the Cleiin Air 
Art. as amendod. AZ U.S.C. 7410(a)(2)(n. 
70m(a)) 

Dated: December 18.1981. 

Anno M. Corsudi. 

Adnitniairator. 

IFX ninl *.41 .uni 

SILLINO COO€ 


FEDERAL MARITIME COMMISSION 

46 CFR Parts 510, 522, 523, 524, 534, . 

536, 540, 542, 547 and 551 

0MB Clearance Information 

agency: Federal Maritime Commission. 
action: Final rule. 

summary: Rules are amended to reflect 
OMB clearance and to inform recipients 
of information collection requests 
whether compliance with such request is 
voluntary or mandatory, as well as the 
specific benefits they are intended to 
obtain. The amendment is necessary to 
comply with Paperwork Reduction Act 
of 1980 requirements. 

EFFECTIVE DATE: December 28. 1981. 

FOR FURTHER INFORMATION CONTACT. 
Francis C. Hiimey, Sc^crclary, Federal 
Maritime Commission, IlUO L Street 
NW. Washington. D C 20573 (202) 523- 
5725. 

SUPPLEMENTARY IKFORMATTON: 44 II.S.C. 
3504 requires the Office of Management 
find Budget to review and approve 
information collection requests 
proposed by agencies and to insure that 
the requests display OMB control 
numbers. Such requests must also 
contain information informing recipients 
why the information is collected, how it 
is lo be used and the compulsory nature 
of the requirement, l.c.. whether II is 
voluntary, mandatory, or required to 
obtain a benefit. Therefore, the 
following Ch*R parts of Title 46 are 
amended to rellect OMB requirements. 
Corrections of erroneous and 
supernuous statutory authorities have 
also been made. 

PART 5ia-LICENSING OF 
INDEPENDENT OCEAN FREIGHT 
FORWARDERS 

1. The Authority citation for Part 510 
is revised to read as follows: 

Authority: Scau 16. 18. 21. 43 and 44. 
Shipping Act. tOlO; 46 U.S.C 815. 817. 82fX 
84111 and 64lb. 

2. Add the following paragraph 
immediately after the Authority citation: 

Note.—Approved for use through August 
31. 1964. OMB No. 3072-0018. 


§510.1 lAmendedl 

3. Number the paragraph presently 
appearing under S 510.1 as (a). Add a 
new paragraph (b) to read as follows: 

• • • • • 

(b) Information obtained under this 
part is used to determine the 
qualiBcalions of freight forwarders and 
their compliance with shipping statutes 
and regulations. Failure to follow the 
provisions of this part may result in 
denial revocation or suspension of a 
license for freight forwarding. Persons 
operating without the proper license 
may be subicct to civil penalties not lo 
exceed $5,000 for each such violation: 
for other violations of the provisions of 
this pari the civil penalties range from 
$1,000 to $25,000 for each violation (46 
U,S.C 815,831u). 

PART 522—RUNG OF AGREEMENTS 
BETWEEN COMMON CARRIERS OF 
FREIGHT BY WATER IN THE FOREIGN 
COMMERCE OF THE UNITED STATES 

1. llie Authority citation for Part 522 
is revised to read as follows: 

Authority: Secs. 15 and 43 of the Shipping 
Act. 1916:46 U.S.C 814 and 841n. 

2. Add the following paragraph 
immediately after the Authority citation: 

Note.—Approved for ubc through 
September 30,1984. OMB No. 3072-0040 

§522.1 lAmcndedl 

3. a. Number the paragraph presently 
appearing under § 522.1 as panigroph 
(a). 

b. Add a new paragraph (b) to read as 
follows: 

• • • • « 

(b) Adherence with the statute and 
rules of the Commission Is mandatory, 
and persons operating under agreements 
without prior Commission approval may 
be liable to penalties and damages for 
violations of the anti-trust laws of the 
United States and may be subject lo 
civil penalties of up to $1,000 for each 
day of such default (46 U.S.C 814) and/ 
or disapprova) of agreements. 

PART 523—ADMISSION, 

WITHDRAWAL AND EXPULSION 
PROVISIONS OF STEAMSHIP 
CONFERENCE AGREEMENTS 

1. The Authority citation for Part 523 
is revised to read as follows: 

Authority: Secs. 15 snd 43. Shipping Act. 
1916; 46 U.S.C 814 and 817. 

2. Add the following paragraph 
immediately after the Authority citation: 

Note.—Approved for use through 
November 3D. 1983. OMB No. 3072-0038 

3. Add 0 new paragraph (c) lo § 523.1 
to rend as follows: 


§ 523.1 Statement of policy. 

• • ■ • • 

(c) Conference agreements Ihsi do„a, 
comply with this part may be 
disapproved, canceled or modified f 46 
U.S.C 814). VioInUons of the provitimn 
of this part may also subject the 
conference members lo a civil penahy of 
up to SI .000 for each violation (46 U.S.C 
831(c)). 

PART 524—EXEMPTION OF CER7AI8 
AGREEMENTS FROM THE 
REQUIREMENTS OF SECTION 15 
SHIPPING ACT, 1916 

1. The Authority citation for PartS24 
is revised lo read as follows: 

Authority; Secs. 15. 35 and 43. Shlpfong 
Act. 1916: 48 U.S.C 814, 833.i and S41*. 

2 . Add the following paragraph 
immediately after the Authority dtalloit 

Note.—Approved for use throogh Octobn 
31,1984. OMB Na 3072-0039 

§524.1 (Amended) 

3. a. Number the paragraph presently 
appearing under § 524.1 as (a). 

b. Add a new paragraph (b) to read ai 
follows: 

• • • • • 

(b) Compliance is mandatory and 
failure to meet these Bling requimmnti 
will result in the party desiring 
exemption remaining bound by the 
approval requirements of section 15 of 
the Shipping Act, 1916. (46 U.S.C. 833a) 

PART 534—GREEN HIDE WEtGMtNG 
PRACTICES 

1. Remove Ihe Authority language 
appearing at the end of §§ 534.1 and 
534J^ respectively, place It immediately 
after the section number listing and 
revise it to read as follows: 

Authority: See*. 15, 17. and 43 SbippinS 
Act 1916:46 U.S.C 815. 810 and WU 

Z Add the following paragraph 
immediately after the Authority dlsDonr 

Nolo. — Approved for use through 
September 30, 1984. OMB No, 3072-8037. 

3. Number Ihe paragraph presently 
appearing under § 543.1 as (a) AeWa 
new paragraph (b) to read as folloi%T 

§ 534.1 General weighing pr ovttlona. 

• • • • • 

(b) Compliance is mandatory and 
tariffs containing commodity 
green hides that do not comply with iw 
part may be releclcd. Continued use of i 
tariff not in compliance with the 
proiisions of this part is unlawful ant 
subject lo a civil penally of not more 
than $5,000 for each day the violatinn 
continues. (40 U.S.C, 817(b)(4), (bKW) 










.iPTSSfr-PUBLISHING AND FILING 

«Eff^ common carriers in 

KeiGN COMMERCE OF THE 
y«T£0 STATES 

t/pjc Aalhority dtallon for f^irl 538 

as follows: 

irfhariir Scc*^ IS. »'• 18(c). 

a lad 43 of iSt Shipps Act IWe (46 US.C 
^ 614.811816.617(b). 617|c). 820 and 

ttU) 

t Remove paragnph 2 of the 
^^gtbority dlalion con taming GAO 
jjrt/ance information and subatitulc! the 
fcllawing language therefor 
Nq 4 e.-Approvcd for utc through October 
J1 IflM. OMD No. 3072-800a 

I Add a new paragraph |c) to 5 536.0 
Ip read at follows: 

1536.0 Scope. 

* • • • • 

(c) Compliance with this part Is 
maiKUlory, and any tariff submitted for 
(fling which falls to meet criteria 
ipedfied In this part is subject to 
rriection. Upon rejection it shall be void, 
lad its use unlawful. Operating without 
ineffective tariff on file with the 
Commission or changing rates not in 
oonformance with such a tariff is 
unlawful and subject to a civil penalty 
of not more than $5,000 for each day the 
dolition continues (46 U.S.C. 817(b)(4), 
|bK8)). 

PART 540-SECURITY FOR THE 
PROTECTION OF THE PUBUC 

1 The Authority citations for Part 540 
ire revised to read as follows: 

Subpart A—Proof of Financial 
Responsibility, Bonding and 
Certification of Financial 
Responsibility for Indemnification of 
Passengers for Nonperformance of 
Transportation 


2. Add the following paragraph 
immediately after the Authority citation 
in Subpart A and in Subpart B: 

Note^—Approvf*d for uic through October 
31.1964. OMB No. 3072-0011. 

3. Remove the Note paragraph 
regarding OMB approval that prcaently 
appears at the end of J 540,9(k) in 
Subpart A. 

4 . Number the paragraph presently 
oppenring under { 540.1 as (a). Add a 
new paragraph (b) to read as follows: 

§540.1 Scope 
• • • • • 

(bj Failure to comply with this part 
may result in denial of an application for 
a certificate. Vessels operating without 
the proper certificate may be denied 
clearance and their owners may also be 
subject to a civil penally of not more 
than S5.000 in addition to a civil penalty 
■ of $200 for each passage aold, such 
penalties to be assessed by the Federal 
Martime Commission (46 U.S.C. 91.817d 
and 817e). 

5. Remove the Note paragraph 
regarding GAO approval that presently 
appears at the end of Subpart C, 
Appendix B. 

PART 542—FINANCIAL 
RESPONSIBILfTY FOR WATER 
POLLUTION . 

1, The Authority citation for Part 542 
reads as follows: 

Authority: Sec. 311(p) of the Federal Water 
Pollution Control Act (33 U.S.C 13Z1(p). 86 
Stat. 002), as amended by the Clean Water 
Act of 1977 (Pub. L 95-217. 01 Slat. 1566). and 
section 3 of Executive Order 11735 (36 FR 
21243.1973). 

2. Remove paragraph 2 of the 
Authority citation containing GAO 
clearance information and substitute the 
following language therefor. 


PART 547-PROCEOURES FOR 
ENVIRONMENTAL POUCY ANALYSIS 

1. The Authority dlalion for Part 547 
imrevisod to read us follows: 

Authority: See, 43 of the Shipping Act, 1910 
(46 U.S.C 841a). sec. 102 of the National 
Fjivlronmrnlal Policy Act of 19C9 (42 US.C 
4332(2)(b)). 

2. Add the following paragraph 
immediately after the Authority citation: 

Note.—Approved for use through August 
31.1984. OMB No. 3072-0033. 

3. Add a new paragraph (c) to J 547.1 
to read us follows: 

§ 547.1 Purpose and scope. 

« • • • • 

(c) Information obtained under this 
part is used by the Commission to 
assess potential environmental impocts 
of proposed Federal Maritime 
Commission actions. Compliance is 
voluntary but may be made mandatory 
by Commission order to produce the 
information under section 21 of the 
Shipping Act. 1916 (46 U.S.C. 820). 
Penalty for non-compliance with a 
section 21 order is $100 a day for each 
day of default; penalty for falsification 
of such a report is a fine up to $1,000 or 
imprisonment up to one year, or both. 

PART 551—TRUCK DETENTION AT 
THE PORT OF NEW YORK 

1. The Authority dtation for Part 551 
is revised to read as follows: 

Authority; Secs. 17 and 43 Shipping Act, 
1916; (46 U.S.C 810 and 841a). 

2. Remove paragraph 2 of the 
Authority citation containing GAO 
clearance information and substitute the 
following language therefor. 

Note.—Approved for use through 
September 30.1064. OMD No. 3072-00ia 


Asthorily: Sec. 3. Pub. L 89-777, 80 Slat 
a7:(46U5.a ei7e). 

Subpsft B—Proof of Financial 
Responsibility, Bonding and 
Certiflcaiion of Financial 
Jwponslbility To Meet Uablllty 
wcurred for Death or Injury to 
Rtssengers or Other Persons on 
Voyages 

Aadwriiy: Sec. 2, Pub. L 89-777.80 Slat. 
146U$.C 817d). 

Svbpart C—AssessmenL Remission, 
^ Mibgation of Civil Penalties 

Authority: Secs. 2 and 3. Pub. L 89-777. 80 
1358-1358: (40 U.S,C 817d und 817e). 


Note.—Approved for use through July 31, 
1904. OMB No. 3072-0019. 

3. Add a new paragraph (d) to § 542.1 
to read as follows: 


(d) Failure to follow the provisions of 
this Part may result in denial of a 
certificate, and consequently, denial of 
dearance of a vessel, denial of entry to 
any port or place in the United States, or 
its navigable waters, and/or detention 
of a vessel, as specified in § 542.14. 
Failure to comply muy also subject the 
vessel operator to a fine of not more 
than $10,000 for cuch failure to comply 
(33 U.S.C 1321{p). 46 U.S.C. 91). 


3. Add a new paragraph (m) to § 551.1 
to read as follows: 

§551.1 General provisions. 

• • • • • 

(m) Compliance is mandatory and 
failure of terminal operators or motor 
carriers to follow the provisions of this 
part may result in the assessment of 
penalties as specified in § 551.7. 

Effective Date 

Notice, public procedure and delayed 
effective date are not necessary for the 
promulgation of this amendment 
because of its nonsubstantive nature. 
Accordingly, this amendment shall be 
effective December 26.1981. 


§ 542.1 Scope. 

• • • • • 
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By Ihi* Commiiuiiun. 
rramifi C llumny* 
SiHTtfinry, 

|FRDu> 

•ituNO cooc 


INTERSTATE COMMERCE 
COMMISSION 

49 CFR 1056 

I Ex Parte MC-19 Sub No. 361 

Household Goods Carriers Operational 
Practices 

AQENCv: Intcrshtic Commerce 
Commission. 

action: Notice of Modification of Form 
CXIP-100; Conflrmiition of Date by 
Which Compliance With Finiil 
Operational Rules Must Be Achieved. 

SUMMARY. *l1ie Commission is making 
minor modifications lo Form OCH-100. 
Your Rights and Responsibilities When 
You Move, to reflect changes in the way 
consumers of household gcMxJs 
transportation scrxiccs may contact the 
Commission for advice and assistance. 
All motor common ciinii*rs of houiu*hold 


goods arc notified that compliance with 
the new operational i-ules, including 
furnishing Form OCP-100 ns amended 
herein, is required as of the date shown 
below. 

date: Effective Compliance Date: 
February 1,1982. 

FOR FURTHER INFORMATION CONTACT: 
Ray G. Atherton. Jr., (202) 27S-7844: or 
Patricia M. Schulze. (202) 275>7841. 
SUPPLEMENTARY INFORMATION: 'Fhc 
Commission adopted final operational 
household goods rules on Man:h 11. 
1981. (40 FR 10200), to become effective 
on |unc 9,1901.11ie effective date was 
stayed ponding judicial review. On 
Df’cember 9.1981, the U.S. Court of 
Appeals for the Seventh Circuit upheld 
the Commission’s final operational rules 
decision and dissolved the slay. The 
Court noted that the Commission should 
allow household goods carriers a 
reasonable Interval before instituting 
actions for noncompliance with the new 
rules, particularly those relating to 
printed documents required to be 
famished shippers. 

Form OCF-100. Your Rights and 
Re.sp<insibilitie8 When You Movi?, is a 
document required by the new rules 


li ia50.2(a)(1)) to be famished to I 
individual prospective shippers In tin* I 
10 month period between adoption of I 
the rules and the court's decision I 
upholding them, the method by which I 
the Commission receives compiainij f I 
and inquiries from the public has bevn I 
altered. Form OCP-lOO, as adopted, I 
contains Commission contact 
Information which is no longer cu mmi n, jl 
To update the contact Informstion. For I 
OCP-lOO is amended and reprodo^ k I 
its entirety as set forth In Appendix A I 
below. These documents redccl oivly i I 
change in Commission practice sad. 1 1 
such, do not encompass ony subfUntrif I 
rifgulalory change. 

An effective oomplianrr date of 
Febniary 1,1982. is set in recognition of 
the Court’s admonition that a 
reasonable lime be allowed for carrirfi [ 
lo achieve compliance. 

By the Commiuiian: |. Wam’n McfarliUML | J 
Director. OfTitx* of Complianrc flt)d CufiMaix i 
Asxlxtance. | 

Agatha L Morgttnovich. 

Si^/viftry, | 

VLUNO cooc TOSS-OI-N * | 
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IntroducUun 


The Interslote Commerce Commission 
(ICC) regulations protect consumers on 
interstate moves and define the rights 
and responsibilities of consumers and 
movers. 

The mover gives you this pamphlet to 
provide information about your rights 
and responsibilities os a shipper of 
household goods. You should talk to 
yoiu* mover if you have further 
questions. The mover will also furnish 
you with a pamphlet describing rts 
procedure for handling your questions 
and complaints. The pamphlet indudes 
a telephone number you can call to 
obtain additional information about 


your move. 

If. after discussing your move with the 
mover, you still need information or 
assistance, you may obtain help from an 
Interstate Commerce Commission office. 
Local offices are maintained in at least 
one major city in each state (except 
Delaware and Hawaii). Regional offices 
are located in the following cities: 

Boston. MA: Philadelphia. PA; Atlanta, 
GA; Chicago. lU FL Worth. TX: and San 
Francisco. CA. Telephone numbers for . 


these offices may be found in the 
telephone directory under the hesditt 
UNHTJI STATES GOVFJtNMENT. h 
the Washington. D C. arse call 27 ^ 41 ^ 

Moving Service Questionnaire 


Induded with this pamphlet it a brd 
questionnaire which wc ask you to 
complete and mail, postage free, to the 
Interstate Commerce Commission.The 
information which you provide will hdp 
the Commission to further assist 
consumers. 

Please answer every question. The 
name and ICC number of the moving 
company is found at the top of the bill gf 
lading. The shipment registration or 
identification number is found on the 
order for service and the bill of lading of 
your shipment. 

The Service QuesItonnHiri* is not a 
comtdaini or inquiry form. If you haves 
complaint or inquiry concerning the 
mover's services contact the Interstate 
Commerce Commission offices referred 
to on page 1 of this publication. 


aajJNQ COOC 70SS4I4I 
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Estimales 

Although the ICC cannot require that 
moving companies give estimates most 
movers do provide estimates when 
requested. There are two types of 
estimates binding ond non-binding. 

Binding Estimsiles 

The mover may charge you for 
providing a binding estimate. 

Binding estimates must clearly 
describe the shipment and all services 
provided. 

When you receive a binding estimate, 
you can not be required to pay any more 
than the amount of the estimate. To be 
effective, a binding estimate must be in 
writing and a copy given to you before 
you move. A copy of the binding 
estimate must also be attached to the 
bill of lading. 

If you agree to a binding estimate, you 
arc responsible for paying the charges 
by cosh, certified check, or money order 
at lime of delivery unless the mover 
agrees before you move to extend credit 
or to accept payment by chaigc card. If 
you arc unable to pay the amount 
required at the time the shipment is 
delivered, the mover may place your 
shipment in storogc at your expense 
until the charges arc paid. 

Non-Binding Estimates of Approximate 
Cost 

The mover is not pirrmittcd to charge 
for giving u non-binding estimafe. 

A non-binding estimate does not bind 
the mover. When you receive a non¬ 
binding estimate there is no guarantee 
that the Hnal cost will not be more than 
the estimate. 

Non-binding estimates must be in 
writing and clearly describe the 
shipment and all services provided. Any 
Ume tt mover provides such an estimate 
it is required that the amount of the 
charges estimated must be entered on 
the order for service and bill of lading 
relating to your shipment. If you arc 
given a non-binding estimate, do not 
sign or accept the order for service or 
bill of lading unless the amount 
estimated is entered on each form when 
prepared by the mover. 

If you are given a non-binding 
estimate, the mover cannot require you 
to pay more than the amount of the 
original estimate plus 10 percent, at time 
of delivery. You will then have at least 
30 days after the date of delivery to pay 
any remaining charges. 

if you request the mover to provide 
more services thou those included in the 
estimate, the mover may demand full 
payment for those added services at 
time of delivery. 


Order for Service 

Moving companies are required to 
prepare an order for service on every 
shipment transported for an individuiil 
shipper. You are entitled to a copy of the 
order for service when it is prepared. 

The order for service is not a contract. 
Should your move be cancelled or 
delayed or if you decide not to use the 
services of the mover, you should 
promptly cancel the move. 

Should there be any change in the 
dates on which you and the mover 
agreed that your shipment will be 
picked up and delivered, or any chango 
in the non-binding estimate, the mover 
may prepare a written change to the 
order for service. I’he written change 
should be attached to the order for 
service. 

Bill of Lading Contract 

The bill of lading is the contract 
between you and the mover. l*hc mover 
is required by law to prepare a bill of 
lading for every shipment it transports. 
The information on a bill of lading is 
required to be the same information 
shown on the order for service. The 
driver who loads your shipment must 
give you a copy of the bill of lading 
before loading your furniture. You must 
also sign the bill of lading. 

It is your responsibility to read the 
bill of lading before you sign it If you 
do not agree with something on the bill 
of lading do not sign it until you are 
satisfied that the bill of lading shows 
what service you want 

The bill of lading requires the mover 
to provide the service you have 
requested, and you must pay the mover 
the charges for the service. 

The bill of lading is an important 
document. Do not lose or misplace your 
copy. Have it available until your 
shipment is delivered, all charges are 
paid and all claims, if any. are settled. 

Inventory 

At the lime the mover’s driver loads 
your shipment he or she, although not 
required to do so. usually inventories 
your shipment listing any damage or 
unusual wear. The purpose of this is to 
make a record of the condition of each 
item. If the driver does not make an 
inventory you should make one yourself. 

After completing the inventory, the 
driver will usually sign each page and 
ask you to sign each page. It is 
important before signing that you make 
sure that the inventory lists every item 
in your shipment and that the entries 
regarding the condition of each item are 
correct. You have the right to nolo any 
disagreement. When your shipment is 
delivered if an item is missing or 


damaged, your ability to recover from 
the mover for any loss or damage msy ' 
depend on the notabons made, ^ 

The driver will give you a copy o( i 
each page of the inventory. Attach the I 
complete inventory to your copy of the 
bill of lading, ft is your receipt for thr 
goods. 

At the lime your shipment is 
delivered, it is your responsibility to 
check the items delivered against the 
items listed on your Inventory. The 
driver usually places a small nuinbo«| 
tag on each item as (he inventory is 
prepared. The numbers should 
correspond to the numbered items on 
the inventory* form and facilitate 
checking off the items a.<) they are 
brought into your new residence. Ched 
each item for damage that did not exiii 
when the shipment was loaded If rvtw 
damage is discovered, make a record of 
it in the space provided on (he invtotory 
form. Be sure to call the damage to the 
attention of the driver and request that a 
record of the damage be made on the 
driver’s copy of the inventory. 

After the complete shipment is 
unloaded, the driver will request that 
you sign the driver's copy of the 
inventory to show that you received the 
items listed. Do not sign the inventory 
until you have assured yourself that it ii 
accurate and that proper notations have 
been entered on the form regarding any 
missing or damaged items. When you 
sign the inventory at the time of 
unloading, you are giving the drivers 
receipt for your goods. 

Shipments Subject to Minimum Weight 
or Volume Charges 

Movers usually have a minimum 
weight or volume charge for transporting 
a shipment. Usually the minimum is the 
charge for transporting a shipment of at 
least 500 pounds. 

If your shipment appears to weigh l«s 
than the mover’s minimum weight, the 
mover is required to advise you on the 
order for service of the minimum cost 
before agreeing to transport the 
shipment. Shodd the mover fail to 
advise you of the minimum char^ and 
your shipment is less than the minim^ 
weight, the final charge tnusl be based 
on the actual weight instead of the 
minimum weight. 

Determining the Weight of Your 
Shipment 

If charges arc to based upon wel^t 
the shipment, the mover is required to 
weigh the shipment. Unless your 
shipment weighs less than 1.000 poimds 
and can be weighed on a warcbow 
platform scale, the mover Is required 







the ^ y®" shipmcm 
Im of itw followina procewc*. 

W »'e^/ng-» your shipmcnl U 
in the dtv c>r area from which 
IWflWVing ^ requinwl to 

^ iM frock 00 which the shipment 
'^IfSflfported before coming to 
This Is called Ihe tore 
the time of this first weighing 
may partmUy 

j with ooc Of more other 

«Bli.ThU will not offecl the 
,iof yocr shipment llic IrucJi 
iilso oontaiii pads, dollies, 

•gcki, ramps, aiui other oquipment 
us^ in ibe transportation of 
goods ship menl S i 
^Ahcflotdliig. the truck will be 
igain to obtain the loaded 
[ne^t called thegAW i^vight. Tlie net 
[vi^ of your shipment is then 
lihifflfd 1^ subtracting the tare weight 
limin the gross weight 
I Datinadon Weighfng-^Thc mover Is 
[iliopwmjtfcd to determine the weight 
[of jtnr shipment at the d^ination at 
[iir time of anJoeding. The fad that a 
[jkifHBfOt is weighed at the destination 
[kstetdofat the origin will not affed the 
liccanicy of (he weight of jroor shipment. 
\jkmo$Uimpofianl difference Is that 
rtf morer will not be able to determine 
rteomet cjftcnyes on yourshipmeni 
\Ucttills unloaded 
beslifiation weighing is done in 
[nvHie to origin weighing. After arriving 
iathsdtyorarea to which you are 
■ming the driver will wei^ the truck. 
MAh your shipment loaded on it to 
shUio the gross weight l>efote coming to 
ynrnew residence to unload. After 
[isloidaigyour shipment, ihe driver will 
I gpiio wei^ the truck to obtain the tare 
[ seighL The net weight of your shipment 
; siS then be obtained by subtracting the 
j wei^l from Ibe gross weight 
Esch time a weighing is performed the 
I Ahfr It required to obtain a weight 
^ fic^t fhowing the date and ptace of 

and the weight obtained. The 
Jdcf musi abo have your name and 
siipmifnt number entered on it along 
wih the LD numbm of the truck. The 
be signed by Ihe person who 
Mofu kd the weighing. If both the 
(l*ro) and loaded (gross) 
are perfbnned on the same 
the record of both weighings may 
A ®*t ana weight ticket 

^ movear giv€» you the 
bill lo colleci the cliarges, a copy 
««very weight ticket relating to your 
pseni must aexomnany your copy of 
^freighlbilL 

Yea have the right In observe every 
The mover is required to 
you of the specific location of 
2 ^«C5aIe that will be used and to 
you a rcctsonable opportunity lu 


be present. If you desire to observe 
cit^r or both of the wei^ngs, you 
should tell the mover at the time the 
order for service is prepared or. In any 
event before the day of your move. This 
will enable the mover lo contact you 
before the weighing to advise you of the 
location of the scale. 

Reweighing of Shipcnenlji 

If your shipment is weighed at origin 
and you agree with the mover that you 
will pay the charges at time of delivery, 
the mover Is required to give you written 
notice of the weight and charges on your 
shipment before commencing to unload 
at your destination residence. If you 
believe that the weight Is not accurate, 
you have the right to request that the 
shipment be re weighed before 
untoading. 

The mover is not permitted to charge 
for the reweighing. If the weight of your 
shipment at the time of the reweigb is 
different from the weight determined at 
origin, the mover must recompute the 
charges based on the rcwelgh weight 

Before requesting a rcweigh. you may 
find it to your advantage to estimate the 
weight of your shipment using the 
followfng mclhofb 

(1) Count the number of Items in your 
shipment Usually there will be cither JO 
or 40 items fisted on each page of the 
inventory. For example, if there are 30 
items per page and your inventory 
consists of four complete pages and a 
fifth page with 15 items listed, the total 
number of items will be 135. If an 
automobile is listed oa the inventory ih 
not incJode that Hem in the count of the 
total items. 

(2) Subtract the weight of any 
aulocmibile included in your shipment 
from the total weight of the shipment. If 
Ihe automobile was not weight 
separately, its weight can be found on 
its title or license receipt 

(3) Divide the number of items in your 
shipment into the weight If the average 
weight resulting from this exercise 
ranges between 35 and 45 pounds per 
article. It is unlikely that a rewcq^ will 
prove beneficial to you and could result 
in your payment of higher charges. 

Experience has shown that the 
average shipment of household goods 
will weigh about 40 pounds per item. If a 
shipment contains a large number of 
heavy Items, such as cartons of books, 
boxes of tools or heavier than average 
furniture, the average weight per item 
may be 45 pounds or more. 

Picking Up and Dellvoring Shipments on 
the Agreed Dates 

Agree with your mover on set times 
for pickup and delivery. You and your 
mover must reach an agreement as to 


when your sliipment is to be picked up 
and delivered. It is your responsibility to 
determine on what date, or between 
what dates, you need to have the 
shipment picked up and on what date or 
between what dates, you require 
delivery, it is the mover*s responsibility 
lo tell you if the service can be provided 
on or between those dates or, if not. on 
what other dales the service can be 
provided. 

In the process of reaching an 
agreement will) a mover, it may be 
necessary for you to alter your moving 
and travd plans if no mover can provide 
service on the specific dates you desire. 

Do not agree to have your shipment 
picked up or delivered *‘as soon as 
possible.** The dates or periods of lime 
you and the mover agree on should be 
clefinite. 

Once an agreement Is reached on the 
dates service is to be provided, the 
mover is required to enter those dates 
on Che order for service. Do not sign or 
accept an order for service that does not 
have the agreed dates for service 
entered on the form. Do not sign or 
accept an order for service widch has 
dates for ihe pickup or delivery entered 
on it which arc different from those 
dates to which you have agreed. The 
dates you have agreed upon must also 
be entered on ihe bill of lading and 
become pari of your contract with the 
mover. 

Once your goods are loaded, the 
mover is contractually bound to provide 
Ihe service described in the bill of 
lading. The only defense for not 
providing ibe service on the dates called 
for in the contract is the **defense of 
force majeure.*' Hits is a legal term 
which means that if circumstances 
which could not have been foreseen and 
which are beyond the control of the 
mover prevent the performance of the 
service as agreed to in the bill of lading, 
the mover is not responsible for 
damages resulting from the non¬ 
performance. 

If. after an order for service is 
prepared, Ibe mover is unable to make 
pickup or delivery on the agreed upon 
dates, the mover is required to notify 
you by telephone, telegram or in person 
about the dtelay. The mover must at that 
time tell you when your shipment can be 
picked up or delivered. If fur any reason 
you are unable or unwilling lo accept 
pickup or delivery on the dales named 
by the mover, you should attempt lo 
reach agreement with the mover on 
alternate dates. 

The establishment of a delayed 
pieJeup or delivery date does not relieve 
ihe mover from liability for damages 
resulting from the failure to provide 
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Kurvice as agreed. However, when you 
arc notified of alternate delivery dates it 
is your responsibility to be available to 
accept delivery on the dates specifioct If 
you are not available and willing to 
accept delivery, the mover has the right 
to place your shipment in storage at 
your expense or hold the shipment on its 
truck and assess additional charges. 

If after the pickup of your shipment. 
you request the mover to change the 
delivery date, most movers will agree to 
do so providing your request will not 
result in unreasonable delay to their 
equipment or Interfere with another 
customers move. However, the mover is 
not requirt'd to consent to amended 
delivery dates and has the right to place 
your shipment in storage at your 
expense if you arc unwilling or unable 
to accept delivery on the date agreed to 
in the bill of lading. 

If the mover fails to pick up and 
deliver your shipment on the date 
entered on the bill of lading and you 
have expenses you otherwise would not 
have had, you may be able to recover 
those expenses from the mover. This is 
what is called an inconvenience or 
delay claim. Should a mover refuse to 
honor sucdi a claim and you continue to 
believe that you are entitled to be paid 
damages, you may sue the mover. The 
Interstate Commerce Commission has 
no authority to order the mover to pay 
such claims. 

While it is hoped that your shipment 
will not be delayed, you should consider 
this possibility and find out before you 
agree for a mover to transport your 
shipment what payment you can expect 
if the service is delayed through the 
fault of the mover. 

Space Resen adons. Expedited Service^ 
Exclusive Use of a Vehicle and 
Guaranteed Pickup and Delivery 

It is customary for movers to offer 
price and service options. 

The total cost of your move may be 
increased if you want additional or 
special service. Before you agree to have 
your shipment moved under a bill of 
lading providing special service, you 
should have a dear understanding with 
the mover what the additional cost will 
be. You should always consider that you 
may find other movers who can provide 
the service you require without requiring 
that you pay the additional charges. 

One service option is a space 
reservation. If you agree to have your 
shipment transported under a space 
reservation agreement, you are required 
to pay for a minimum number of cubic 
feet of space in the moving van 
regardless of how much space in the van 
is actually occupied by your shipment. 


Another service option is expedited 
service to aid shippers who must have 
their shipments transported on or 
between specific dates which the mover 
could not ordinarily agree to do in its 
normal operations. 

Another customary service option is 
exclusive use of a vehicle. If for any 
reason you desire or require that your 
shipment be moved by itself on the 
mover's truck or trailer, most movers 
will provide such service. 

Still another service option is 
guaranteed service on or between 
agreed dotes. If you take this service 
option you enter into an agreement with 
the mover that provides for your 
shipment to be picked up. transported to 
destination and delivered on specific 
guaranteed dates. If the mover fails to 
provide the service as agreed, you are 
entitled to be compensated at a 
predetermined amount or a daily rate 
(per diem) regardless of the expense you 
actually might have Incurred as result of 
the mover's failure to perform. 

Before requesting or agreeing to any 
of these price and service options, be 
sure to ask the mover's representatives 
about the final costs you will be 
required to pay and consider all possible 
alternatives if you feel that the charges 
will be more than you arc willing to pay. 

Notification of Charges 

You must advise the mover at the time 
you make the arrangements for the 
move if you wish to be notified of the 
weight or volume and charges on your 
shipment. You are required to give the 
mover a telephone number or address at 
which the notification will be received. 

The mover must notify you of the 
charges at least one 24-hour weekday 
prior to the delivery, unless the 
shipment is to be delivered the day aft€^r 
pickup. The 24-hour requirement does 
not apply when you obtain an estimate 
of the costs prior to the move or when 
the shipment is to be weighed at the 
destination. 

Receipt for Deli\^y of the Shipment 

At the time of delivery the mover 
expects you to sign a receipt for your 
shipment. This is usually accomplished 
by having you sign each page of the 
mover's copy of the inventory. 

Movers are prohibited from having 
you to sign a receipt which relieves the 
mover from all liability for loss or 
damage to the shipment. Do not sign any 
receipt which does not provide that you 
are signing for your shipment in 
apparent good condition except as noted 
on the shipping documents. 


The Mover's Liability for Los, ^ | 

Damage I 

All moving companies are requittdhl 
assume liability for the value of goods I 
which they transport. However, thm I 
arc different levels of liability, and I 
consumers should be aware of the I 
amount of protection provided and iK*. I 
charges for each plan 1 

First unless you make specific I 

arrangements otherwise, the mover is J 
required to assume liability for the I 
entire shipment at an anvotmt equal to I 
$1.25 per pound times the wei^t of yowl 
shipment. For example, if your shjpmnti 
weighs 4000 pounds, the mover will be I 
liable to you for loss or damage op to I 
$5000. Though you have made no I 

specific arrangements for this plan, (he I 
mover is entitled to charge yoaSSjQOfor I 
each $1000 of liability beyond the I 
"released value" (which will be I 

discussed below) of your shipment I 

Under this arrangement, if you shipped i] 
10 pound painting valued at $1000 b I 
your 4000 pound shipment, you could I 
collect for the full value of the puintiog if] 
it was lost or damaged Under this plui I 
your valuables are somewhat protected i| 
but you pay for it. 1 

Next, if the value of your shtpownt 
exceeds $1.25 per pound, you may 
obtain additional liability protection 
from the mover. You do this by deciarim 
n specific dollar value for your 
shipment. The amount you declare must 
exceed $1.25 per pound times the wei^l J 
of the shipment If you declare that your 
4000 pound shipment is worth SKXO^ 
the mover will charge you SSXN) for eodi 
$1000 of declared value, which in this 
case would result In a charge of $5000 
If you ship articles that are usually 
expensive, such as art or antiques, bt 
sure to declare Its full value. You must 
do this in writing. 

The least amount of liability a mtntr 
can assume when transporting your 
goods is the "released value" referred lo 
above. Movers publish what ore knows 
as released value rates. Under such 
rates, the mover assumes liability for 
not more than 60 cents per pound 
article. Under this arrangement, if 
10 pound painting which was described 
in the previous example were lost or 
damaged, and you had agreed to s 
released value shipment, the I 

would be liable for not more than SMa | 
Obviously, the consumer should think 
carefully l^fore agreeing to an 
agreement. *rherc is no extra charge 
this minimal protection, but 
sfgn a specific statement on the WU 
lading agreeing to it. Remember tD# I 
unless you do sign such an agreemen I 
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L it liable for $1.25 per pound. 

for loss or daiusge in 
Li of ihe three forms of liability 
^bed above. These arc not 
bitfisct agreemenU. An additional 
Ltwn tor the consumer is to agree to 
^M^esied value transportation and 
^ia iniuriBCC directly from the 
sjitag company or from an insurance 
esnpany. Your regular insorance 
jpB^iliould be abte to quote you a 
fiif for your move. Some consumers 
tott found this to be an inexpensive 
adsitisfying alternative. 

Yoor mover can sell you or procure for 
Ml Ability insurance in the amount 
pi require if you release your shipment 
hr transportation at a value of 60 cents 
poQod per article. In the event of 
or damage which it the 
I mpoosibtlity of the mover, the mover 
suaid be habie only for an amount not 
I nceedif^ 60 cents per pound per article 
' the l^lance of the loss would be 
mvtrable from the insurance 
csopany op to the amount of insurance 
pedissed The mover^a representative 
cioaduse you of the availability of 
tueb liability insurance and the cost per 
StjXX) of cov erage. 

If you purchase liability insurance 
boa or through the mover, It Is required 
llal the mover issue a policy or other 
aritlen record of the purchase and to 
pra\ide you with a copy of the policy or 
other document at the time of purchase. 

If the mover fails to comply with this 
requircinent. it becomes fully liable for 
ay daim for loss or damage attributed 
to its negligence. 

Conplainls and inquiries About the 
Mmar'f Senice 

All movers arc ex|>ected to respond 
PJMplIy to complaints or inquiries from 
«ir customers. Should you have a 
complaint or question about your move, 
)‘tni should first attempt to obtain a 
ntisfaclory response from the mover's 
heal agent, the sales representative who 
“ndkd the arrangements for your 
or the driver assigned to your 
shipment. 

If for any reason you ore unable to 
Jjf^ • satisfactory response from one 
St these persons, you should then 
^ct the mover's principal office, 
wsen you make such a call be sure to 
^ available your copies of all the 
relating to the move. 
irnporUnt is the number 
to your shipment by the mover. 
« you do not receive a satisfactory 
you may contact the Interstate 
j^m«rce Commission's offices os 
^Bcd on page 1. Anytime you 

Commission regarding your 
*^cnt. please have available the 


name of the mover and the number 
assigned to your shipment. 

All interstate moving companies are 
required to maintain a complaint and 
inquiry procedure to assist their 
customers. At the time you mukc the 
arrangements for your move, you should 
ask the mover’s representative for a 
description of the mover's procedure, 
the telephone number to be used to 
contact (he carrier and whether the 
mover will pay for such telephone calls. 

Pay'ment of the Transportation Charges 

At the time of payment of the 
transportation changes, the mover is 
required to give you a freighl bill 
identifying the service provided and the 
charge for each service. It is customary 
for most movers to use a copy of the bill 
of lading as a freight bill: however, some 
movers use an entirely separate 
document for this purpose. 

Except in (hose instances where a 
shipment is moving on a binding 
estimate, the freight bill must 
specifkaliy identify each service 
performed, the rate per unit for each 
service, and the total charges for each 
service. Do not accept or pay a freight 
bill which does not contain this 
information. 

If your shipment was transported on a 
collect on delivery basis (COD), you will 
be expected to pay the total charges 
appearing on the freight bill at the time 
of delivery unless the mover provided a 
non>bindlng estimate of approximate 
cost and the total charges for the 
services included in the estimate exceed 
110 percent of the estimated charges. 

It Is customary for movers to provide 
in their tariffs that freight charges must 
be paid in cash, by certified check, or 
money order. When this requirement 
exists, the mover will not accept 
personal checks. At the time you make 
arrangements for your move, you should 
ask the mover about the form of 
payment that Is acceptable. 

Some movers permit payment of 
freighl charges by use of a charge card. 
However, do not assume that because 
you have a nationally recognia^ed charge 
or credit card that it will be acceptable 
for payment Ask the mover at the time 
the arranaements are made. 

If you do not pay the transportation 
charges at the time of delivery the 
mover has the right under the bill of 
lading to refuse to give you your goods. 
The mover may place them in storage at 
your expense until the charges are paid. 

If. before payment of the 
transportation charges, you discover an 
error in the charges, you should attempt 
to correct the error with the driver, the 
mover's local agent, or by contacting the 
mover's main office. If an error is 


discovered after payment, you should 
write the mover (the address will be on 
the freight bill) explaining the error and 
request a refund. 

NIovers customarily check all 
shipment files and freight bills after a 
move has been completed to make sure 
the charges were accurate. If an 
overcharge is found you will be notified 
and a refund made. If an undercharge 
occurred you will be billed for the 
additional chargiis due. 

Pa>inenl of the Transportation Charges 
on Shipments Transported on Two or 
More Vehicles 

Although all movers try to move each 
shipment on one truck it becomes 
necessary at times to divide a shipment 
among two or more trucks. This 
frequently occurs when an automobile is 
included in the shipment and it is 
transported on a vehicle specially 
designed to transport automobiles. 

When this occurs your transportation 
charges arc the same as if the entire 
shipment moved on one truck. 

If your shipment is divided for 
transportation on two or more trucks 
you are not required to pay the total 
charges until all portions of the 
shipment have b^n delivered. 

However, as each portion of the 
shipment is delivered, the mover can 
require payment for that portion. 

Movers are also permitted, but not 
required, to delay the collection of all 
the charges until the entire shipment is 
delivered. At the time you make the 
arrangements for your move, you should 
ask the mover about its policies in this 
respect. 

Payment of Transportation Charges on 
Shipments Lost or Destroyed in Transit 

Movers customarily make every effort 
to assure that while your shipment is in 
their possession for transportation, no 
items are lost, damaged or destroyed. 
However, despite the precautions taken, 
articles are sometimes lost or destroyed 
during the move. 

In addition to any money you may 
recover from the mover to compensate 
for lost or destroyed articles, you are 
also entitled to recover the 
transportation charges represented by 
the portion of the shipment lost or 
destroyed. 

Should your entire shipment be lost or 
destroyed while In the mover's 
possession, the mover cannot require 
you to pay any of the charges except the 
amount you have paid or agreed to pay 
for added liability protection. The fact 
that you do not pay any transportation 
charges does not offect any right you 
may have to recover reimbursement for 
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the lost or destroyed articles providing 
you pay the charges for added liability 
protection. 

Filing of Claims for Loss and Damage or 
Delay 

Dispute Resolution Programs 

Should your move result in the loss or 
damage to any of your property you 
have the right to file a datm with the 
mover to recover money for such loss or 
damage. 

You have nine months following cither 
the date of delivery or the date on which 
the shipment should have been 
delivered to file a claim. However, you 
should Tile a claim as soon as possible. 

If you full to 6Ie a claim within 120 days 
following delivery and later bring a legal 
action against the mover to recover the 
damages, you may not be able to 
recover your attorney fees even though 
you win the court action. 

The Interstate Commerce Commission 
cannot resolve loss and damage claims. 
If you cannot settle a daim with the 
mover, you may file a dvil action to 


recover In court. If the mover 
participates in a dispute resolution 
program, you may Find submitting your 
claim to arbitration under such a 
program a less expensive and more 
convenient way to seek recovery. 
Movers which participate in a dispute 
resolution program are required to 
advise all shippers of the existence and 
details of the program before they 
accept a shipment to be transported. If 
the mover does not provide information 
about a dispute resolution program at 
the time an order for service is prepared, 
you should ask whether the mover 
partidpates in such a program. 

f 

In Conduslon 

Should you have any questions about 
your move which are not answered in 
this pamphlet, do not hesitate to ask the 
raoveFs representative who handled the 
arrangements for your move, the driver 
who transports your shipment or the 
mover's main office for additional 
information. 


For further advice or asaisfmce. 
contact the Interstate Coramerte 
Commission os discussed on pagei. 

Points To Remember 

• Movers may give binding esiimaiHL 

• Non-binding estimates may not bt 
accurate: actual charges may often 
exceed the estimate. 

• Specify pick up and dcli\-ery (Utei 
tn the order for service. 

• The bill of lading is your contmcl 
with the mover. . , read It cartfuliy,. 
if you have any questions ask your 
mover or call the I.C.C. 

• Be sure that you understand the 
extent of your mover's liability for loss 
and damage. 

• You have the right to be present 
each time your shipment is weighed. 

• You may request a reweigh of yow 

shipment. 

• If your have moved an a non¬ 
binding estimate, you should have 
enough cash or a certified check to pay 
the estimated cost of your move pbt 10 
percent more at time of delivery. 

ps noc.vv.Msn rumi svim) 

muma cooc tosi-oi-m 
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MTIONAL CREDIT UNION 
AOIIINISTRATION 


Depository Institution Deregulation Act. 
directed the NCUA Board to provide for 
the removal of dividend rate ceiling 
restrictions on or before March. 1988. 
Subsequent to the passage of the Act. 
the NCUA Board approved several 
amendments to { 701.35 of the NCUA 
rules and regulations. Tliis Section 
governs the terms and conditions, 
including maximum dividend rales 
payable, on credit union share accounts. 


t2CfR Part 701 


The Current Regulation 


Request for Comments on Proposal to 
Dentate Share, Share Draft, and 
Share Certificate Accounts 


agency: National Credit Union 
Admiabtration. 


action: Advance notice of proposed 
nleouiking. 

SMfMAitY: Subsequent to the passage of 
tbf Depository Institutions Deregulation 
ladMofietar)' Control Act of 1980. there 
knt been numerous amendments to 
|;tn. 35 ortheNCUA Rules and 


Ifpdations. This Section governs 
farrdUy the terms and conditions, 
Induding dividend rales payable, on 
dure, fhare draft, and shore certificate 
iccottnU. At the present lime, the 
fifioui amendments to $ 701.35 provide 
Wertl credit unions the opportunity to 
pfe ibort- and long-term accounts 
Rjriag dividends competitive with 
rates of interest Therefore, as a 
matter, Federal credit unions 
ire deregulated under the present 
j^lion. Consequently, the NCUA 
U soliciting comment on a 
Wwal to deregulate § 701.35 by 
preuhling Federal credit unions to offer 
subject to terms and 
Witioru determined by a credit 
■ion I Board of Directors. 


must b« received on 
woeiore February 1,1982. 

*®<^Scnd cotnmcnif to Regululory 
ttlT" Coodlnator. Robert 
National Credit Union 
J«ta8traUon. 1776 C St.. NW. 
'Mhington. DC 2M56. 

S*S!?!*^,|NroRMATiON contact: 
dlSSl Director. Office 

J^Itebert Fenner. Deputy General 
Telephone ( 202 ) 357-1030. 
JJ«^AAV iNFOfwoATiOH: In Match 
°®P®s'‘Ofy Institutions 
and Monetary Control Act 
'^221) was enacted. Title IL th« 


The current rule defines the various 
types of accounts that may be offered 
(5 701.35(a)) and requires that certain 
procedures be followed in the issuonce 
of such accounts ({ 701.35(b)). Section 
701.35(c) establishes the requirements 
for share drafts, including requirements 
of written operational specifications, 
written account agreements, truncation 
of drafts, retention of drafts or photo 
copies, and surety bond coverage. 
Section 701.35(d) addresses general 
provisions relating to the qualifying 
period, renewal, and cancellation of 
share certificate accounts. Penalties for 
early withdrawal from share certificate 
and exceptions to such penalties arc 
contained in § 701.35 (e) and (f). 

Variable dividends are authorized by 
§ 701.35(g). The dividend structure and 
ceilings on different types of shore, 
share certificate, and share draft 
accounts ore provided In $ 701.35(h). 
Advertising and disclosure requirements 
are contained In § 701.35 (k) and (I) 
respectively. * 

A Deregulation Proposal 

The NCUA Board desires to solicit 
public comment on a proposal to 
deregulate i 701.35 of the NCUA Rules 
and Regulations. The deregulation 
proposal would place the responsibility 
for determining the terms and conditions 
governing accounts with a Federal credit 
union*8 board of directors. For example, 
a board of directors would be 
responsible for determining the classes 
of accounts to be offered, maturities, 
dividend rates, minimum 
denominations, premature withdrawal 
penalty provisions, and any other terms 
or conditions governing the account. 

In addition, the NCUA Board would 
like to receive comments on whether the 
operational constraints and advertising 
and disclosure provisions in the current 
regulations should be amended. 


Diitud: December ia 1081 . 
Rosomaiy Brady, 

Secrotary of the Board. 

irK One. n-MBOi FVlod ma 

BltUNQ COOC 7S)S-Ot-M 


OEPARTIIENT OF TRANSPORTATION 
Federal Aviation Administration 
14CFR Part 11 

I Docket No. 22471; Petition Notice No. 81- 
161 

Petition of United Air Liries, Inc. for 
Rulemaking; Rescind the High Density 
Traffic Airports Rule 

agency: Federal Aviation 
Administration (FAA), DOT. 

action: Publication of petition for 
rulemaking for change in certain FAA 
regulations. 

summary: This notice publishes for 
public comment a summary of the 
petition of United Air Lines, Inc, The 
summary was provided by United Air 
Lines, l*ho petitioner requests that a 
regulation be issued rescinding the High 
Density Traffic Airports Rule. Part 93, 
Subpart K of the Federal Aviation 
Regulations, insofar os it applies to 
Chicago's O'Hare International Airport. 
Comments are also invited on United's 
petition in connection with the 
applicability of the rule at Kennedy 
International and LaCuardia Airports. 
Although this notice sets forth a 
summary of the petition as received, its 
publication does not represent any 
agency position on the merits of the 
petition. This notice does not propose 
any amendment of current rules or any 
change in policy or procedures. After 
consideration of the available data and 
comments received in response to this 
notice, the FAA will determine whether 
it should proceed to rulemaking or other 
proceedings based on the United Air 
Lines petition. If rulemaking is 
appropriate, a notice of proposed 
rulemaking containing regulatory 
proposals will be issued. 

DATES: Comments must be received on 
or before February 28.1982. 

ADDRESS: Send comments on tills 
petition in duplicate to: Federal Aviation 
Administration, Office of the Chief 
Counsel, Attn: Rules Docket (ACC-204), 
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Docket No. 22471,800 Independence 
Avenue. SW^ Washington, D.C. 20601. 
FOR FURTHER IHFORMATtOH CONTACT: 
Fdward P, Fabermun, AcHng Deputy 
Chief Counsel. Office of the Chief 
Counsel. Federal Aviution 
Administration. 800 Independence 
Avenue, SW. Room 9DoF„ Washington. 
D.C, 20591, Telephone (202) 428-3775. 
SUPPLEMENTARY tNFORMATIOfl: 

Comments Invited 

Interested persons are invited to 
submit such written data, views, or 
arguments on the petition as they may 
desire. Communications should identify 
the docket or petition notice number and 
be submitted in duplicate to the address 
indicated above. All communications 
received on or before the closing date 
will bo considered before taking action 
on the petition. All comments submitted 
will be available for examination in the 
FAA docket. Persons wishing the FAA 
to acknowledge receipt of comments 
received in response to this notice 
should submit a self>nddrcsscd. stamped 
postcard which slates ‘'Comments to 
Docket No. 22471.^ llie postcard will be 
date and time stamped and returned to 
the commcntcr. 

Background 

Since April 27,1960. CTffure Airport 
has been operated under a special air 
traffic rule known as the “High Density*^ 
rule (14 CFR 93.121 ct seq.). Tbe rule was 
adopted in response to seHous airspace 
and airport congestion. It was intended 
to provide relief from excessive delays 
at cerlsiin mafor terminals including 
OTiore. Kennedy International and 
IjiGuardia Airports. The rule limits the 
hourly number of allocated IFR 
(instrument flight rules) operations 
(takeoffs and landings) that may be 
reserv'ed for the specified classes of 
users for those airports as follows: 
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Summary of the Petition 

Accordingly, the Federal Aviation 
Administration publishes a summary of 
the petition for rulemaking of United Air 
Lines. Inc. dated December 7,1981. and 
invites comments on the petition. This 
notice is published pursuant to 


paragraphs (b) and (f) of S 11.27 of Part 
11 of the Federal Aviation Regulation 
(14 CFR Part 11). 

Issued in Washington. D.C. on Decembtir 
21.1981. 

Edward P. Fabeniiiio. 

ArJiitg Deputy Chtuf Coun»iL 

Summary of Padtioo for Rukiniakifig of 
Unitsd Ah Unas, Inc. 

Pursuant lo f 11.25 of the Fedeml Avialkm 
Regulations Uotted Air Lines. Inc. hereby 
subnriU a summary of s petilion for 
rulemakiag which is being filed coocuireolly 
herewith: 

United Air Lines. Inc, (''UnilccT) petitions 
the Admlnlfitrator of the Fodcrul Aviation 
Administration ('TAA*") to promulgate a 
regulation which rescinds the High Density 
Traffic Airports Rule. Part 83. subpart K of 
the PAR'S (14 CFR f 83.121. ei seq,) insofar as 
it applies to Chicago's O'tlare internatioooJ 
Airport. In support of its petition. United 
stales as follows: 

The High Density or slots limitations at 
O'Hare were implemented by the FAA in 
1868 in order to combat terminal groundside 
congestion problems. 33 FR17806. The PAA 
specifically indicated that (he slol limits were 
temporary and were lo be removed as soon 
as possible. 34 FR 2803. In spite of the fact 
that the congestion problem at Ollare which 
formed the basis for the rule has long since 
been corrected the ak>t limits have remained 
in effect 

Developments in the air traffic oootrol 
system and at OTtare airport have made the 
slot limits there obsolete. The FAA. since 
1908. has substantially improved and 
expanded ila prooedures for air traflk 
control partioiiarly in the developineni and 
implementation of flow coniroi procedures. 
Similariy, O'Hare ii not physically the same 
airport at U was in 1908 when the quotas 
were implemented Notably, a sixth air 
carrier runway was constructed in 1971. as 
well at new Instniment Landing Systems, 
high speed turnoffs and arrival holding areas 
which all have served to enhance the 
capacity of the airport 

Retention of tha slot limits at OTIare is 
inconsislenl with the national air 
transportation policy of deregulation. The slot 
limits constitute serious barriers lo 
competition at O'Hare and the three other 
slot-con trolled U.8. aupoiis. At all of the 
other 637 U.S. air carrier cities these barriers 
do not exist. Thus the slots ndt has created a 
serious disadvantage for the City of Chicago, 
its passengers, shippers and air carriers In 
the highly compelitiva environment of 
deregulation. 

Elimination of the slots rule will not have 
an adverse impact on the environment There 
is very little n^lionship between slots and 
noise impact, since human noise response is 
a function of the cumulative amount of noise 
energy that en 'mdivichial listener is exposed 
lo, rather than to the number of occurrenoes 
which produce noise. Moreover, due lo the 
high gate utilization rales at O'Hare, the 
elimioatjoD of the rule will result in only 
minimal increases in actual operations levels 
at the airport 


For these remions. United pvtiiioni thii 
FiyV lo rescind the High Density R,Ue.i 
O'llare insolir os It applirni at OmI 

pit Ooc. m-SHto tS-S 4-«1 MS 

aojjMG CODE seta*IV4I 


Federal Highway Administration 

23 CFR Parts 625.646, and 6SS 

IFHWA Docket 60-111 

National Standards for Traffic Control 
Devicer, Manual on UnHorm Traffic 
Control Devices; Railroad Highway 
Proiects 

agency: Federal Highway 
Administration (F1IWA). DOT. 

ACTION: Withdrawal of advance notice 
of proposed nilemakiDg. 

summary: The purpose of this notice b 
to announce that the Federal Highway 
Administration is clos'mg Docket 88>11 
without further acdk>n and does not 
intend to institute additional rulcxBokiiy 
proceedings at this time on the Bub)edi 
of criteria for the selection of specific 
highway traffic control systems at 
railroed-highway crossings and the bis 
of flushing light signals withont the use 
of automatic gates. FHWA is taldpgthb > 
action on the basis of the negative 
response received to the proposah set 
forth in the advance notice cd proposed 
rulemaking. 

FOR FURTHER INFORMATION CONTACT. 
Mr. Robert B. Helland. Office of Tmllk 
Operations, (202) 428-0411. or Mr. 
Thomas P. Holian. Office of the Chief 
Counsel (202) 426-0761. Federal 
Highway Administration, 400 Seveolh 
Street, SW.. Washington. D.C 20696 
Office hours are from 7:46 ajn. lo4.'15 
p.m. ET, Monday through Friday. 

SUPPLEMENTARY INFORMATION: Ob |Hae 

6. 198a the Federal Highway 
Administration issued an advance 
notice of proposed rulemaking (AVPRM) 
published In the Federal Regifleroo 
June 12.1980 (45 FR 40062). inviting 
interested persons to comment on 
revising Part VIII of the Manual on 
Uniform Traffic Control Dericcs 
(MUTCD) lo (1) Include national atea 
for the selection of specific highway 
traffic control systems at railroad- 
highway crossings and (2) to climiw 
the use of flashing light signals witiwa 
the use of automatic gales. 

The advance notice of proposed 
rulemaking sets forth its subject matlcn . 
as follows: 

Item L A# • re*uh w* 
propoMKi niiemsking (ANPRM) 
the Fe«leral Res»t« on Augu*' IJ- 
(OIWA Docket 78-13) the FDWA l» 
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rwiians P»rt VIU of iho Manual 
KSiiTnirnc Control Dcvico# (MITTCO) 
criteria for ihc aricctlon of 
^ cl^wiy tnifHc control iystimjs at 
^irty oowlOgt* Three altemallve 
_ are preMsntad for revlaing 

^iiTWHtabllfhmcnl of national cHloria 
Jlyed if • biwHna hatard index. 

XlV MuWlfhmcfll of criteria for 
- Rgfpcdfic traffic control syatema at 
a-IOghwB) crottinga baaed on a 
Utlvf ipproich. This procedure would 
jf the computation of haiard Index 
j giHl their oompariaon to development 
valuef. 

{^TbeeftiWifbment of criteria baaed on a 
Btiiv approach. This method would 
snoat I lifting of descriptive faoton which 
I »tMldbt atllised in the selection of highway 
c control systems for installation at 
,p,^0^4ii|(hway crossings, 
hfffi B. Iht niWA is also considering tbo 
Ldtabiidy of revising Part VUl of the 

D to ehmifiale the use of flashing light 
\ without the use of automatic gates. 

A totsi of 85 written responses to this 
laNiooe notice were received. Forty-one 
were received from State 
lii^ay end transportation 
li^iirti^ts; 16 from local/county 
||D>iefmncnts: six from State public 
Idthty/ienrice commissions: four from 
la^roads: three from other Federal 
[ynciei; and 15 from othetr 
|sigiaixations and individuals. 

The overwhelming mafonty of 
iMponses received addressing Item I 
[am negative. Commenters generally 
liipoied the establishment of mandatory 
[iMioaAl criteria and responded 
Mfitiveiy to each of the three 
ikmuitives offered in Item 1. 

Cmentcrs argued that any such 
lUioQal criteria, if established, should 
b identified as good practice and not 
■•denumdator)*. Many commenters 
j^ted that national criteria should 
based to identify certain classes of 
pMsiogi which should be evaluated by 
l^ilbgnostic learns, with the final 
■cawo on improvements to be made at 
crossing resting with the local 
bgaostic team. 

of the 81 commenters 
ptipoiKiing to Item 11 opposed this 
Wo»d mision to the MUTCD. Ten 
wreipondenU provided ‘‘qualified 
I*® PMponses. Generally the 
r’«*^lers argued that the practice of 
*J*J“*^ automatic gates where there 
wRaihing light signals should be 
J^ged however, they believe that 
*!l 1*'* « number of situations in 
IhwSw ^ Installation would be 
or impractical. 

commenters urged 
L r^|^**on of gates nol be 
y. ^ instances when flashing 
I win* used 


On the basis of the negative response 
received to the proposals set forth in the 
advance notice of proposed rulemaking, 
the RIWA is withdrawing HiWA 
Docket 60-11. 

The FHWA has determined that this 
document contains neither a mafor rule 
under Executive Order 12291 nor a 
significant regulation under the 
regulatory policies and procedures of 
the Department of Transportation. 
Withdrawal of this advance notico of 
proposed rulemaking will not have a 
significant economic effect inasmuch as 
no costs will be associated with this 
action. Accordingly, a full regulatory 
evaluation is not required. Under the 
criteria of the Regulatory Flexibility Act 
it is certified that this action will not 
have a significant economic impact on a 
substantial number of small entities. 

Ln consideration of the foregoing, the 
advance notice of proposed rulemaking 
published in the F^eral Register on 
|une 12.1960 (45 FR 40052), and 
circulated as advance notico 80-11, is 
hereby withdrawn. 

lliis ivithdrawal is issued under the 
authority of 23 U.S.C 109 (b) and (d), 
315, and 402(a). and the delegation of 
authority in 49 CFR 1.48(b). 

Usued on December 17,1961. 

R. A Barnhsil. 

Finieta!Highway Administrator. 

pH Uoc. nwd tS-M-lf: 8tV5 $m\ 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 52 
lA-5-fRL 2001-41 

Michigan; Approval and Promulgatkin 
of Impfaroentahon Plans 

aG€NCY: Environmental Protection 
Agency (EPA). 

action: Notice of proposed lulemuking. 

SUMMAnv: On June 26.1981 and on 
August 24.1981. the State of Michigan 
submitted Consent Orders No. 12-1981 
and APC19-1981 for the Dow Chemical 
Company (DOW) as revisions to the 
Michigan State Implementation Plan 
(SIP). Consent Order APC No. 19-1901 
provides for control of sulfur dioxide 
(SOt) and total suspended particulates 
(TSP) emissions from the company's 
West Side and South Side power plants 
in Midland County, Michigan. All 
particulate emission sources at Dow 
must comply with various parts of 
Michigan's SIP between July 21,1981 
and D^ember 31,1985. Consent Order 
12-1901 establishes a schedule for 
installation of TSP control devices and 


sets October 1,1902 as the compliance 
date for I'SP emissions from the liquid 
waste incinerator in Dow's Building 630. 
llic purpose of today's action is to 
solicit public comment on the Consent 
Orders and on EPA*s proposed approval 
of these orders os SIP revisions. 

DATE: Comments on this SIP revision 
must be received by no later than 
January 27.1962. 

ADOAESSES: Copies of these SIP 
revisions are available for review at the 
following addresses: 

Air Programs Branch. Region V. U.S. 

Environmental Protection Agency. 230 

South Dearborn Street. Chicago. 

Illinois 00604 

Michigan Department of Natural 

Resources. Air Quality Division, State 

Secondary Government Complex. 

General Office Building. 7150 Harris 

Drive. Lansing, Michigan 48917 

Written comments should be sent to: 
Gary Culozlan, Chief, Regulatory 
Analysis Section. Air Programs Branch. 
Region V, U.S. Environmental Protection 
Agency, 230 South Dearborn Street, 
Chicago. Illinois 60604 
FOR FURTHER INFORMATION CONTACT: 
Toni Lesser, Regulatory Analysis 
Section. Air Programs Branch, Region V, 
U.S. Environmental Protection Agency, 
230 South Dearborn Street. Chicago, 
lllinots 60604, (312) 886-6037, 
SUPPLEMENTARY INFORMATION: On April 
25,1979, the State of Michigan submitted 
a SIP revision to comply with the 
requirements of the 1977 amendments to 
the Clean Air Act (Act). The strategy 
developed by the State of Michigon to 
ensure attainment of both the primary 
and secondary national ambient air 
quality standards (N AAQS's) for TSP 
requires reasonably available contol 
technology on the traditional point and 
fugitive sources of TSP and, where 
necessary, additional controls on those 
traditional sources which have been 
identified as causing or contributing to 
the TSP problems in nonattainment 
areas. The additional control 
requirements are to be contained in 
enforceable abatement orders. Part of 
Michigan's submittal included a 
commitment to develop these abatement 
orders for the sources contributing to 
I'SP problems in certain nonattainment 
areas. For Midland County, the State 
committed to the following schedule (Air 
Quality Implementation Plan. Table 2.14. 
p. 2-53) for identifying the sources 
contributing to the TSP problem and for 
developing abatement orders for these 
sources: 

(a) Completion of additional studies in 
Midland County by October 30.1980: 
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(b) DevcIopfTifm! of enforceable 
control orders or ndditionnl etnission 
limits by October 30.1961; and 

(c) Final ottiiinment of the si?condary 
NAAQS for 1*SP by OrtolHn’ 1984. 

Ibe Dow Chemical Company is 
louited In iin lirea of Midland County 
which was clcsigned as nonaltainnionl 
for the secondary TSP and for the 
primary SO, NAAQS’s. llie following is 
a .synopsis of EPA's r<*view of Consent 
Orders ?>12-1981 and APC #19-1961 for 
the Dow Chemical Company which ivero 
submitted us SIP revisions pursuant to 
Michigan*8 earlier commitment. 

Consent Onier No* J2-t9Hl 

On |unc 26,1981, the Stale of 
Michigan submitted to EPA Consent 
Order #12-1981. The Consent 
Order provides u schedule for 
installation of air pollutioo cofilroJ 
devices and/or other equipment to 
control particulate emissions from the 
liquid waste incinerator in Building 830 
at Dow's Midland plant The schedule 
establishes a final particulate emissions 
compliance date of October 1,1982. By 
that time, particulate emissions from the 
incinerator must not exceed 0.1 pounds 
of particulate matter per every 1000 
pounds of exhaust gates, correded to 
excess air. This emission limitation 
is the same as speciBed for liquid waste 
incinerators in Table 31 of Michigan 
R33e.l331. 

According to Michigan R338.1331. 
fiompliunce %vith this emission limitation 
must be as expeditious us practicable, 
but not later than Dc^cember 31,1982. On 
May 6.1960 (45 FR 29790), USEPA 
approved the compliance date of 
December 31,1662 for the attainment of 
TSP NAAQS in all nonatUiinmenl areas. 

USEPA has reviewed Consent Order 
^12^1981 and conludcd that its 
provisions will not interfere with 
attainment and maintenance of the 
Primary TSP standards and will, in fact, 
contribute to the Stale's goal of 
attainment and maintenance of the 
secondary TSP standard os 
expeditiously as practicable and prior to 
Michigan's federally approved 
secondary attainment date of October 1, 
1984. 

Consent Order APC No. 19-1981 

On August 24.1981, the State of 
Michigan submitted Consent Order APC 
^19-1981 to EPA. The Order contains an 
alternative control strategy for 
pniiiailate emissions from Dow's West 
Side and South Side power plants. On 
October 16.1981. the State of Michigan 
submitted a letter to EPA clarifying that 
only paragraphs A(3). D.C.D. ond E on 
pages 1 through 6 of the Consent Order 
for the specific sections summarized 


below arc inlimdcd for EISA's proposed 
rulemaking action. 

Control Program 

The Dow Chemical Company in 
Midland operates Boilers 14,15.16,17, 
and 18 at the South Side power plant 
and Boilers 9.12.13.19. and 20 at the 
West Side power plant. The TSP and 
SO, emission rates have been in excess 
of those allowed by the federally 
approved Michigan Rules 336 l 1301. 
336.1331. and 338.1401. These regulations 
require Dow's coal/oil fired boilers to 
meet the foHowing emission limitatkms: 

(a) Visible emission limits (R33B.1301): 

(b) A boiler^spedfic TSP emission 
lindtation between 0.20 and 0.27 lbs/ 
1000 lbs of exhaust gases at 50% excess 
air depending on the capacity of the 
boiler. (R33ata31); and 

Id A plantwide 1% hid sulfur content 
limitation. 

To comply with Michigan's rules, Dow 
originally intended to purchase its steam 
and electHcal power needs from the 
Midland Nuclear Power Plant to be built 
by the Consumers Power Company. By 
this strategy, Dow would have been able 
to discontinue operation of the West 
Side and South Side power plants, 
except during periods of service 
Interruptions at the nuclear plan t, an d 
thereby almost totally eliminate TSP 
and SO, emissions from Its plants. 
However, a series of delays in 
construction of the nearby nuclear plont 
and litigation with EPA and the State of 
Michigan have prompted Dow to 
develop an alternative control strategy. 
Dow's program now includes the. 
following elements: 

(a) Restricting the use of ix>al to 
Boilers 13-17 and 20 only: 

(b) Switching to low sulfur, low ash 
cool at both plants; 

(c) Constructing a common slack with 
a baghouse for particulate control at the 
South Side power plant: and 

(d) Complying with Michigan TSP SIP 
at the West Side power plant by 
December 31.1985. 

Paragraph A(3) of Consent Order APC 
#19-1961 states (hat the Michigan 
Department of Natural Resources and 
Dow have agreed, that between 
September 1,1981 and December 31, 
1982. Dow shall not bum coal or oil in 
more than three boilers at (he South 
Side power plant unless the sulfur 
content of the fuel is less than 0.9 
percent by weight. This is more 
restrictive than the 1.0 percent sulfur 
content limitation contained in 
Michigan's October 16.1981 letter stales 
that emission limitations for particulate 
matter and continuous emission 
monitoring requirements submitted as 
revisions to the existing SIP arc 


conlaim^d in para^phs B.C4}. mid Eol 
the Cemsen! Order. All particuialP 
emission sources at Dow must romph 
with Michigan's revised SIP by 
Dcccmbtrr 31.1985. 

Order APC #19-1981 estobbshestW 
following provisions: 

(1) A date of December 31,1982kjr 
compliance with the opacity sad TSP 
rules at the South Side plant (8338130) 
and R338.1331. respectively). In the 
Interim (September 1.1981* to Dtcemher 
31.1982], Dow shall install "air pohutias 
control device(8) and/or other 
equipment" at the South Side plmit jsd 
the plant must meet: 

(a) A TSP emission Umil of 882 lbs/ 
1000 lbs of exhaust gases: 

(b) A Zd-hour and SChday rolling 
average ash content of 7 percent and S 
percent respectively; and 

(c) No specific visible emissioo tiait 
(compliance determined by the ash 
content of th coal burned). 

(2) A date of December 31,1985 for 
compliance with the opacity and TSP 
rules at the West Side plant. In the 
interim (September 1.1961 to Df?ceoiber 
31,1965). the West Side plant must nwt 

(a) A TSP limit of 0.47 Ibs/lOOOof 
exhaust gases at Boiler 13; 

(b) A TSP Hmit of 0.55 Ibe/lOOO lbs of 
exhaust gases at Boiler 20; 

(c) A 24-hour and 30>day roHing 
average ash content of 7 perceul nod S 
percent respiMjtively: and 

(d) No specific visible emission Umiti 
(compliance determined by the ub 
content of the c€>al burned). 

The Consent Order also contains 
provisions which: 

Specify the procedures to be foUowud 
for determining compliance with the 
sulfur and particulate limitations 
(contained in Appendices A and B of tbs 
Consent Order): 

Prohibit coal from being burned in 
Boilers 9.12,18. and 19 after the 
effective date of the Consent Order, aiw 

Require Installation of continuous 
opadty monitors at the South Side 
plant's new slack by December 31.1« 
and at the West Side plant stacks 
serving Boilers 13 and 20 by . 

31,1985, if these boilers are to renais is 
operation. . 

On September 28,1981. the Uuilsd 
States District Court for the 
District of Michigan, in the case of tw 
United States of America v. Dow 
Chemical Company (Civil 
80-40423. F., D. Midiigan. July 20- 
signed a consent decree which 
impose an abatement prograni^ • 
The decree contemplates that 
petition for a modification to 
to be consistent with the 
emission limits contained in Consew 
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APe Olher lhan this 

inodificiilion. EPA's approval 
Conscnl Order will no! In 
anyway alter Dow* *s requirement to 
aiply with all terms of the final 
coejiijl decree In addition, the consent 
jpdce provides a schedule for 

of a good engineering 
wadice stack and a tiaghouse for the 
a)sl boilers at the South Side plant, 
fpecific measures are referred to 
control devicc(8) 

nd/or other equipment*’ In the consent 
snkf. 


ABaininent Demonstration 

On july 8.1981. Dow submitted to the 
Slate results from an air quality 
■odcliflg analysis using the Industrial 
Soorce Complex rural, short-term model. 
Tbioslysis licmonstratea that the 
utenjn particulate emission limits at the 
South Side and West Side plants' coal- 
iired boilers will not cause or contribute 
to I delation of the primary TSP 
NAAQS. The Consent Order APC 
1981 requires incremental TSP 
mhictions. First, low ash cool is to 
ifpUcc high ash coal at all coal-fired 
bders by September 1.1961. Second. 

•iter December 31.1982, a bughouse and 
a MW common slack at the South Side 
pUnt will reduce plantwidc TSP 
oiisskms to 36% of the interim 
iSfptember 1,1961 to December 31. 

1982] levels. In addition, a new taller 
itick. combining the flues presently 
tented to the existixig two stacks, will 
muU io better dispersion and less 
wb^t impact from the South Side 
pilot Accordingly. Dow will not cause 
oroQOtribute to a violation of the 
•coadary NAAQS for TSP by the 
Dclobcr 1.1984 attainment date. 

kttchigan*! Consent Order and the 
pshdal consent decree specify the 
tiiible tmtsskm limitations to be met by 
the South Side and West Side plants by 
^cember 31,1962 and December 31, 

WK. respectively. Appendix B of the 
Wiari consent decree requires coal 
•wiplii^ which will be used to 
dflermine compliance with the interim 
pwticulale emission limits. 

has reviewed Consent Order 
4PC^9-19ei and has concluded that 
Order will provide for maintenance 
8 the primary NAAQS for TSP and for 
•^•tlammenl and maintenance of the 
•«»«dary standard for TSP as 
^P^tiously as practicable and within 
^ 8 commitment of attainment by 

^ber 1.1964. The Order will result in 
•■jjwtial enforceable reductions in 
Wiculate emissions over present 
••si emissions and is consistent with 
^jjwlaions contained in the consent 
issued in the United Slates of 


America v. Dow Chemical Company 
case. 

EPA proposes to approve Consent 
Order #12-1961 and the parts of APC 
#19-1981 submitted as revisions to 
Michigan’s SIP. Interested indivuduals 
arc advised that a 30-day public 
comment period is being provided on 
this notice of proposed rulemaking, it is 
requested that, where possible, 
comments be submitted in triplicate. All 
comments received will be available for 
inspection during normal business hours 
at the Region V Office listed at the front 
of this notice. 

Pursuant to the provisions of 5 U.S.C 
605(b), the Administrator certified on 
lanuary 27.1981, (46 FR 6709) that 
approvols of SlPs under sections 110 or 
172 of the Clean Air Act would not have 
a significant economic impact on a 
substantial number of small entities. 
Today's action proposes to approve a 
State action for a site-specific source 
under Sections 110 and 172 of the Act. It 
imposes no requirements beyoud those 
which the State and the Federal district 
court have already imposed on Dow and 
affects only that company. 

Under Executive Order 122914 EPA 
must judge whether a regulation is 
"major" and. therefore, subject to the 
requirements of a Regulatory Impact 
Analysis. Today's action does not 
constitute a major regulation since it 
approves provisions which the State 
adopted and submitted to EPA. EPA Is 
not imposing any requirements which 
arc difTcrent from those already required 
by the State. 

(Secs. 110 and 172 of the Clean Air Act) 

Dated: November 13.1961. 

ValJas V. Adamkus, 

Regional A dminislratcfr. 
im Hoc riM 12.44-01 4 ei mm\ 

BtLLIMO COOC tSM-Sa-M 


FEDERAL MARITIME COMMISSION 
46 CFR510 

lOeneral Order 4, Revised; Arndt 1; Docket 
No. 81-76] 

Licensing of Independent Ocean 
Freight Forwarders 

agency: Federal Maritime Commission. 
action: Notice of proposed rulemaking. 

summary: The Omnibus Budget 
Reconciliation Act of 1981 (Pub. L 97- 
35) amends sections 1 and 44 of the 
Shipping AcL 1916 to remove 
restrictions against affiliations between 
an independent ocean freight forwarder 
and a person who is a shipper or 
consignee or a seller or purchaser of 


shipments to foreign countries via 
oceangoing common carriers. This 
proposed rulemaking would amend the 
Commission's rules in General Order 4. 
Revised (46 CFR 510) to comport with 
the new statute. 

DATES: Comments (original and 15 
copies) on or before February 1.1982. 
ADDRESS: Send comments to Francis C. 
Humey at the address listed below. 

FOR FURTHER INFORMATION CONTACT: 
Francis C Humey. Secretory, Federal 
Maritime Commission. 1100 L Street. 

NW, Washington. D.C 20573, (202) 525- 
5725. 

SUPPLEMENTARY INFORMATION: The 
Federal Maritime Commission's rules 
governing the licensing and operation of 
independent ocean freight forwarders 
are contained at 46 CFR 510 * and arc 
commonly known as General Order 4. 
Revised. The definition of the term 
•'independent ocean freight forwarder" 
("forwarder") and the conditions under 
which forwai^ers arc licensed to 
operate are based on and subject to 
sections 1 and 44 of the Shipping Act* 
1916 ("the Act"). As a result of recent 
statutory amendments to sections 1 and 
44 of the Act.* which remove the 
restrictions against affiiiatiorui between 
forwarders and persons such as export 
shippers who use oceangoing common 
carriers, the Commission now proposes 
revisions to General Order 4, Revised, 
for the purpose of bringing those rules 
into conformity with the amendments to 
the Act. 

Section 1 of the Act has been 
amended to define a forwarder as 
follows: 

The term “Independent ocean freight 
forwarder^ means a person that is carrying 
on the business of forwarding for a 
consideration who is not a shipper, 
consignee, seller, or purchaser of shipments 
to foiiegn countries. 

Previously, Ihc definition read: 

An "independent ocean freight forwarder" 
is a person carrying on the business of 
forwarding for a consideration who is not a 
shipper or consignee or a seller or purchaser 
of shipments to foreign countries, nor has any 
beneficial interest therein, nor directly or 
indirectly controls or is controlled by such 
shipper or consignee or by any person having 
sucJi a beneficial interest (emphasis added.) 

Section 44 of the Act has been 
amended by adding new subsection (f): 

(f) A forwarder may not receive 
compensation from a common carrier with 
respect to any shipment in which the 
forwarder has a beneficial Interest or with 


* See 4a FR MSflS. May 1.1061. 

*See seefioB 1606 of Pub. L S7-3S. Ibe Omnibus 
Budgffi RocoocilUlioii Ad of IflSi. 
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n sp«c:t (o liny thipiriRnl in which any holding 
company, aubsidUry. afniiale, ofTIccr. 
dirucior. agent, or executive of such 
forwarder has a beneficial Intoresl, 

The slulutory amendments further 
provide that the above-quoted changes 
to sections 1 and 44 of the Act will 
remain In effect until December 31,1983, 
after which time the definition of an 
^Independent ocean freight forwarder** 
will revert back to that in effect prior to 
August 13,1981, the date of the 
enactment of the amendments. 

The following five revisions to 
General Order 4, Revised, arc being 
proposed. Additions are enclosed in 
arrows (► ^J, and deletions are 

enclosed in brackets ([ J): 

(1) Section 510.2(j), which defines an 
independent ocean f^reight forwarder, 
would be amended by deleting the 
references to the no longer prohibited 
status of having beneficial interests in 
ocean shipments and/or having shipper 
or consignee affiliates. The Commission 
proposes lo amend section 510.2(j) to 
read: 

^^Independent ocean freight 
fiHworder** refers to a person performing 
freight forwarding services for a 
consideration, either monetary or 
otherwise, who is not a shipper or 
consignee or seller or purchaser of 
property in commerce from the United 
States [and who has no beneficial 
interest therein, nor directly or indirectly 
cuintrols or is controlled by such shipper 
or consignee or by any person having 
such a beneficial interest J. 

(2) Section 510.1Z, which describes a 
class of persons not eligible for a 
forwarder's license, would be amended 
by deleting the references lo the no 
longer disqualifying status of having 
beneficial interests in ocean shipments 
and/or having shipper or consignee 
affiliations. The Commission proposes 
to amend $ 510.12 to read: 

No person is eligible for a license who 
is a shipper, consignee, seller, or 
purchaser of shipments In commerce 
from the United States (, or who has 
any bcnencial interest therein, or who 
directly or indirectly controls or is 
controlled by such shipper, consignee, 
seller, or purchaser of shipments or by 
any person having a benendal interest 
in such shipment] 

(3) Section 510.32(a). which bars a 
forwarder from having a no longer 
prohibited beneficial interest in ocean 
shipments, would be amended by 
deleting the reference to such benericial 
interest. The amended { 510.32(a) would 
read: 

IBenoftdal interost, ] 

^Prohibition.^ No licensee shall act in 
the capacity of a shipper, consignee, 


seller, or purchaser of any shipment in 
commerce from the United States [, nor 
have any beneficial interest in such a 
shipment]. 

(4) Section 510.33(c), which sots forth 
the certification required to be made by 
a forwarder in order to obtain 
compensation from an oceangoing 
common carrier under subsection 44(e) 
of the Act, would be broadened for the 
sole purpose of reflecting new 
subsection 44(f) of the Act. The 
amended { 510.33(c) would read. 

Form of certificate. Prior lo receipt of 
compensation, the licensee shall file 
with the carrier, in addition to the anti* 
rebate certification required by 
i 510.31(h) of this part, a signed 
certification as set forth below on one 
copy of the relevant ocean bill of lading 
which indicates performance of at least 
two of the listed services in addition lo 
arranging for space: 

The undersigned herby certifies ►that 
neither it nor any holding company, 
subsidiary, afflliale. officer, director, agent or 
executive of the undersigned has a benefldai 
interest in this shipment;^ that ft is the 
holder of valid FMC License No.—, issued 
by the Federal Maritime Commission and 
has. in addition lo soliciting and securing the 
cargo specified herein or booking or 
otherwise arranging for apace for such cargo, 
performed at least two (2) of the following 
services, as indicated: 

(1) Coordinated the movement of the cargo 
lo shipside. 

(2) Prepared and processed the ocean bill 
of lading. 

(3) Prepared and processed dock receipts 
or delivery orders. 

(4) Prepared and processed consular 
documents or export declarations. 

(5) Paid the ocean freight charges. 

A copy of such certificate shall be 
retained by the licensee pursuant to 
S 510.34 of this part. 

(5) New paragraph (h) would be 
added to 5 510.33. That new paragraph 
would be the above-quoted new 
subsection 44(f) of the Act. with two 
technical modifications necessary to 
conform the statutory language to the 
definitions in Part 510. First the word 
^freight** would be inserted before the 
words ‘‘forwarder may not receive**, 
and, second, the word **oceangoing** 
would be inserted before the words 
‘‘common carrier**. Those two 
modifications clarify, but do not alter in 
any manner, the meaning of the 
statutory language. 

Pursuant to the Regulatory Flexibility 
Act (5 U.S.C. 601 et sag.), the 
Commission certifies that the revisions 
proposed herein would not. if 
promulgated, have a«slgnificant 
economic impact on a substantial 
number of small entitles. The proposals 
do not require additional reports or 


records, and are based entirely on 
changes lo the underlying law. Any 
economic impact which might ocw 
would occur as a direct result of the 
changes to the law. regardless of 
whether the proposed revisions art 
adopted or not. Nor arc there any mle. 
which the Commission could promntaut 
that would prevent such occurrence; ' 

PART SIO-UCENSING OF 
INDEPENDENT OCEAN FREIGHT 
FORWARDERS 

Therefore, pursuant to sections 18 ,21, 
43. and 44 of the Shipping Act 1916(46 
U.S.C. 817, 820. 841a and 84lbJ. $ 
U.S.C. 553, the following provisionsof 
Title 46 of the Code of Federal 
Regulations are proposed to be amended 
to read as follows: 

1. Section 510.2 is amended by 
revising paragraph (|) to read as foOowt 

S S10.2 Definitions. 

• • • • • 

(j) ‘^Independent ocean freight 
forwarder’* refers lo a person performing 
freight forwarding services for a 
consideration, either monetary or 
otherwise, who is not a shipper or 
consignee or seller or purchaser of 
property in commerce from the United 
States. 

• ^ • • • • 

2 . Section 510.12 is revised to read as 
follows: 

S 510.12 Persons not eKgibia. 

No person is eligible for a license who 
fs a shipper, consignee, seller, or 
purchaser of shipments in commerce 
from the United States. 

3. Section 510.32(a) is revised to read 
as follows: 

9 510.32 Forwarder and prindpah fsts. 

(a) Prohibition. No licensee shall act 
in the capacity of a shipper, consignee, 
seller, or purchaser of any shipment ra 
commerce from the United Stales. 

• • • • • 

4. Section 510.33 is amended by 
revising paragraph (c) and by adding 
paragraph (h) to read as follows: 

9 510.33 Fofwardar and carrier, 
compensation. 

• t • • • 

(c) Form of certification. Prior lo 
receipt of compensation, the licensee 
shall file with the carrier, in 
the anti-rebate certiRcation required by 
9 510,31(h) of this part, a signed 
certification as set forth below 
copy of the relevant ocean bill of 
which indicates performance of it 1®^ 
two of the listed services in addition to 
arranging for space: 
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n# hrr^ ccrilfirs that 

iI not any ^wlding company, 
!TLiiry,amiiate* ofncer. director, ogani or 
af the undcrtigncd has a bcnefidal 
iflMtat in lh*» that it it the bolder 

ofnld License No»-. iaaued by the 

FfdrmIMantimf Commlttion and hat. in 
o^fatf K> follclling and secuHng the cargo 
i^iwd herein or booking or olherwite 
g^gipa% for ipace iw* sncb tpccified herein 
a bookoy or otherwiae arranging for ipace 
kriKh cargo, perfonned at loaat two (2J of 
At knowing lervicea, aa indicated: 

pjCoordiiMied the movement of the cargo 

| 3 |Pteparpd and procetaed the ocean bill 
dhdiQg 

p{ Prepared and procetaed dock receipts 
adekveryordm 

(4) Prepared and procetaed conauJar 
doc«eots or export dcclaraliona. 

|5| Paid the ocean freight chorgea. 

A copy of such certincate shall be 
reulilhd by the licensee pursuant to 
{S1Qi4of this part 

• • • • • 

|h) A freight forwarder may not 
receive compensation from an ocean¬ 
going common carrier with respect to 
lay ihipment in which the forwarder 
has a beneficial interest or with respect 
to loy shipment in which any holding 
compimy. subsidiary, affiliate, officer, 
director, acent, or executive of such 
forwarder has a bcneGcial interest. 

By the Cominisskm 
Frucis C Humey, 

$Kretary. 

pi Ok n-OMW KIM M M| 

BUMO coot STsa-aMi 


^CfR Pari 536 

IQsnrt Order 13, Admt No. 10, Docket 
No. 80-561 

PubisWng and Filing Tariffs by 
Common Carriert In the Foreign 
Commerce of the United States; 
Prohibition of Filing Temporary 
Amendments 

8 ®o*Cy: Federal Maritime Commission. 
8 CTOM: Proposed rule. 

*^NmAgY; The Commission herewith 
INnls, In part, the petitions for 
JJconsideralion for the limited purposes 
wallowing public scrutiny on those 
inues which petitioners are of the 
were not spedBc enough to 
for meaningful public comment. 
J'urther. the Commission herewith 
INoposes to amend its regulations to 
P®nul the receipt of permanent tariff 
!®®winenls before and after the 
L , ®^*ion’i normal business hours. 
Weekends and holidays. It is 
that tariffs would be receipted 
w and after its normal business by 


establishing a mail drop in the lobby of 
1100 L Street, NW., with the utilization 
of a time clock stamp. This change in 
regulation will benefil the carriers and 
conferences of carriers enabling them to 
satisfy the commercial needs in filing 
any tariff amendment that might be 
deemed to be time sensitive. 
date: Comments due on or before 
February 15,1982. 

ADDRESS: Send comments to Francis C 
Humey at the address below, 

FOR FURTHER INFORMATION CONTACT: 
Francis C Humey, Secretary, Federal 
Maritime Commission, 1100 L Street. 
NW., Room 11101, Washington, D.C. 
20573 (202) 523-5725. 

SUPPLEMENTARY INFORMATION: The 
Commission published its final rule in 
this proceeding July 7,1981 (46 FR 35092) 
with an effective date of September 8, 
1981. The final mie removes from the 
Commission's tariff filing regulations the 
practice of ollowing the filing of 
temporary amendments to tariffs 
published by carriers and conferences of 
carriers in the foreign commerce of the 
United States. 

The effective date of the 
Commission's final rule in this 
proceeding was stayed September 3. 

1981 (46 FR 44190) pending a staff 
analysis and recommeodadon on 
allegations made by petitioners * that the 
final rule of the Commission was based 
upon Issues, conclusions and material 
assumed facts not set forth in the Notice 
of Proposed Rulemaking (45 FR 58385 
Sept. 3,1980). The petitioners allege that 
they were not permitted the opportunity 
to comment on the issues reli^ on by 
the Commission in reaching its decision 
in this proceeding as provided for under 
the Commission's rules of practice and 
procedure. 

While the Commission's line of 
rationale set forth in the Notice of 
Proposed Rulemaking seems to support 
the conclusion reached in this 
proceeding, in order to ensure that the 
amendment of the Commission's tariff 
filing regulations receives public 
scrutiny, we have chosen to publish this 
notice. The purpose of this notice is to 
allow all interested parties the 
opportunity to comment on the issues 
raised by petitioners which might not 


* Norih Europe-Unltmi Stalet Faciflc PreiKht 
Confefotoe: |ap«ii/Kor««-Afl«nHc and Golf Frvl^l 
Conferonco. ol oL rKOspi for Unltod Slatm Uoes: 
Grero«/U.S. AtUnlk Rule Agreement, tt oL. The 
South AtUntic*N4]rth Europe Rate Agreement North 
Atlanik Conllnenlil Freight Conferrooe. North 
AlUnIk Behic Freight Conference, North AtUntic 
French AtUntic FVeighl Conferrooe end the Norih 
AiUiMk United Kln^kim Freight Gcmference enfom 
the petitloo for stay and reconsideration filed by 
Crcece/U.& Atlantic Rate A^ement cl oL 


have been set forth with the specificity 
to alcii public comment thereon. 

In our order of July 7.1981, we stated 
that the Commission's regulations would 
be amended to the extent that it would 
prohibit the acceptance of any type of 
temporary* tariff amendment. We 
reached the decision to remove the 
previous regulation, because, in our 
opinion, the convenience of such filings 
is outweighed by the benefits accruing 
from their discontinuance which will 
eliminate an unreasonable paperwork 
burden for the Commission and simplify 
the use of foreign commerce tariffs by 
shippers, carriers, and other interested 
persons. 

Petitioners now allege that the basis 
upon which wo reached our decision 
was not published for their comment in 
the Notice of Proposed Rulemaking. 
Stated in brief language our decision to 
abolish temporary amendments is based 
on the fact that temporary tariff Filings 
result in an unreasonable administrative 
burden which occurs in processing 
temporary tariff filings into the 
Commission's tariff library. 

A comprehensive explanation of our 
rationale used in arriving at our decision 
to abolish the privilege of accepting 
temporary amendments to tariffs begins 
with the reasons the Commission 
considered when it originally 
established its reguLilions in 1965 under 
its General Order 13. 

Those reasons, summarized in the 
Commission's decision in this matter (46 
FR 35094) were, that: 

(1) temporary filings constituted a very 
small portion of oil tariff filings; (2) temporary 
filings were almost always reductions and 
therefore. In the shipper’s benefil; (3) 
temporary filing would not impose 
unmanageable burdens on the Commission's 
staff; and (4) the carrier industry was very 
desirous of the opportunity to fully utilize this 
method of amending tariffs. 

It should not be difftcult to understand 
that the reasons used for the 
promulgation of the temporary tariff 
Filing regulations arc no longer 
considered valid for their retention. 
Since the time when temporary filings 
were few in number and did not 
constitute a major labor intensive 
operation, they have now reached 
unmanageable proportions. The 
statistics to substantiate the increase in 
temporary amendments were previously 
published in 46 FR 35094 on July 7.1981, 
As far as the needs of carriers to 
effectuate any quick changes for the 
public benefit are concerned, we are 
firmly convinced that the steamship 
industry will be able to satisfy such 
needs. However, in order to ease the 
problem of accommodating any 
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noccssury rapid tariff changes, we are 
herewith proposing to permit the receipt 
of permanent tariff filings outside of the 
Commission's normal hours of business. 

The present budget constraints of the 
U.S. Government ore commonly 
understood by all of us. Such constraints 
translate into passing on. where 
possible, the expense of certain 
technically oriented functions to the 
beneficiaries of the system. In this issue, 
we are of the opinion that the 
discontinuance of temporary filings will 
diminish the cost to the taxpayer, while 
oij the other hand, amending our 
regulations to allow for the receipt of 
permanent tariff filings at the 
Commission's facilities in Washington. 
D.C., before and after the Commission's 
normal business hours to permit 
immediate changes in tariff material will 
serve any Industry needs that might 
exist. 

Commentators have critized the 
Commission because in their opinion, 
wc have not explained the need for the 
review of temporary tariff amendments, 
which as we have related, is a labor 
intensive operation. We are surprised at 
this comment since the industry is well 
owaro of what is necessary to establish 
clear, concise and statutorily sound 
tariff amendments. Temporary tariff 
amendments do not meet this test in 
many instances. 

On the one hand, commentators 
describe public interest as requiring 
immediate changes in rates while on the 
other hand they do not want the 
Commission's staff to "spend any lime 
reviewing" the same amendment which 
was necessary to meet their 
responsibility under public interest 
standards; we disagree with the 
conclusion of the commentators. 

Commentators have additionally 
requested that a joint industry/agency 
working committee be established to 
formulate and present further 
recommendations in this matter, white 
the committee approach might be of 
value in regard to certain matters, since 
this proceeding has provided a forum, 
extending over a long period of lime, 
indeed, continues to do so. we view the 
approach as unnecessary and therefore 
deny the request 

While our decision to eliminate the 
acceptance of temporary filings may be 
inconvenient to some interests, it is 
apparent that there are means by which 
tariff changes considered time sensitive 
can be transmitted to the Commission 
for immediate effectiveness. 

Alternatively, where it appears 
impossible to accomplish a tariff change 
by a means other than a temporary filing 
methocL then upon a demonstration of 
good cause, waiver of the regulation. 


through the special permission process, 
is an option which the carriers and 
conferences might wish to consider. 
Although we are convinced that our goal 
in this matter is proper, additional time 
for comment on the issues in this 
proceeding is granted. The grant of time 
will allow for any additional input 
necessary to conclude this proceeding. 

Therefore, pursuant to section 4 of the 
Administrative Procedure Act (5 U.S.C 
533). and sections 18(b). 22 and 43 of the 
Shipping Act. 1816 (46 U.S.C. 817(b). 821 
and 841 (a)) the Commission proposes to 
eliminate its present regulations (46 CFR 
536.10(c)) concerning temporary tariff 
filings: and further the Commission 
proposes to permit the filing of tari^s 
outside its normal business hours. 

PART 536—PUBLISHING AND FILING 
TARIFFS BY COMMON CARRIERS IN 
THE FOREIGN COMMERCE OF THE 
UNITED STATES 

Accordingly, the Commission 
proposes to amend its General Order 13. 
46 CFR Part 536 as follows: 

$536.10 (Amended) 

Paragraph (c) of $ 536.10 will be 
removed. 

$536^ (Amended] 

Amend $ 536.3 by redesignating 
paragraph (a) as paragraph (a)(1) and 
adding new paragraph (a)(2) to read as 
follows: 

(a) • • • 

(2) Rfyee/pt of tariffs. The Commission 
will provide for the receipt of tariffs 
filed under the requirements of 46 CFR 
Part 530 at all times, i.e., 24 hours a day, 
everyday of the year at its facilities 
located in Washington. D.C. 

By the CommiMion. 

FmneU C. Humey, 

Secretory, 

(fs Doc tioeie} niod M Ml 

mjLma cooc 


OFFICE OF MANAGEMENT AND 
BUDGET 

Office of Federal Procurement Policy 

48 CFR Parts 15, 22, and 43 

Price Negotiation, Labor Standards for. 
Contracts Involving Construction, and 
Contract Modifications 

agency: Office of Federal Procurement 
Policy. OMB. 

actk>n: Notice of availability and 
request for comment on draft Federal 
acquisition regulations. 






Procurement Policy I, making ,vaB.hIe 
for public and Covemmnni agency 
review and comment a seimical of 
draft Federal Acquisition Regulation 
(FAR), t AvaUability of additicmal 
segments for comment will bt 
announced on later dates. The FAR b 
being developed to replace the comni 
system of procurement regulations. 
date: Comments must be received on or 
before February 17.1982. 

address: Obtain copies of the draft 
regulation from and submit cotmnenti to 
William Maraist. Assistant 
Administrator for Rcgulnlions. Ofliceof 
Federal Procurement Policy, 726 jackioQ 
Place. rWre Room 9025. Washington. 
D.C. 20303. Federal agency requests 
must be directed to the FAR Agency 
Contact Point (sec Federal Regbitr, Vol 
46, No. 50, March 16,1961. p. I68f8 for 
list). 


FOR FURTHER INFORMATION CONTACT. 

William Maraist. (202) 39S-330a 
SUPPLEMENTARY INFORMATIOIt; The 
fundamental purposes of the FAR are to 
reduce proliferation of regulations; to 
eliminate conflicts and redundancies: 
end to provide an acquisition regulation 
that is simple, dear and understandsbit 
The intent Is not to create new pollc)’. 
However, because new policies my 
arise concurrently ivilh the FAR preset j 
the notice of availability of draft I 

regulations will summarize tht section 
or part available for review and 
describe any new policies therein. I 

The following parts of the draft |l 

Federal Acquisition Regulation are 
avoilable upon request for public and | 
Government agency review and 
comment. I 

Part IS—Contracting by Negotktion 

Subpart 25,&-^ice Negotiation 

This subpart prescribes the coat and 
price negotiation policies and 
procoduros applicable lo negotiated 
contracts. It applies to pricing of (a) 
prime contracts, (b) subconiroctj subject j 
lo Government consent, and (c) contrad 
modifications, including modlficaliow to 
contracts awarded by formal advertiital 
procedures. , 

Pub. L 87-653 contains the statutory 
requirement for submission of cost or 
pricing data and provides the basis for 

audit requirements. Because of the 

statutory requirement and because ol 
the similarity of the FPR guidance, the 
thresholds and requirements 
pricing data have not been changes ® 
the proposed FAR coverage. The 
thresholds for audit have, however, been 


‘ F»l«d o a p«n of ofisuwi docmmanl 
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Aaaa^ to conform to those published 
taOAC 7^28. dated December 15.1980. 
;^tkoush dvll agencies are encouraged 
|0 Bie field pricing suppoH when it is 
iwibble, the FAR retains the option 
permitting dvU agency contracting 
Sfken to request audits directly from 
the cognisant audit agency. 

OFPP Policy Utter 80-7 of December 
8 , igea established a profit policy for 
Covefninent-wide use, with an effective 
diteoflanuary 9.1981. This policy, 
Bodificd to conform to FAR numbering. 
lbcmst.and orgiinizational conventions, 
will be published as a separate suhpart 
15JL 

A requirement has been added that a 
prfnegotiation objectives memorandum 
than be prepared whenever a proposed 
oootraict or modification involves 
lipiifiaint price negotiation. Although 
srither the DAR nor the FPR has a 
similar requirement, most agency 
inplementing regulaticmi have required 
some form of written prenegotiation 
objective in this situation. The proposed 
FAR coverage allows each agency to set 
ipedfic thresholds for prenegotiation 
objectives mi^morundums on the basis of 
ib own mission and available assets. 

The proposed FAR defines forward 
prking rate agreements and formally 
Mthorixes their use by civil agencies as 
well as by DOD. 


The Department of Defense forms for 
offeror submission of cost or pricing 
data (DD 633) and for requesting 
exemption from submission of cost or 
pricing data (DD 633-7] have been 
standardized and are recommended for 
use by all Government agencies. 

Part 22 —Application of Labor Laws to 
Government Acquisitions 

Suhpart 2Z4—Labor Standards for 
Contracts involving Construction 

This subpart provides the statutory 
basis for and sets forth labor standards 
requirements for contracts over $ 2,000 
involving construction of public 
buildings and public works. It covers the 
Davis-Bacon Act. the Copeland Act. and 
the Contract Work Ilnurs and Safety 
Standards Act 

Part 43—Contract Modifications 

This part prescribes policies and 
procedures for preparing and processing 
contract modifications for all types of 
contracts including construction and 
architcctH?ngineer contracts. It covers 
the various types of contract 
modifications, availability of funds, and 
change orders. 

Dated: December 22 . 1081 . 

M. F. Moraist 

Acting Associate Administrator for 
Hegutatory Poiichu and Practices, 
int Uuc n-MU la-SMTt; M 

MLUWO COOf SIIS-ei-M 
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Notices 


This section of tho FEDERAL REGISTER 
contains documonts other than rules or 
proposod rules that are applicable to the 
public. NoDcos of heanr>gs ar^ 
Investigations, committee meetings, agency 
docisk>ns and rulir>g$, delegatiorw of 
authority. Nmg of petitions arxl 
applications and agefx:y statements of 
organization and functior^ are examples 
of documents appearing in this section. 


ADVISORY COUNCIL ON HISTORIC 
PRESERVATION 

Meeting; Hickory Hill Public Housing 
Project^ Virginia 

Notice is hereby given in accordance 
with i 8(X).6(d)(3) of the regulations of 
the Advisory Council on Historic 
Preservation. ‘'Protection of Historic and 
Cultural Properties*' (36 CFR Part 800), 
that a panel of members of the Council 
will meet on (anuary 8,1962, to consider 
the proposed construction of the 
Hickory Hill Public Housing Project 
Petersburg, Virginia. It has been 
determined that this undertaking, which 
is sponsored by the Department of 
Housing and Urban Development, will 
adversely affect the Petersburg National 
Battlefield Park, a property induded in 
the National Register of Historic Places. 

Pursuant to S 800.6(d)(2) of the 
Council's regulations, the Chairman of 
the Council decided on December 16. 
1981, that a panel should consider this 
project in accordance with Section 106 
of the National Historic Preservation 
Act of 1966 (16 U.S.C. Sec. 470f. as 
amended). 

The Council was established by the 
National Fiistoric Preservation Act to 
advise the President and Congress on 
matters relating to historic preservation 
and to comment upon. Federal federally 
assisted, and federally licensed 
undertakings having an effect upon 
properties listed in or eligible for 
inclusion in the National Register of 
Historic Places. The Council members 
arc the Secretary of the Interior, the 
Architect of the Capitol the Secretary of 
Agriculture, and the heads of four other 
Federal agencies appointed by the 
President, one Governor and one Mayor 
appointed by the President, the 
President of the National Conference of 
State Historic Preservation Officers, the 
Chairman of the National Trust for 
Historic Preservation, and seven private 
citizens appointed by the President. 


The Coundl's regulations require that 
the panel be composed of live members, 
three from the private sector (with one 
chairing) and two Federal members. 
ITiis panel will be chaired by Mr. 
Alexander Aldrich of Saratoga Springs. 
New York. The panel will meet in 
Petersbuj^g, Virginia. Place and time 
have yet to be set and may be obtained 
from the Executive Director. 

The pan^ will consider written and 
oral slatements from coocemed parties. 
Written statements should be submitted 
to the Executive Director of the Council 
by December 31,1961. Persons wishing 
to make oral statements should notify 
the Executive Director by January 4 . 
1982. Additional information concerning 
the meeting or the submission of 
statements is available from the 
Executive Director, Advisory Council on 
Historic Preservation* Suite 430.1522 K 
Street NW„ Washington. D.C 20005 
(202-254-3967). 

Dated: D«H:ember IS. 1961. 

Robert R. Garvey, Jr., 

ExtfCuUvtf Director, 
iraDocai-aaooiniiid 
BIUJHQ COOC 49IS-ta4l 


DEPARTMENT OF AGRICULTURE 

Rural Electiificatlon Administration 

TrLState Generation and Transmission 
Association, Inc., and Coforado-Ute 
Electric Association, Inc.; Draft 
Environmental Impact Statement 

The Rural Electrification 
Administration (REA) as lead Federal 
agency has prepared a Draft 
Environmental impact Statement (DEIS) 
in accordance with the National 
Environmental Policy Act (NEPA) of 
1969, in connection with potential 
financing assistance to Tri-Slate 
Generation and Transmission 
Association. Inc., (Tri-State), 12076 
Grant Street Thorton, Colorado 80241 
and Colorado<Ute Electric Association. 
Inc., (Colorado*Ute) 845 South 
Townsend Avenue. Montrose, Colorado 
81401. The Bureau of Land Management 
and the Forest Service have been 
cooperating agencies. 

The construction of the proposed 
project consists of approximately 145 
km (90 miles) of 345 kV transmission 
line between Hayden and Blue River in 
Colorado. Associated facilities include 
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expansion of exUting substation 
facilities at Hayden and construdioe of 
two nevx substaUons. one in Middle 
Park* near Kremmling and the other n 
Blue River, northwest of Dillon, 
Colorado. 

Additional Information on tht 
proposed project may be oblamed fm 
Frank W. Bennett. Director. Power 
Supply Division. Rural Electrification 
Administration. U.a Department of 
Agriculture. Washington. D.C. 
telephone (202) 382-1400. 

Persons svishing to comment on the 
environmental aspects of the proposed 
project and the DEIS are invited to 
respoond in writing within 45 days of 
U.S. Environmental Protection Agency's 
notice of availability of the DEIS. 
Comments are invited from the public 
and fr^m Federal State and local 
agencies with respect of any 
environmental aspect of the projecL 

Copies of DEIS have been sent to 
various individuals and Federal State 
and local agencies. Limited supplies of 
the DEIS are available upon request to 
Mr. Frank W. Bennett at the above 
address. The DEIS may be examined 
during regular business hours at the 
following locations and also at the 
public libraries of Northglenn (Adams 
County), Kremmling (Grand County). 
Steamboat Spring (Routt County) and 
Breckenridge (Summit County), 
Colorado. 

Rural Electrification Administration. 
14th h Independence Avo., SW., 
Washington. D.C. 20250. 

I Tri-State Generation and 
Transmission Association, Inc., 12076 
Grant Street, Thorton, Colorado 60241. 

Colorado-Ute Electric Association. 
Inc., 845 South Townsend Avenue. 
Montrose. Colorado 81401 

All comments received within the 45- 
day period will be considered in the 
preparation of the Final Environmental 
impact Statement. Final RFA action will 
be taken only after REA has reached 
satisfactory conclusions with respect ti) 
the project's environmental effect* and 
other procedural requirement*. 

This Federal assistance program i* 
listed in the Catalog of Federal Dome* 
Assistance as 10 . 850 —Rural 
ElectriFication Administration Loans 
and Loan Guarantees. 
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(CkOtr 11-12-1041 

Rtness Determination of Sunbird, Inc., 
Order to Show Cause 

Civil Aeronautics Boord. 

Notice of Commuter Air Carrier 
ntaess Determination—Order 81 - 12 - 
WM, Ordfif to Show Cauae. 


Vruury: The Board is proposing lo 
w that Sunbird. Inc is fit. willing, and 
•we lo provide commuter air carrier 
^ce under section 419(cH2) of the 
Weial Aviation Act, as amended^ and 
the aircraft u«ed in this service 
to applicable safety standards. ’ 
text of this order is 
vailable, as noted below. 


dates: Responses: All interested 
persons wishing to respond to the 
Board's tentative fitness determination 
shall serve their responses on all 
persons listed below no later than 
{anuary 5.1982. together with a 
summary of the testimony, statistical 
data, and other material relied upon to 
support the allegations. 

ADDRESSES: Rcsponscs or additional 
data should be filed with Special 
Authorities Division, Room 915, Civil 
Aeronautics Board, Washington, D.C. 
20428. and with ail persons listed in 
Attachment A of Order 81-12-104. 

FOR FURTHER INFORMATION CONTACT: 
|im l,jiwyer. Bureau of Domestic 
Aviation, Civil Aeronautics Board, 1825 


Connecticut Avenue, NW, Washington, 

D.C 20428 ( 202 ) 673-508a 

SUPPLEMENTARY INFORMATION: The 
complete text of Order 81-12-104 is 
available from the Distribution Section, 
Room 100,1825 Connecticut Avenue, 
NW, Washington. D.C Persons outside 
the metropolitan area may send a 
postcard request for Order 81-12-104 to 
Distribution Section. Civil Aeronautics 
Board. Washington. D.C 2042a 

By the Civil Aeronautics Board: December 
17.1981. 

Phyllis T- Kaylor, 

Secretary. 

(lit Docai-wni PlWd IS-,N~6I, S4S ami 
aitJJNO COOC S320-S1-II 
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IDocktl 399691 

United Air Lines, Inc., Compliance With 
Part 252, Enforcement Proceeding; 
Assignment of Proceeding 

This proceeding is hereby assigned to 
Administrative Law fudge Willlnm A. 
Kane, |r. Future communications should 
be addressed to Judge Kane. 

Doted At Washington. D.C.. December IS, 
1901. 

Joseph |. Saunders, 

Chivf Admimutrulivp Low JudifC 
PK Uw. HhKt u-«4-at. •«} 

SiLUMa coos saao^sf-M 


DEPARTMENT OF COMMERCE 

Bureau of the Census 

Change in Procedures for Computing 
Poverty Statistics 

Notice is hereby given that the Bureau 


of the Census is implementing changes 
in the procedures used to compute 
poverty statistics. These technical 
changes in the ofTtcial statistical 
definition of poverty were approved in 
June 1960 by the Statistical Policy 
Coordination Committee based on the 
recommendations of an interagency 
committee chaired by the Office of 
Federal Statistical PoUcy and Standards; 
this actiem was reviewed and approved 
in November 1961 by the Working 
Croup on Economic Statistics of the 
Cabinet Council on Economic Affairs. 

Poverty for slatisitcal purposes is 
defined as the series of income cutoffs 
developed by the Social Security 
Administration in 1964 and revised by 
an interagency committee in 1960. (For 
detailed explanation of tiie current 
poverty dcfinitioa, see Current 
Population ReporU, Series P-6a No. 

130.) The additional modifications being 
implemented are as follows: 

1 . The weighted average ofihe 


poverty thresholds for male, and fcmaU 
headed nonfarra families by mitnbef of 
children will be employed for the 
tabulation of data for ^ nonfana 
families of similar size and age 
composition, regardless of the lex of th. 
family head. 

2 . Differences in the poverty 
thresholds for farm and nonfarm 
families will be eliminated through the 
use of nonfarm thresholds for all 
families and unrelated individuals 

3. The poverty matrix will be 
extended to families of nine or mom 
persons from the current upper limit of 
seven or more persons. 

The revised definition will be used in 
the poverty tabulations from ibe 1980 
census and will be incorporated into the 
poverty statistics from the Current 
Population Survey beginning with 
estimates for 1961. 

The revised poverty matrix for 1979 is 
presented below: 
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FOR FURTHER INFORMATION CONTACT: 

Roger A. Hcrriol, Chief, Population 
Division, Bureau of the Census. 
Washington. D.C. 20233, (301) 763-^764a 
Bruce Chapmaa. 

Director, Bureau of the CenauB. 

|KR Ooc It-OMBI Filed MS «m| 

billing COOC »1S>07>tf 


National Oceanic and Atmospheric 
Administration 

Mid-Attantic Fishery Management 
Council; Statement of Organization, 
Practices and Procedures 

Pursuant to section 302(f)(6J of the 
Mngnuson Fishery Conservation and 
Management Act (Pub. L 94-265), each 
Regional Fishery Management Council 
is responsible for determining its 
organization and prescribing its 
practices and procedures for carrying 
out its functions under the Act in 


accordance with such uniform standards 
as are prescribed by the Secretary of 
Commerce. Fuiiher. each Council must 
publish and make available to the public 
a statement of its organization, practices 
and procedures. The Mid>Atlantic 
Fishery Management Council has 
revised its Statement of Operating 
Practices and Procedures as originally 
published in 42 FR 30578 on June 15. 

1977. The revised document is published 
below. 

Dated: Decrmber 17.1981. 

WilUam G. Cordoo. 

Assistant Administrator for Fiskerios 
National Marine Fisheries Service. 
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A.Pn)Cfdurc» Regarding Conflict of 


r Prt)pert>' Management System 
tt Awunting and Budgetary Control 

Reimbursement Procedures 
I Standards for Compensations and 
Oiber Personnel Action 
X Aaendmenls to Operational 
pwcedsws a PraclicesManual 
I Kami! of Council The name of the 
ciidJ if the Mid-Allandc Fishery 
iUnigment Coundl (the Council). 

D. locstjcm of Offices. The CounciPs 
•Ittcei are presently located in the 
FadefslBuikiing. North and New 
Screett Dover. Delaware 19901. 

UL Legal Authority. I'he Mid-Atlantic 
Faber)' Management Council was 
mied by Section 302(a)(2) of the 
Fshcry Cooservation and Management 
Act of lOT (the Act). 

IV, Council Composition, The Mid- 
Atimtic Fishery Management Council , 
bimoeteeo voting members and four 
loavotiiig members. Twelve voting 
umbers are appointed by the Secretary 
ofCoiunerce and six of the voting 
■embers consist of the principle State 
flfiicULs(or the designee of the official) 
witboBarine fishery management 
mpoatibility and expertise in each of ^ 
the member states as appointed by the 
CoiYmor of the State. *rhe one 
msiiaing voting member is the 
Xcgional Director of the National 
34arine Fisheries Service for the 
.SofthNsl Region (or the designee of the 
Xrgiooil Director). 

The non-voting members of the 
Council are: 

A The Regional Director of the United 
States Rsh and Wildlife Service for the 
Northeast Region (or the designee of the 
tsglona! Director). 

R Ihc Commander of the Coast 
Cuard cfistrict for the Mid-Atlantic area 
(or thf (kmunander's designee). 

CTW Executive Director of the 
Wsotic States Marine Fisheries 
CMnmiision (or the Executive Director’s 
ta%nee). 

D. One representative of the 
wj^ment of Stale designated for such 
yPOQg by the Secretary of State (or the 
K^tseutative's designee). 

Officers and Terms of Office. 

A Chair and Vice Chair 
yu be elected annually by the voting 
■J®ben of the Council: each such 
shall serve for a period of one 
«nd until a successor is elected and 
Officers may succeed 
■*®selves. A reoordtng secretary may 
sppoinW by the Chair for a term of 
.(u Council may elect other 

w 81 it deems necessary. 

R Authority of the Chair. 


1 . The Council Chair shall be the chief 
executive officer of the Council Subject 
only to the authority of the Council, the 
Chair shall haVe general charge and 
supervision over, and responsibility for, 
the business and affairs of the Council 
Unless otherwise directed by the 
Council the Chair may enter into and 
execute in the name of the Council 
contracts or other instruments in the 
regular course of business or contracts 
or other instruments not in the regular 
course of business which are authorized, 
either generally or specifically, by the 
Council The Council Chair shall have 
the general powers and duties of 
management usually vested in the office 
of the Chair of the Board of a 
corporation. 

2 . The Council Chair shall have the 
authority to appoint and/or dissolve 
committees of Council members, name 
their officers and membership, and 
describe their functions, duties, and 
responsibilities consistent with the 
Charter of the Coundl the Act. and 
other applicable law. 

3. The Coundl Chair shall also have 
the full authority to call meetings as 
necessary for the conduct of the 
Coundl’s business. 

4 . The Council Chair shall have the 
authority to authorize, approve, or 
disapprove reimbursement of travel 
expenses and/or compensation of any 
eligible members of the Coundl its 
committees or subpanels except that 
proper notification, at the direction of 
the Chair, in the Federal Register of a 
regular meeting of the Coundl or one of 
its committees or subpanels shall 
constitute authorization for travel 
expenses aod/or compensation to be 
paid to eligible members. 

5. The Coundl Chair shall have the 
authority to authorize, approve, or 
disapprove all meetings of Coundl 
subpanels or committees. 

6 . Vice Chairman—In the event of the 
absence or inability of the Coundl Chair 
to serve or fulfill the Chair’s obligations, 
the Coundl Vice Chair shall assume 
authority and duties of the Chair. 

VI SUff. 

A. Composition. The voting members 
of the Coundl shall hire an Executive 
Director. The duties and functions of the 
Executive Director are: 

1 . Supervise, direct, and account for 
the administration and operation of the 
Council. 

2 . Retain, affix the salary ol and 
dismiss staff as necessary to accomplish 
the goals of the Coundi The Executive 
Director shall prepare staff job 
descriptions, revise them as necessary, 
and review personnel duties to 
determine if they are consistent with job 
descriptions and Coundl guidelines. 


3. Assign the duties of the staff as may 
be necessary to accomplish the goals of 
the Coundl 

4 . Make and enter into any and all 
contracts, agreements, or stipulations, 
and retain, employ and contract for the 
services of private and public 
consultants, research and technical 
personnel and procure by contract, 
consulting research, technical and other 
services and facilities, whenever the 
same shall be deemed necessary or 
desirable in the performance of the 
functions of the Council and whenever 
funds have been made available for 
such purposes. AH fegol procedures and 
applicable regulations shall be followed, 
llie Council may establish a value 
above which the Council will approve 
contracts. 

5. Maintain such facilities as may be 
required for the effective and effident 
operation of the Council. 

6 . Prepare an annual budget for 
approval by the Coundl. 

7. Prepare annual reports to the 
Coundl. and for the Coundl to the 
Secretary of Commerce. 

8 . Coordinate efforts of the Coundl 
with other Councils and related Federal 
agencies. 

9 . The Executive Director may tronsfer 
funds between line items up to Ion 
percent of the line except transfer 
between salary and non-salary Items. 

10 . Prepare an Administrative. 
Operating, and Accounting Procedures 
Manual for the operation of the Council 
staff. 

11 . Prepare and submit a summary 
report of each Council meeting to the 
Secretary of Commerce. 

12 . Carry out other duties as may be 
assigned by the Coundi ond/or the 
Council Chair. 

B. Additional Staff (on a loan basis). 
The Coundl may request the head of 
any Federal agency to detail to the 
Coundl on a reimbursable basis, any 
personnel of such agency to assist the 
Council in the performance of its 
functions under the Act. The length of 
such details shaU be mutually 
determined by the Council the Federal 
employee and his or her agency. Federal 
employees so detailed retain all 
benefits, rights and status as they are 
entitled to in their regular employment. 

«The Coundl may negotiate 
arrangements with State or local 
governments to utilize employees of 
those governments also. 

C. Employment Practices. 

1 . Nondiscrimination. Ail activities of 
the Council must operate under a policy 
of equal employment opportunity. 
Council staff positions shall be filled 
solely on the basis of merit fitness. 
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competence and qualifications. 
Emplo>mient actions shall be free from 
discrimination based on race, religion, 
color, national origin, sex. age. or 
physical handicap. 

2 . Salary and Wage Administration. In 
setting rates of pay for Council Staff, the 
principle of equal pay for equal work 
should be followed. Variations in basic 
rates of pay should be in proportion to 
substantial differences in the difficulty 
and responsibilities of the work 
performed. 

3. The duties of any new position shall 
be contained in a brief description to be 
submitted to the NOAA Personnel 
Office servicing the NMFS Regional 
Office assigned to the Council prior to 
the submission of a budget in which the 
salary of that position is requested. The 
Council will be provided a salary range 
appropriate to the position. The Council 
may fill the position at any salary level 
within that range, except that, unless 
recruitment of exceptionally qualified 
employees is hampered, the policy of 
hiring at the beginning rate shall be 
recognized. The annual pay for any staff 
position may not exceed the equivalent 
of the top step of GS-15 of the Federal 
General Schedule at any time. After a 
position has been filled, the employee 
may be promoted annually and be 
recognized for superior performance 
within the specified salary ranges in 
accordance with the Council policies. 

D. Relationship Between Council and 
Staff. Council members may submit 
requests for task performance by the 
Executive Director or the staff to the 
Council or the Chair for approval and 
transmittal. Only the Chair, or the 
Council acting at a duly constituted 
meeting, may direct task performance 
by. and excrdse supervision over, the 
Executive Director. The members of the 
staff shall receive their direction and 
supervision solely from the Executive 
Director. 

VII. Meetings and Hearings. 

A. General. The Council will meet at 
the call of the Chair of the Council or 
upon request of a majority of the voting 
members. 

B. Frequency and Duration. The 

Council will ordinarily meet in a plenary 
session once a month; but in 
consideration of the workload, the Chair 
will determine the actual frequency and 
duration of meetings. • 

C. Location. In addition to the 
requirement that Council meetings be 
held in the Mid^Atlantlc area (unless it 
is a joint meeting with another Council), 
the meeting place will be of a capacity 
large enough to accommodate the 
anticipated public attcndence and it 
should be reasonably accessible to 
those interested in attending. Statutory 


subgroups and subgroups consisting of 
Council members, as well as the full 
CounciL %vtll meet in particular areas of 
interest within the Council's area of 
authority, except Council subgroups 
may meet outside the Council's 
jurisdiction as necessary to conduct the 
business of the Council. Economy, lime, 
and case of travel should be considered 
in establishing locations for meetings 
but opportunity for concerned public 
attendance throughout the geographical 
area of authority shall be the prime 
consideration. 

D. Agendas. Suggested agendas for all 
Council meetings will be drawn up by 
the Executive Director and approved by 
the Chair. The Chair will be assisted by 
the Vice Chair, the staff and the 
members of the Council who wish to 
contribute. A tentative agenda shall be 
distributed to Council members at least 
five calendar days before the subject 
meeting. 

E. Minutes of Meetings. Detailed 
minutes of each meeting must be kept 
and their accuracy should be certified 
by the Chair after their adoption by the 
Council. Such minutes will include, to 
the extent possible, the following 
infomation: 

1 . The time and place of the meeting. 

2 . A list of Council or advisory panel 
members, staff and others present. 

3. A complete and informative . 
summary of malters discussed and 
conclusions reached 

4. A listing with copies of all reports 
and papers received, or approved by the 
Council during the meeting. 

5. Such accounting as Is required by 
law of any portion of the meeting which 
was closed to the public. 

6 . The names and affiliation of 
members of the public who attend or the 
number or an estimate where a register 
is impractical, or the members of the 
public decline to be identified. 

7. An explanation of the extent of 
public participation including a list of 
those presenting written or oral 
statements. 

8 . A copy of the agenda. 

9. Copies of any written transcripts or 
any oral statements. 

la All meetings of the Council will be 
tape recorded. Actual tape recordings of 
such meetings, while not necessarily 
transcribed, will constitute an 
addendum to the official minutes. The 
original tape recordings shall be 
permanently preserved. They shall be 
kept in a place approved by the Council. 

F. Conduct. General Rules of 
Procedure— Meetings shall be 
conducted in a manner to permit the 
greatest possible participation by all 
members of the Council. Notice of any 
meeting must appear in the Federal 


Register. Meetings may be closed to ^ 
public as necessary and in acewdsna 
with law and regulations. 

Parlimenlory procedures should be 
used as a guide, but need not be n«idlv 
adhered to. at the Chair's prerogaiitj. 
Decisions by consensus are premitted, 
except where the issue is CouncU 
approval of a Fishery Management PUa 
or amendment (including any proposed 
regulations) when a roll call vote U 
required. 

Miscellaneous statutory requlremeoti 
for meetings include: 

1 . A majority of the voting membwof 
the Council shall constitute a quorum. 

2. Where there is a vole, the majority 
of the voting members present and 
voting shall rule. The use of proxy U not 
permitted. 

3. Voting members of the Council who 
dissent on any issue that Is to be 
submitted to the Secretary are permittrd 
to submit a statement of their reasons 
for dissent to the Secretary. 

G. Hearings. The Chair will delermist 
when hearings arc epprupriate and will 
designate one voting member of the 
Council to officiate at such bearings. A 
record of public attendance at hearings 
and of the comments made at hearings 
will be maintained at the Coundl office. 

VIII. Ad\isory Panel and Sdentihe 
and Statistical Committee. 

A. General. The Council will establish 
a Scientific and Statistical Committee 
and an Advisory Panel to assist the 
Council in carrying out the functions of 
the Act. The Council shall pay the ictuil 
expenses of the members of the 
Committee and Panel, in accordance 
with controlling law. except that 
expenses of Federal employees shall be 
paid at the discretion of the CoundL 
while engaged in the performance of 
Coundl business. Persons shall be 
nominated for membership on the 
Committee and Panel by ^undl 
members and shall be appointed to the 
Committee and Panel by a majority wte 
of the Coundl. 

B. Advisory Subpanels, By maj^ty 
vote, the Council may create Advis^ 
Subpanels and appoint members of w 
Advisory Panel to be members 
Subpanels. The name and funclioo d 
each Subpanel will be determined by a 
majority vote of the Council. The 
Coundl Chair may designate s » 
a Subpanel from among the members 

the Subpanel. . 

The Subpanfls shall meet in the area 
encompassed by the Council • 
constituent States as deemed necessary 
by the Coundl Chair except the 
subpanels may meet outside the 
Council’s geographical area of 
jurisdiction on joint FMPa or w 
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DCffons outside the Council’s 
SSi&areaofiurisdiction.No 
awigned to Subpanela. but staff 
may be requested from the 
of the Council. 

IX Administrative Management 

^Al^SsninislraUve Control Procedures 
K^ing Conflict of Interest, 
fte Council U responsible for 

BiioUining high stiindards of ethical 
coodtict among ihemselves and its staff. 
Soebstaodards will include but not be 
biuled to the following: 

I No employee of the Council shall 
sn bis or ber official authority or 
inihiroce derived from his or her 
poittion with the Council for the 
paposc of interfering with or affecting 
the lesvlts of an election or nomination 
ior any notional. State, county or 
■ooidpal declive office. 

I Ko employee of the Council will be 
deprived of employment position, work, 
compensation or benefit provided for or 
Bide possible by the Act on account of 
my political activity or lack of such 
•cihrity In support of or In opposition to 
my candidate of any political party In 
eyiuiHanaK State, (X)unty or municipal 
eMion or on account of hia or her 
political affiliotion. 

X No Council member or employee 
ibil! pay. or offer, or promise, or solicit, 
or receive from any person, firm or 
corporation, either as n political 
oootnbution or a personal emolument, 
iny money, or anything of value in 
cmideratton of either support, or the 
sse of influence, or the promise of 
wpport. or influence in obtaining for 
wypenon any appointive ofTico, or 
place of employment under the Council. 

i No G)itn€il member or employee of 
ibeCottndl shall use or allow the use of, 
for other than ofTidal purposes, any 
inbrmation obtained through or In 
ooaneclion with his or her Council 
t^oyment which is not available to 
theimerat public. 

8. No Council member or employee of 
ibeCoundl shall engage in conduct 
ptejsdidal to the interest of the Coundl. 
. Council member or employee of 
Coundl shall use Council property 
00 other than official business. Such 
JJ®P^y shall be protected and 
l*'*Wfed from improper or 
■^thorixed operation or use. 
Procurement Procedures. The 
Piwwjncni syslera of the Coundl will 
w* direct rt^sponaibility of the 
^ive Director. OMB Circular A-llO 
OS adhered to In procurement and a 
^Sttdil trail for all Council 

wiU be malnlainod. 
P^^y^fiinugcmenl System. It is 
ponsibility of the Executive 
to develop and implement 


property management procedures that 
ensure adequate control and protection 
of Council property at ail limes. Soch 
procedures must iricludc as a minimum: 

1. A perpetual inventory system for all 
non-expendable Items (office equipment, 
furniture, etc.), 

2. Procedures for marking such items 
as Council property. 

3. Provision or s^eguarding sensitive 
items such as cameras, biological 
equipment, etc. 

4. Procedures to be followed in 
disposing of surplus items. 

5. A summary of all personnel 
authorized to have access to Council 
property (to include consultants, etc.« If 
appropriate). 

D. Accounting and Budgetary Control 
Procedures. 

1. The Executive Director shall have 
the authority to adopt and install an 
accounting procedure consistent with 
and within Federal guidelines. 

2. The Executive Director may 
contract with a Certified Public 
Accountant to assist in the 
establishment, operation, maintenance 
and control of such s^lem. 

3. The Council shall bond its 
employees in the amount of $50,000. The 
total funds, on deposit and cash on 
hand, shall not, at any time, exceed the 
amount of the bond unless specifically 
authorized by the Council. 

4. Checks may be drawn on the sole 
signature of the Executive Director, the 
Deputy Executive Director or the Chair, 
except that the Council may set a level 
above which checks must he signed by 
the Executive Director of the Deputy 
Executive Director and also the Council 
Chair of the Vice Chair. 

5. Year-end Expenditures and 
Carryovers. It shall be the policy of the 
Council not to expend funds at the end 
of a fiscal year in anticipation of needs 
which may arise in subsequent fiscal 
years. 

E. Travel Reimbursement Procedures. 

1. Council. Scientific and Statistical 
Committee, and Advisory Panel 
Members and Council staff shall be 
reimbursed for expenses in accordance 
with controlling law. 

Official teleimono calls, taxis, 
privately-owned vehicle mileage, 
parking, porters, etc., will be reimbursed 
in the amount of actual expenditure and 
are not included in meal and lodging 
limits. 

All claims for reimbursement must be 
supported with receipts for all expenses 
other than meals except those expenses 
that Individually amount to less than 
$15. 

2 . Permanent Change of Station 
Allowances. Allowances authorized and 
costs incurred because of a permanent 


change of station will be os authorized 
and approved by the Council Chair or 
his designee. 

F. Standards for Compensation and 
Other Personnel Actions. 

1. Compensation. 

a. Pay Grades and Rates. Each 
position shall have assigned to it n pay 
grade for compensation purposes, l^e 
pay of employees shall ^ according to 
the published rates prescribed for the 
pay grades assigned by equivalent 
current GS ratings. A part-time 
employee working on a regular and 
continuous schedule of less than 37 and 
Vk hours per week shall be paid the 
hourly rate appropriate to the grade and 
step of the employee for the hours 
actually worked. Such schedule shall be 
established as the work situation 
requires, with the approval of the 
Executive Director. 

Incremental Increases for Full Time 
Employees. All incremental increases 
shall be at the beginning of the new 
budget year. Those employees who have 
been employed six (fl) months or longer 
shall be eligible for pay raise 
advancement. Those employees with 
less than six (6) months service shall not 
be eligible for pay raise advancement 
until the following budget year. A 
Council employee will normally have his 
pay rate advanced one increment in the 
pay grade upon completion of one year 
service. Including six (6) consecutive 
months of satisfactory performance 
immediately prior to the effective date. 
These increments shall be made no 
more often than yearly until the 
employee has reached the maximum 
step for the grade of his position, except 
as provided in the following Section on 
“Pay for Exceptional Merit.** An annual 
Increment is not to be construed as an 
automatic **right*', but rather as an 
adjunct to satisfactory service. A poor 
or unsatisfactory performance 
evaluation shall be the grounds for 
denial of the annual step increment 

Pay for Exceptional Merit The most 
commendable and distinguished 
employees of the Coundl who have 
exhibited such competence and 
exemplary effort for a period of at least 
one year, may have Iheir pay advanced 
two increments within the pay grade 
upon recommendation of the Executive 
Director and approval by the Coundl 
Chair. Such exceptional increment shall 
be recommended at the time a normal 
increment in pay is due and shall nut be 
again recommended for at least one 
year. 

b. Work Schedule and Overtime Ihiy. 
The standard work week for ail full time 
employees shall be 37Vk hours. The 
standi work day shaU be 8:00 A.M. to 
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4:30 RM. wUh a one hour lunch period 
Deviation may be authorized by the 
Executive Director to meet operational 
needs. Cases of continuing or permanent 
schedule deviation shall be subject to 
the approval of the Executive Director or 
Council. Employees in supervisory, 
executive or professional positions shall 
not be eligible for overtime cash 
payments. However, they shall be 
eligible for compensatory leave at the 
rate of one hour leave for one hour's 
work. Compensatory leave must be 
taken within six (6) months of the date 
from which it was earned. Employees 
other than supervisory, administrators, 
executives or professionals shall be 
eligible for cash overtime payments at 
the rate of one hour's pay for each hour 
up to 40 hours per week or in excess of 
7Vk hours per day and one and one half 
hours worked in excess of 40 hours per 
week or in excess of 8 hours per day. 
Employees eligible for cash overtime 
may elect to receive compensatory time 
in lieu of cash overtime. Such requests 
must be in writing and approved by the 
Executive Director prior to the end of 
the pay period in which it is earned. 
Requests for compensatory time in lieu 
of cash overtime may not exceed 75 
hours at any one time and must be taken 
within six (6) months of the time that it 
was earned. 

2 . Employee Benefits. 

a. Paid Holidays. Paid holidays shall 
be official Federal holidays plus one 
holiday designated by the Executive 
Director. 

b. Annual Leave. Employees of the 
Council shall be entitled to annual leave 
in accordance with the following 
schedule: 

Up to 3 years of service: 13 days per 
yeor. 

3 to 15 years of service: 20 days per 
year. 

Over 15 years of service: 28 days per 
year. 

Prior Federal. Slate or local 
government service will be credited for 
the purpose of determining leave accrual 
of individual employees. 

Though accruing, employees shall not 
normally be granted paid annual leave 
until the completion of six (6) months of 
continuous service. 

Employees may carry over up to 30 
days unused annual leave from one year 
to the next. Amounts remaining above 
30 days on the date that the employee 
began work for the Council will be 
forfeited 

Employees shall request annual leave 
as per the guidelines established by the 
Executive Director. 

Lump sum reimbursements not to 
exceed 30 days (carryover plus current 
year earnings) of unused leave are 


authorized upon employee separation. In 
the case of the death of an employee, 
the employee's estate shall be paid in 
cash for any accumulated annual leave. 

Employees working for the Council 
prior to the approval by the Council of 
this Statement of Operating Practices 
and Procedures will continue to be 
entitled to accrue annual leave at a rate 
of 20 days per year if they would accrue 
less than that under the policy set forth 
above: are entitled to carry over unused 
annual leave in excess of 30 days that 
they may have accrued as of the 
effective date of this Statement of 
Operating Practices and Procedures as 
published in the Federal Register, not to 
exceed 40 days, and ore entitled to lump 
sum reimbursements not to exceed the 
sum of the carry over days they are 
entitled to plus any additional days they 
may have accrued during the current 
year. 

c. Sick Leave. All employees except 
temporary, seasonal and emergency 
shall accrue paid sick leave cr^t at the 
rate of 13 days per year. Permanent part- 
time employees shall accrue on a pro 
rata basis. Sick leave credit may 
accumulated %v1thout limit. Accrued sick 
leave shall be credited to the employees 
pension upon retirement or death. An 
employee eligible for sick leave with 
pay may use such sick leave for absence 
due to illness or death of a member of 
the employee’s immediate family 
requiring the employee's personal 
presence. In addition, sick leave can be 
used for appointments with doctors, 
dentists, or other recognized medical 
practitioners, subject to prior approval 
of the Executive Director, An employee, 
at his option, may also use sick leave to 
provide full regular pay during periods 
when he is paid less than full pay under 
workmim's compensation provisions. 
Such leave shall be charged in 
proportion to the difference between 
workmen’s compensation pay and full 
pay. Employees cannot take sick leave 
with pay in excess of the days actually 
accrued. 

An employee needing sick leave shall 
inform his immediate supervisor of the 
fact and the reason in advance when 
possible, or otherwise as soon as 
practicable; failure to do so may be 
cause for denial of pay for the period of 
absence. Before approving pay for sick 
leave, the Executive Director may 
require either a medical practitioner's 
certificate or a written statement signed 
by the employee setting for the reason 
for the absence. In the case of an 
absence of more th^n three (3) 
consecutive days, a medical 
practitioner's certificate may be 
required as a condition of approval. 


d. Administrative Leave. The 
Executive Director may grant any 
employee administrative leave for inn 
duty (no limit): Incicmcnl weather (in 
the discretion of the Executive Directorl: 
military duty (not to exceed 15 days 
each calendar year): military ioduetk* 
examination: and blood donation (up to 
4 hours): and for such other reasons is 
the Executive Director may designate. 

e. Persona] Leave. Upon a pcrmioent 
employee’s written request the 
Executive Director may approve i leave 
without pay. not to exceed three (3) 
months. Such leave may be renewed fee 
an additional period not to exceed three 
(3) months by formal action oftb 
Executive Director and written approtil 
by the Chair of the Council 

f. Maternity Leave. Maternity leave 
may be charged against any 
accumulated leave credits. After all 
leave credits are exhausted the 
employee may continue on maternity 
leave without pay for a period not to 
exceed 14 weeks after parturition. 

Fringe BeneRts. The conditions ind 
benefits outlined In this section are not 
to be considered as part of any contract 
of employment but are those Iwnents 
which the Council considers to be 
consistent with the requirements of the 
Secretary of Commerce. Total benefits 
obtainable shall not exceed twenty (20) 
percent (exclusive of FICA) of 
employees gross salary. 

a. Health Insurance. The Coondl will 
pay the basic rate for the emplo>'ee and 
his family under the plan chosen, 
including the blood bank. Council 
members, retirees and surviving spouse 
of employees will be considered eligiblf 
to parilcipate in group health benefits it 
their own expense and at no cost to the 
Council 

b. Retirement. The Council will pay 
ten (10) percent of on employee’s salaiy 
into a deferred compensation plan. Said 
plan vesting 20 percent per annum so at 
the end of five (5) years of servia 
vesting will be 100 percent. Vesting for 
any year's benefits wrill not occur until 
the completion of that year’s 
employment In the case of the death or 
disability of an employee, the employe* 
or the employee's estate or beneficiary 
shall be paid in cash for 100% of the 
employee's deferred compensation 

c. Life Insurance. The Council willpif 
for coverage up to twro times the 
employee's salary, non-contributory. 

d Long Term DisabUlty Insuran^ 
The staff is eligible for coverage by « 
disability plan similar to that provW 
by the Federal Government to its 
employees. 

4. Staff Training. Costs of op the^ 
training and part-time education, a 
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-j^aduate or postgraduate college 
relalrd to the job requirements of 
booa Bdc employees, identified in a 
tbough e below are available, 
a Twining materials; 

K Textbooks: . , . , 

t Fees charged by the educational 

teftilslion; ... 

d Tuition charged by the educational 
testltutlon. or In lieu of tuition* 

Initmctow* salaries and the related 
iliare of Indirect cost of the educational 
Bitihilion to the extent that the sum 
teeof b not in excess of the tuition 
viiich would have been paid to the 
Btftkipating educational institution: and 
t StwighMime compensation of each 
enployee for time spent attending 
dsises during working hours not in 
ocsss of 156 hours per year where 
ctamstances do not permit the 
eperatioo of classes or attendance at 
dassei after regular working hours. 

Employees desiring Council support 
far training assignment or tuition aid 
ihsU submit a written request to the 
Executive Director outlining the details 
sod justification of the proposed 
•duational opportunity. Training must 
be authorized in advance in order to be 
rrimbtirsed. The Chair opprovos 
requests for training which meet the 
criteria of the Council's training policy 
and is to the best interests of the 
Council. Reimbursement is made upon 
utisfactory completion of the course. 

5. Personnel Policies, 
a. Probation. All appointments shall 
be for a probationary period of six (6) 
■onthi during which the individuars 
fitness for permanent appointment shall 
bmabated. If the Executive Director 
it necessary, the probationary 
pwiod may be extended for not more 
than two additional six month periods, 
fa no case shall any probationary period 
b extended beyond eighteen (18) 
ttosecutive months* At any time during 
tbspr^ationary period* the Director 
Bay dismiss the employee for reasons of 
JMatisfactory service or conduct. The 
wcutive Director shall notify the 
^oyee in writing of the action, giving 
tw reasons. 

fa Unauthorized Absences. Any 
wnce from duty that is not In 
ewpliance with ihe various authorized 
shall be considered an absence 
^wout leave and ia cause for 
jW^inary action. No employee shall 

from duly without 

^Ofizahon by a supervisor except in 
wot emergency illness, accident* or 
unforeseen circumstances. Such 
®^ncy conditions shall be brought 
ttllanlion of the supervisor as 
Practicable. Any employee who 

L without a valid 

wave of absence for three ( 3 ) 


consecutive working days, may be 
deemed to have abandoned the position 
and to have resigned from the staff 
unless proven to the satisfaction of the 
Executive Director that such absence 
was excusable. Nothing herein 
contained shall be construed as 
preventing the Director from taking 
disciplinary action against an employee 
under paragraph e of this section 
because of unauthorized absence. 

c. Employee Inquiries, Requests. 
Suggestions and Grievances. Employees 
and their Immediate supervisors should 
discuss and resolve all employee 
inquiries, requests and suggestions 
informally. It Is the responsibility of 
each supervisor to conduct such 
discussions objectively and to initiate 
action to resolve problems. If, after such 
informal action* the problcn is not 
resolved, a formal written grievance 
may be taken to the Executive Director. 
Should the employee not be satisfied 
with the Executive Director's resolution 
of the grievance* an appeal n\ay be 
taken to the council. 

d. Disability. Action may be initiated 
by the employee, the employee's legal 
representative or the supervisor, but in 
all cases, must be supported by medical 
evidence acceptable to the Executive 
Director and the Council. 

e. Reprimand or Suspension Without 
Pay. In situations where a verbal 
warning has not resulted in the expected 
improvement, or where more severe 
action ia warranted, the employee may 
be reprimanded In writing and a copy 
shall be placed in the employee's 
personnel folder. An employee may be 
suspended without pay by die Executive 
Director for reasons of misconduct 
negligence, inefficiency, 
insubordination, disloyalty, 
unauthorized absence, or other 
justifiable reasons when alternate 
personnel action would not be 
appropriate. Suspensions without pay 
shall not exceed thirty (30) calendiu* 
days unless approved by the Council. In 
no case shall suspension %vilh pay be 
utilized, but retroacative pay may be 
granted should the suspension 
subsequently prove unfounded. 

f. Reasons for Disciplinary Action. 
Disciplinary action may be taken for 
any conduct not in keeping with 
reasonable standards, as determined by 
the Executive Director and/or Council. 

g. Personnel Records. The Executive 
Director shall establish an appropriate 
system for filing personnel records. A 
master personnel record for each 
employee shall be established and 
maintained in the office of the Executive 
Director which shall include a copy of 
the application or resume of said 
Council employee and a copy of eoch 


personnel transaction. Supplementary 
records, verification of education and 
employment and any other pertinent 
information shall also be maintaiined by 
the Executive Director's office. Those 
records are of a confidential nature and 
shall be kept separately and inspected 
only with the approval of the Executive 
Director. Unauthorized disclosure of any 
portion of an employee's personnel 
record will be grounds for dismissal. 

Employees shall have controlled 
access to their personnel records. After 
obtaining permission of the Executive 
Director* the employee shall be 
scheduled to examine his records under 
the supervision of those charged with 
maintaining such records. 

h. Security Investigations. When it is 
anticipated that security classified 
information will be kept or handled in 
Council offices* certain employees shall 
be designated by the Executive Director 
to be permitted access to the 
information in accordance with Federal 
standards and must first receive 
appropriate security clearance from Ihe 
Office of Investigations and Security of 
the Department of Commerce. 

X. Amendments to Statement of 
Operating Practices and Procedures. 

This Statement of Operating Practices 
and Procedures may be amended from 
time to time by mafority vote of the 
voting members present and voting 
provided notice of the specific proposed 
change has been sent in writing to all 
members of the Council at least ten (10) 
days in advance of the meeting in which 
the matter shall be presented. However, 
notice provisions of this section may be 
waived by Council if the proposed 
change is contained in a report of the 
Rules Committee which has been 
approved by a majority of the Rules 
Committee and adopted by the Council. 

im Odc. ti-wra rund t4s mu} 

miLma cooc 


Pacific Fishery Management Council; 
Statement of Organization, Practices 
and Procedures 

Pursuant to Section 302(f)(6) of the 
Mognuson Fishery Conservation and 
Management Act (Public Law 94-265). 
each Regional Fishery Management 
Council is responsible for determining 
its organization and prescribing its 
practices and procedures for carrying 
out its functions under the Act in 
accordance with such uniform standards 
as are prescribed by the Secretary of 
Commerce. Further, each Council must 
publish and make available to the public 
a statement of its organization, practices 
and procedures. The Pacific Fishery 
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Management Coundl has revised its 
Statement of Operating Practices and 
Procedures as originally published in 42 
FR 22872 on May 4,1977. The revised 
document is published below. 

Dated: December 17,1961. 

Ullluim C. Gordon. 

Anssstont Admiaistrotor fot Fisheries, 
National Marine Fisheries Serv ice. 

Padfk risber> Managmnenl CounciJ 

Statvmeet of Opemting PnecOces and 
Procedures (SOPPs! 
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GoosenraUon and Manjigement Act 
(MFCMA) Operatkais Handbook 

Department of Conunerca 

National Oceanic and A tmospheric 
Administration, Pacific Fishery 
^ Management Council 

Statement of Operating Practices and 
Procedures 

The FaciBc Fishery Management 
CounciL created by acctioii 3Q2(a)(6) of 
the Magniison Fishery Conservation and 
Management Act hereby publishes a 
revised Statement of Operating 
Practices and Procedures (SOPP). as 
required by section 302(0(6) of the Act. 
'rhis revised SOPP for carrying out the 
CounciTs functions under the Act. was 
adopted by the Cotmdl daring its pubbe 
meeting bdd on March 18^19.1981 in 
Renton. Washington. Copies may be 
obtained by writing the Executive 
Director. Padbe Fishery Management 
CounciL 526 S.W, MdJ Street fertland. 
OR 97201. 

Purpose 

The Council shall: 

A. Prepare and submit to the 
Secretary of Commerce a fishery 
management plan with respect to each 
fishefy in need of management within its 
geographical area of authority and, from 
time to time, such amendments to eadi 
such plan as are necessary; 

E. Prepare comments on any 
application for foreign fishing 
transmitted to it by the Secretary of 
State, and any fishery management plan 
or amendmemt transmitted to it by the 
Secretary of Commerce; 

C. Conduct public hearings, at 
approrpriate times and in appropriate 
lo<uitions in the geographic area 
concerned, so as to allow all interested 
persons on opportunity to be heard in 
the development of fishery management 
plans and amendments to such plans, 
and with respect to the administration 
and implementatiofi of the pnnisient of 
this Ad: 

D. Submit to the Secretary of 
Conuneroe: 

1. A report before February 1 of each 
year, on the Counctf s activities during 
the immediately preceding calendar 
3 rear. 

2. A report, before December 1 of each 
year, ptoviding information about the 
activities, status, and changes in the 
cunnposttion of advisory committees In 
existenoe during the preceding calendar 
year. 

3. A report, before D(H:ember 31 of 
each year, summarising closed and 
partially closed meetings held during the 
preceding calendar year. 


4. A report on financial ttalus and • 
report on cash transactions, within 30 
days after the completion of each 
quarter, beginning Februan 1 of asd, 
fiscal year. 

5. Semi-Annual Performance Proerm 
Reports, outlining the progress oo 
fishery management plan development 
during the preceding six monihi. belorv 
April 30 and October 3l each year. 

a Any other rdevanl report which 
may be requested by the SeaeUiy of 
Commerce. 

F,. Review on a continuing basis, md 
revise as appropriate, the assetsmenls 
and specifications made with ivspeci to 
Ihe optimum yield from, and the total 
allowable Icvd of foreign fishing in. 
each fishery under a PMP or FMP witkio 
its geographic area of aotbonty. 

F. Participate in the activities of the 
Salmon and Steelhesd Advisory 
Commission as mandated by Pobhe Uu 
95-561 of December 22.1980 (Tille I— 
Conservation and Enhancement of 
Salmon and Steelhead Resources); nnd 

G. Conduct any other activities whkh 
ere necessary and appropriate to the 
foregoing functions. 

Council Composition 

Tlic Pacific Fishery Management 
Coundl shall consist of representatives 
of the States of California. Oregon, 
Washington, and Idaho, and shall have 
authority over the fisheries in the Pacific 
Ocean seaward of such coastal slates. 
The Pacific Coundl shall have 13 voting 
members, induding 8 appointed by the 
Secretary, at least one of whom shall be 
appointed from each state. 

Voting Members 

The voting meenbers of the Council 
shall be: 

A. Tlie stale oflkiali with principal 
fishery management cesponsibility in the 
States of Washktgtofi. Oregua Idaha 
and Califomia. or the designee of such 
offidals; 

B. The Regional Director of the 
Northwest Region of the National 
Marine Fisheries Service, or his 
designee, and 

C Eight at^Munted members from the 
states of Idaho. Washington, Oregon 
and California (at least one of whom 
shall be appointed from each stale). 

Non-Voling Members 

The non voting members of the 
Council shall be: 

A. The Regional Director of ihc U.S. 
Fish and Wildlife Service. Northwwl 
Region, or his designee: 

B. The Commander. Padfic Area of 
Ihe U.S. Coast Guard, or his designee 
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Q 7 ^ Executive Director of the 
PboTic Marine Fisheries Commission, or 

*”j)fj^resentative of the U.S. 
Decent of Slate, or his designee; 

E Are|>rcscntalive of the State of 
or his designee. 

Officers and Terms of Office 

rteCoun^ officers shall be a 
Chairman and a Vice-Chairman, with a 
term of office of one year each. 


Staff 


Composition. The staff of the Council 
ihafl comprise an Fjcecutive Director, 
Adamistrativc Officer, Operations 
Officer. Staff Officers, Executive 
Seottary. and such other staff as are 
oecesiary to carry out Council activities. 

Function, The staff is responsible for 
•diBioiitration and execution of Council 
opemtions. Functions include 
coordination of fishery management 
piio development; preparation of 
Coimdl reports, statements, and 
oorrespondence; financial management, 
bsd^t preparation, and procurement; 
leoord keeping: meeting logistics; and 
other administrative activities. 

Emptoywent PracUceiL The Council Is 
ifle<{usl opportunity employer in full 
compliance with federal requirements 
brnoD-discrimination. Council stiiff 
positions are filled solely on the basis of 
nerit, fitness, competence, and 
fuUfications. 

I ChssificaUon, The duties of full- 
toe and other-than-full-time personnel 
AaD be contained in position 
descriptions to be submitted to NOAA. 
All minimum, position descriptions 
win cover the specific technical and 
lopenrisory duties of the position, any 
special skills (c.g.. word processor 
operator), and specific education and 
ttperience requirements. The Council 
wiH then be provided a salary range 
(uiuaUy equivalent to a GS grade) 
Jpfopiiatc to the position and a 
toertnlnation of the applicability of the 
fw Labor Standards Act Each 
enpoyee will be provided with a copy 
"kUor her position description. Any 
s^ificanl change in the scope of duties 
necessitate the reclassification of 
^^pwilion. 


^liecruitawni All personnel 
^•canaes should be filled on a 
^opciitive basis, unless unusual 
^mionccs clearly dictate otherwise. 
Council may avail 
Wlof the vacancy advertising system 
by NOAA or any other 
»wi •I*®’®*’* including newspapers 
j "^1 '•'^Ploymenl agencies. 

^'-^pJoyecs of the Council 
paid leave for holidays, 
ions or exigencies, sickness, and 


civic duties (fury, military reserve 
obligations) as determined by the 
Council. Accrued annual leave shall not 
exceed 26 days per year, accrued sick 
leave shall not exceed 13 days per year 
and paid holidays shall not exceed 10 
days per year. 

4. Fringe Benefits. The Council shall 
provide its employees the opportunity to 
participate in group health insurance, 
life insurance, and a retirement plan, 
and shall pay for a proportion of such 
plans. The total benefits, exclusive of 
social security, shall not exceed 20% of 
salary. 

Standards of Conduct 

The Council and its staff shall 
maintain high standards of ethical 
conduct. These standards include the 
following principles: 

A. No employee of the Council shall 
use his or her official authority or acl in 
the name of the Council for the purpose 
of influencing or affecting the result of 
on election to or a nomination for any 
national, state, county, or municipal 
elective office. 

B. No employee of the Council shall be 
deprived of employment, position, work, 
compensation, or benefit provided for or 
made possible by the Act on account of 
any political activity or lock of such 
octivity in support of or in opposition to 
any candidate or any political party in 
any national, state, county, or municipal 
election or on account of his or her 
political affiliation. 

C. No Council member or employee 
shall pay, or offer, or promise, or solicit, 
or receive from any person, firm, or 
corporation, cither as a political 
contribution or a personal emolument 
any money, or anything of value in 
consideration of either support, or the 
use of influence, or (he promise of 
support, or influence in obtaining a 
Council decision or for any person, any 
appointive office, place or employment 
under the Council. 

D. No employee of the Council or 
member of the Council, Scientific and 
Statistical Committee, and Plan 
Development or Management Teams 
shall have a direct or indirect financial 
interest that conflicts with the fair and 
impartial conduct of his or her Council 
duties. 

E. No Council member or employee of 
the Council shall use or allow the use of, 
for other than official purposes, 
information obtained through or in 
connection with his or her Council 
employment which has not been*made 
available to the general public. 

F. No Council member or employee of 
the Council shall use Council property 
on other than official business. Such 
property shall be protected and 


preserved from improper or deleterious 
operation or use. 

Standing Committees of Council 
Members 

The Pacific Council has established 
three standing committees of Council 
members. The names and functions of 
(he standing committees are outlined 
below. 

Budget Committee 

The Budget Committee, comprised of 
five members, shall be appointed by the 
Council Chairman and shall meet at 
least once a year to review the CounclFs 
budget proposal. Other meetings of the 
Budget Committee will be scheduled at 
the request of the Council Chairman or 
the majority of voting Council members 
and may be to discuss such subjects as 
personnel matters, programmatic 
contracts, etc. The terms of Committee 
members shall expire on October 1 of 
each year. Members of the Committee 
may be reappointed by the Council 
Chairman. 

Foreign Fishing Committee. The 
Foreign Fishing Committee, comprised 
of five members, shall be appointed by 
the Council Chairman and shall meet as 
required to review foreign fishing permit 
applications. Meetings of the Foreign 
Fishing Committee will be scheduled at 
the request of the Council Chairman or 
the majority of voting Council members 
and may be to discuss such ancillary 
subjects as conditions for joint venture 
or foreign fishing permits, criteria for 
recommending rejection of such 
applications, etc. The terms of 
Committee members shall expire on 
October 1 of each year. Members of the 
Committee may be reappointed by the ' 
Council Chairman. 

Inter-Council Salmon Coordinating 
Committee. The Inler-Council Salmon 
Coordinating Committee has been 
established to coordinate salmon plan 
development in the North Pacific and 
Pacific Council areas of jurisdiction. 
Thcre^hall be three representatives 
from each Council on the Committee. 
The Committee shall meet as required at 
the request of either Council Chairman. 
The terms of Pacific Council 
representatives on (he Inter-Coundl 
Salmon Coordinating Committee shall 
expire on October 1 of each year. 
Members of the Committee may be 
reappointed by (he Council Chairman. 

In the event that additional standing 
committees are required, they will be 
submitted to the As.si8tant 
Administrator for Fisheries. NMFS, for 
approval in accordance with existing 
regulations. 
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Meetings 

Frequency. 1*he^Coundl shall mcol as 
often as is neocssary to discharge its 
duties, but shall meet at least once in 
each quarter of the fiscal year. 

Duration. Council meetings shall vary 
in duration according to workload. 

Ijycation. Council meetings shall occur 
throughout the urea of lurisdiction of the 
Council. Criteria for selection of meeting 
locutions shall include case of 
transportation for both Council members 
and the public and the cost of bolding 
such meetifigf. ITie Council shall 
endeavor to meet in the area in which 
persons reside w^ho might be 
immediately affected by actions taken 
by the Council at that particular 
meeting. 

Afteada or Order of Business. Notice 
of Council meetings with agenda %vill be 
published in the Federal Register at 
least 20 days prior to the meeting. The 
Council %viil also issue press releases to 
announce time, location and agenda for 
each meeting. 

Minutes, Each Council meeting shall 
be recorded Summary minutes shuli be 
prepared for all open portions of Council 
meetings and will be made available to 
the public. In addition to the summary 
minutes, the Council shall widely 
distribute a newsletter summarixing 
Council action taken during each 
Council meeting. 

General Rules of Procedure, The 
Council shall meet at the call of the 
Chairman or upon request of a majority 
of the voting members. Meetings shall 
be conducted according to Robertas 
Rules of Order and in a manner to 
permit the greates possible participation 
by all menders of the Council and the 
public. Decisions by consensus are 
permitted except where the issue is 
Council approvol or amendment of a 
Fishery Management Plan (including 
any proposed regulations), comments for 
the Secretary on foreign fishing 
applications, or management plans 
prepared by the Secretary. In these 
cases, a vote is required. 

A. A majority of the voting members 
of the Council shall constitute a qqrmim 
for Council meetings, but one or more 
such members designated by the 
Council Chairman may hold hearings. 

U. When there is a vote, the majority 
of the voting meml)ers present and 
voting shall rule. The use of proxy is not 
permitted. 

C. The Council shall conduct all 
meetings and bearings within its 
geographic area of authority, except 
when intciregionjd resources ore 
concerned. 

D. Voting members of the Council who 
dissent on any issue to be submittcMi to 


the Secretary are permitted to submit a 
statement of their reasons for dissent to 
the Secretaiy. 

Authority of the Choir. The Chairman, 
or in his abseooe the Vice-Chairman, 
shall convene and preside over Council 
meetings. The Chairman may designate 
Council members to »er\*e on such 
committees of Council members as are 
established. The Chairman may also 
de.signate Coundi members to officiate 
at public hearings. The Chairman wiQ 
retain voting rights. 

Hearings 

The Council shall hold public hearings 
in order to provide the opportunity for 
all interest^ persons to be beard with 
respect to the development of fishery 
miinagemcnl plans or plan amendments, 
and with respect to the administralion 
and implementation of the Act The 
Council may use its judgment regarding 
when and where suc^ hearings should 
be hold, provided they are held in the 
particular geographic area concerned. 

Conduct when it is determined that a 
hearing is appropriate, the Chairman of 
the CoundJ tvill designate at least one 
voting member of the Council to 
officiate. Conduct of the hearing, beyond 
the stipulation that all persons be 
afforded an opportunity to present their 
views aiui be given a chance for 
expressian, is Mrithin the discretion of 
the hearing official under whatever 
instructions the Council may wish to 
provide. 

Notice, Notice of each hearing will be 
pubBshed in the Federal Register at 
least 20 days prior to the hearing. 
Advance notice also should be given in 
the local media where the hearing is to 
take place. Publicity should be sufficient 
to assure that all interested parties are 
aware of the opportunity to make their 
views known. 

Record. An accurate record of the 
participants and their views, obtained 
by use of a tape recording, typewritten 
transcript, or detailed minutes, shall be 
available to the Councii and maintained 
as part of the Councirs administralTve 
record. 

Scientific and Statistical Committee 

The PaGific Council shall have a 
Scientific and Statistical Committee 
composed of acientisti of national 
reputation from state and federal 
agencies, academic institutions, and 
other sources. Members shall represent 
a wide range of disciplines required for 
preparation and review of management 
plans. The Committee shall meet at the 
call of the Copncil Chairman, a majority 
of the voting members of the Council or 
the Execuii%'e Oirector. The Committee 
shall: 


A. Identify scieniric resources 
required for the development of 
management plans and amcndaenii 
and recommend fesooroes (or PUq 
D cv'elopmeol and Managenicnl Tesm 

B. Provide a multidisciplinary revisir 
of management plans or amcndmesti 
and advise the Goandl oo tkeir 
scientific content. 

C Assist the Coundi In the c\’slaaiioi 
of such statistical, biological, economic, 
social, and other sdcnliflc informatioo 
as is relevant to the Council s acliviliaL 
and recommend methods and 
the development and collection of tsch 
informs lion. 

D. Recommeod to the Coandl the 
composition of Plan De\*clopaicot sad 
Management Teams and persons to 
serve on them. 

Advisory Panel 

The Pacific Council ^sll establisli so 
Advisory Panel. The Advisory Pand 
shall consist of advisory sub^nels. am 
for each fishery management plan briaf 
developed or monitored. Members of 
subpanels shall be selected by the 
majority of voting Ccnmdl membm ud 
shall serve for two-year tenni. The 
Coandl Chairman AaH appoint a 
Chairman for each advisoiy subpand as 
well as a Chairman of the ovemO 
Advisory Panel. Advisory subpaneb ve 
accountable to and report to the 
CouodL and shall meet with the 
approval of the Coundi Chairman or 
Executive Director. 

Advtsoiy subpanels shall have 
representation from user groups and 
interests concerned with monagcineBt cf 
the fishery for which a plan is bedg 
prepared or reviewed. The functions of 
the subpanels shall be to advise the 
Council as to fishery management 
problems, to provide input into fuAtiy 
management planning efforts, and to 
advise the Council on the ooatent and 
effects of managment plans sod 
amcndmonts. 


Plan Development Teams 
(PDT)Orgo/?f>af#Vm. A planning Imbi* 
shall be established by the council for 
each management unit which will be the 
subject of a planning effort. Plan 
Development Teams shall be workins 
teams of state, federal, and 
nongovernment spcdalists. The Wan 
De>»elopment Teams will reporil® 
Council through the Executive Difccmr- 


Practices and Procedures. 1- 
Pians/Scoping. The Council ftali 
be responsible for work plans and 
scoping process, with assistjma 
the Teams, if tl is determined that mew 
activities arc oeoesary. 
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I Teamn' Rf^porrsibility in Dra fing of 

for drafting the management 
ZTirnl m that capacity, mak^ 

&on with regard to what is included 
ktheittCceMi'’^ drafts to be presented 
tothsCoondl The SSC and Advisory 
Co^Dfls shall advise the Teams and 
I^CosnciL but their advice is not 
liinaing 00 the Teams. The Council shall 
(iedde if the plan is to be modified and 
Tiams shall comply with Council 

Development Team members 
disi] fwnain objective in the drafting of 
pijttganent plans. They should not be 
id)jcct to pressure from their employers, 
fi&er they should be able to develop 
Busagement plans Independently 
without regard to agency policy. The 
Coend] ^ootd be assured that the 
prodoct received from the Team 
icprwents the best objective, scientific 
appraisal of the ftshery and the 
ifsoerce. Policy considerations are in 
the exclusive purview of the Council 

Ptiio Development Teams shall 
CDoduct their planning and evaluation 
dibrt in such a way as to satisfy the 
Msgmison Fishery Conservation and 
Usaagement Act. 

TlKCoimdl shall seek strong 
comitments to plan development 
•ctivities. Plan development should be 
higb pnocity for aU Team members. This 
tancoommitinent may be formalized In 
loootract between the agency and the 
Council. Compensation for agency 
poioonel should be arranged on a case- 
bjr-case basis. 

Coundl stair members may be 
assigned to assist Plan Development 
Teams. 

Plan Objeclives. The Council shall 
tdopt objectives at early as possible in 
Ihe plan development process. The 
objKtives shall be operational and as 
fpedlic as possible. 

i Ahernative Manogement Measures. 
The Teams shall develop and present all 
riablc alternative management 
toeasures which would attain the 
objectives. It shall not be the Team's 
responsibility to recommend preferred 
eptioos to the Council unless such 
preferences can be made on technical 
without regard to policy 
considwalions or unless the Council 
•olic^ the Team's opinion. It is the duty 
01 only the Council to narrow tlie list of 
options. 

^ Plan Drafts. When Teams present 
JJ^sivc drafts of management plans 
to me Counctl, they shall submit In 

to the Council a list of problems 
wd alternative solutions which require 
pulton by the Cmindt. The Coundl 

II r^pond to each item, at that time 

P^blc, and the Executive Director 


shall submit to the respective teamfs) a 
written response from the Council as 
soon after the meeting at possible. 

Upon completion of each draft of a 
plan, it shall be transmitted to the 
Coundl through the Executive Director. 
Copies will be transmitted to the 
Sdentiflc and Statistical Committee and 
the appropriate Advisory Subpanel for 
review and comment to the Coundl The 
Coundl shall evaluate these comments 
and. if necessary, refer the plan back to 
the Plan Development Team for further 
work. 

6 . Attendant Documents. The Teams 
shall havre responsibility for drafting the 
plan, while the National Marine 
Fisheries Service and Council staff shall 
take the lead in preparing the 
Environmental Impact Statement (EIS). 
Regulatory Analysis (RA). and proposed 
regulations. The Teams, however, must 
assist in the preparation of these related 
documents to ensure that correct 
interpretations of the plan have been 
made. In some cases, individual team 
members may be assigned to these 
activities. Insofar os possible, 
preparation of the E1& RA. and 
proposed regulations shall occur 
concurrently with plan development 

7. Notice of AvaiJabiiity. When the 
Council is satisfied with the plan, it 
together with a draft Environmental 
Impact Statement (DEIS). Draft 
Regulatory Analy^. and draft proposed 
regulations, will be transmitted to the 
Department of Commerce through the 
Re^onai Director of the National 
Marine Fisheries Service. A notice of 
availability will be published according 
to NEPA requirements. 

a Hearings. Following publication of 
the notice of availability of the DEIS, the 
Coundl shall sponsor public hearings to 
solidt input and comments from those 
groups or individuals who might be 
affected by future regulatory action. 

Prior to holding public hearings on the 
DEiS/FMP. the Coundl shall distribute « 
copies widely so that all interests have 
an opportunity to review and consider 
the proposed action. 

Alter consideration of public 
comments, the Plan Development Team 
shall make such revision of the FMP as « 
the Coundl deems necessary and assist 
in revision of the DEIS, DRA and 
proposed regulations as appropriate. 

9. Transmittal to the Secretary. Upon 
final adoption of the .fishery 
management plan, the Cotindl shall 
transmit the final FJS/FMP, final 
Regulatory Analysis and proposed 
regulations, through the NMI^ Regional 
Director to the Secretary of Commerce 
for final approval and promulgation of 
implementing regulations. 


Management Teams 

When necessary, the Coundl sholl 
appoint a Management Team (MT) to 
conduct a continuing review of the 
status of the fishery and resources once 
a FNfP is implemented. One member of 
the MT will be designated as Chairman. 
The MT will report to the Council 
through the Executive Director. The MT 
will accept responsibility for 
coordinating the fishery monitoring and 
plan maintenance process. This Team 
shall consist of state, federal and 
nongovernmental specialists In the area 
of concern. 

The activities of the MT may include: 
fishery and resource status u|^atcs; in- 
season management activities as 
defined by respective FMP’s: review of 
management obiectlves; appraisal of the 
management re^me's effectiveness In 
achieving the objectives; impact of 
management measures: FMP 
amendments: fine-tuning FMPs (without 
amendment); spedal analyses and other 
duties. 

The MT cannot be expected to 
actually perform all of the tasks 
assodatod with FMP maintenance. The 
MT will be dependent on agencies* 
commitments of resources to 
accomplishing their tasks. 

Administrative Management System 

Office of Management and Budget 
Circular No. AllO provides uniform 
administrative requirements applicable 
to the Padfic Fishery Management 
Coundl including standards for 
financial management, financial 
reporting property management, and 
procurement. The Council will operate 
in full compliance with these standards. 

Conflict of interest Appointed public 
Council members and administrative 
employees are subject to Federal laws 
and regulations concerning bribery and 
conflicts of iBlerest. Coundl members 
drawn from the fishing industry will not 
be produded from voting on fishery 
management plans which might directly 
affect their income. 

Procurement Procedures. The Council 
w ill contract for services to be provided 
by other government agendes. 
educational Institutions, profit and non¬ 
profit organizations. Detailed 
procurement procedures have been 
approved by the Council and are 
available for review at the Coundl's 
office. These procurement procedures 
provide for agreements and orders for 
procurement of supplies and services. It 
indudes awards and notices of award: 
fixed price, cost, cost-plus-a-fixed-fce. 
negotiated, or incentive type contracts; 
letter contracts and purchase orders. 
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Topics covered are formal advertising: 
sole source procurements: award: 
contract types: contract administrations: 
protests, contract disputes, and appeals; 
and code of conduct. 

Property Management System. A 
perpetual Inventory system will be 
maintained of all Council non¬ 
expendable tangible personal property 
hoving a useful life of more than one 
year and an acquisition cost of $300 or 
more. All such items will be marked 
**PFMC* with an assigned property 
control number. All personal property 
acquired by the Council shall be 
safeguarded under conditions which a 
prudent person would follow. Only 
Council staff or individuals or entities 
under contract shall have access to 
Council property. Procedures for 
disposal of any surplus property shall be 
submitted to and approved by the 
Northwest Regional office of NMFS. A 
listing of federally-owned property will 
be submitted to the Chief of 
Administrative Operations Division for 
the NOAA Northwest Administrative 
Service Office within 60 days after the 
close of each Rscal year. 

Accounting and Budgetary Contra! 
Procedures. The accounting and 
budgetary control system will be 
maintaincKl in compliance with the U.S. 
Department of Commerce/NOAA 
General Provisions and Special 
Conditions which are included in the 
cooperative agreements for funding the 
Council's administrative and 
programmatic needs. A summary of the 
financial system ingredients follows: 

1 . Formal Books of Accounts. A cash 
receipts and disbursements ioumal. a 
payroll register journal, a general 
journal and a general ledger will be 
maintained to record financial 
transactions. 

2 . Chart of Accounts. The following 
general account number structure will 
be followed in recording financial 
transactions of the Counc^: 

Assets (1000): ^abilities (2000): Fund 
Balances (3000); Revenues (4000); 
Expenses (5000-9000) 

The detailed chart of accounts which 
provides line-item fiscal control over 
expenditures for monthly reporting to 
the Council and quarterly reporting to 
NOAA is available for inspection at the 
Council's office. 

3. Obligations. The following 
guidelines are followed in charging 
obligations against the proper fiscal 
year 

Compensation and Benefits: Month in 
which pay period ends. 

Purchase of Supplies and Equipment: 
Date purchase order is signed. 

Transportation: Fiscal period when 
travel is begun. 


Travel Expense: Fiscal period when 
expense occurred. 

Communications. Utilities and Rent: 
On 1st day of billing period. 

Contracts-^perational: Fiscal period 
when expense occurred. 

Contracts—programmatic: Fiscal 
period when item is budgeted. 

Trove! Heimbursement Procedures. 
Detailed procedures covering the 
processing of travel claims are available 
for inspection at the Council's Office. 
The guidelines for reimbursing 
individuals are as follows: 

A. All non-federal members of the 
Council. Scientific and Statistical 
Committee. Advisory Panels, Plan 
Development Teams, Management 
Teams or Task Forces, staff and special 
consultants performing authorized 
services for the Council shall normally 
be entitled to reimbursement for actual 
meals and lodging expenses up to a limit 
set by the Council. However, the total 
amount claimed for meals and lodging 
shall not exceed the established federal 
rate except when authorized in 
extenuating circumstances. 

B. Claims for reimbursement must be 
supported with receipts for all expenses 
other than meals except those expenses 
that individually amount to less than 
$15. 

C. Official telephone calls, taxis, 
privately-owned vehicle mileage, 
common carrier fares, parking, baggage 
handling, etc. will be reimbursed in the 
amount of actual expenditure and are 
not included in meal and lodging limits 
set by the Council. 

Standards for Compensation and 
Other Personnel Actions. Salary and 
wage administration, fringe benefits, 
hours of work, etc., for the Council staff 
are detailed in the Personnel Rules 
approved by the Council which are 
available at the Council's office. 

1. Council Member Pay. Council 
members whose eligibility for 
compesnation has been established In 
accordance with NOAA guidelines will 
be paid on a contract basis without 
deductions being made for Social 
Security, or federal and state income 
taxes. A report of compensation will be 
furnished each year as required by the 
Internal Revenue Service. Such 
compensation is paid on a full day's 
basis whether in excess of eight hours a 
day or less than eight hours a day. The 
time is compensable where the 
individual member is required to expend 
a significant private effort which 
substantially disrupts the employee's 
daily routine to the extent that a work 
day Is lost to the member. "Homework" 
time in preparation for formal Council 
meetings is not compensable. 


Non-government Council membei, 
receive compensation for. 

a. Days spent in actual attendance ti 
a meeting of the Council or jointly witk 
another Council. 

b. Travel on the day preceding or 
following a scheduled meeting that 
precluded the member from conducting 
his normal business on the day in ^ 
question if travel time for additional 
days is necessary. 

c. Meetings of standing committed q( 
the Council if approved in advance 
the Chairman. 

d. Individual member meeting with 
scientific and technical advisors where 
approved in advance by the Chairman 
and a substantial portion of any day it 
needed. 

e. Conducting or attending hearing! 
when authorized in advance by the 
Chairman. 

f. Other meetings involving Coondl 
business when approved in advance by 
the Chairman. 

Relationship to Magnuson Fishery 
Conservation and Management Act 
(MFCMA) Operations Handbook 

This Statement of Operating Practice! 
and Procedures is intended to be in 
general conformance with the guidehoei 
act forth in the FCMA Operations 
Handbook distributed by the Natiom] 
Marine Fisheries Service in November. 
1980. In the event of any change in the 
future, the Council shall file an 
amendment to this statement with the 
required information. 

[FX Doc. •l-.swn nkd fe4i anf 

BtUJNO coot 9Sia>»-ll 


California Department of Fish and 
Game; Modification of Permit 

Notice is hereby given that purfuaol 
to the provisions of Sections 21$33 (d) 
and (c) of the Regulations Governing tht 
Taking and Importing of Marine 
Mammals (50 CFR Part 216), Permit No. 
351 Issued to the California Department 
of Fish and Game. 1416 Ninth Street 
Sacramento, California 95814 on Augvd 
16,1981 (46 FR 43732) is modified as 
follows: 

Section A-1 is changed to read: 

marking 400 harbor seals {Phoco dtxtJino 
richordii] with epoxy streamer tags. 

This modification is effective 
December 17,1981. 

The Permit as modified 
documentation pertaining to the 
modification are available for review w 
the following offices; . 

Assistant Administrator for Fubi^ 
National Marine Fisheries Service, 
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VSlutchavcn Street N.W., Washington. 

Rrtkmiil Director. National Marine 
r^s Scnice. Southwest Region. 300 
South Ferry Street. Terminal Island. 
Cililofsia 90731. 

0«lBd:l>K«nbiTl7.1901. 

kMOurcSor. Office of Marino ManiatoJs & 
IndojMtodSpecies. NationaJ Marine 

f^jiinuSenice. 

mittCOK Jiis-M 


Or. Louis M. Herman; Modification of 
Pirmll 

Notice is hereby given that pursuant 
to the provisions of Section Zt6.33(d) 
tod (e) of the Regulations Governing the 
Tikiflg snd Importing of Marine 
Mannuils (50 CFR Part 218), Scientific 
Research Permit No. 214 issued to Dr. 

Loois M. Herman. University of Hawaii, 
HoQoldo. Hawaii 96822 on November 
ZSc 1977 (42 FK 81296) and as modified 
0 Q|aauary 3,1980 (^5 FR 822). is further 
Bo^ied as follows: 

1. Section B-3 is deleted and replaced 

br 

I This permit is valid with respect to the 
libtgistharned herein until December 31. 

tffl 

IA new Section B-5 is added as 
biiows: 

1 The date, fpodfic locahoo of the taking 
led the desirability of National Marine 
fiiheriet Service obscrvtft shall be 
dOfnaiued by the Regional Director. 

ItitioQal Marine Fisheries Service. Southeast 
Ibpoe, MSO Kogcr Boulevard. St Petersburg, 
noridi 33702. The Holder or his collecting 
i|cnt ikall therefore notify the Regional 
Ar*c1or vafRcientty in advance of each 
cdbrtiug trip to allow for tocdi a 
drUj Inina tiocL 

Thii modiheation is effective 
^hcember 20.1981. 

modification and related 
wimcnls are available for review in 
loDowLng orficcs: 

Aftibiaot Administrator for Fisheries, 
^tionsl Marine Fisheries Service, 3000 
w^tehaven Street N.W., Washington, 

^onal Director, National Marine 
Service. Southwest Region. 300 
Ferry Street Terminal Island, 
wittornia 90731; and 

Regional Director, National Marine 
Service, Southeast Region, 
Boulevard. Duval Building. 

• FHenburg Florida 33702. 


Dated; December 17.1961. 

Richard B. Roe, 

Acting Director, Office of Sfarine Xfamntais ^ 
Endangered Specieo National Marine 
Fisheries Sendee. 

(in Doc at-JBeM FVM a«s mH 

BILUNO coot JSta*21-M 


John M. Reinke; Modification of Permit 

Notice is hereby given that pursuant 
to the provisions of Si 216.33(d) and (e) 
of the Regulations Governing the Taking 
and Importing of Marine Mammals (50 
CFR Part 216) and I 220.24 of the 
regulations governing endangered 
species permits (SO CFR Parts 217-227). 
the Scientific Research Permit No. 291 
issued to John M. Reinke, 4461 
Woodland Park Avenue North. Seattle. 
Washington 96103. on April 25.1980 (45 
FR 29362). is hereby modified as follows: 

Section D-6 is deleted and replaced 
by: 

8. This Pennit is valid with respect to the 
activities authorized heroin until December 
31,1963. 

The modification is effective upon 
publication in the Federal Register. 

The Permit as modified and 
documentation pertaining to the 
modiBcation are available for review in 
the following offices: 

Assistant Administrator for Fisheries. 
National Marine Fisheries Service. 3300 
Whitehaven Street. NW, Washington. 
DC.; 

Regional Director. Northwest Region, 
National Marine Fisheries Service, 7600 
Sand Point Way. NE. BIN C15700. 
Seattle. Washington 98115: and 
Regional Director, Alaska Region. 
National Marine Fisheries Service, P.O. 
Box 1668. funeau. Alaska 99802. 

Dated: December 17.1061. 

Ridiord B. Roe. 

Acting Director, Office of Marine Mammals 
and Endangered Sfmeies, National Marine 
Fisheries Service, 

im Hoc «>Mni PM OM «•! 

inujipo cooc 


Quinlan Marine Attractions; Issuance 
of Pennit 

On May 13,1960, Notice was 
published tn the Federal Register (45 FR 
31459), that an application had been 
filed with the National Marine Fisheries 
Service by Quinlan Marine Attractions, 
Route 3. Box 540. Lincolnton, North 
Carolina 28092, for a permit to take four 
(4) Atlantic bottlenose dolphins 
ITursiops truncatus) for the purpose of 
public display. 

Notice is hereby given that on 
December 17,1961, and as authorized by 


the provisions of the Marine Mammal 
Protection Act of 1972 (16 U.S.C. 1381- 
1407). the National Marine Fisheries 
Service issued a Public Display Permit 
for the above taking to Quinlan Marine 
Attractions subject to certain conditions 
set forth therein. 

The Permit and related documents are 
available for review In the following 
offices: 

Assistant Administrator for Fisheries. 
National Marine Fisheries Service, 3300 
Whitehaven Street NW., Washington, 
D.C.: 

Regional Director, National Marine 
Fisheries Service. Southeast Region. 
Duval Building. 9450 Roger Boulevard, 

St, Petersburg, Florida 33702; 

Regional Director. National Marine 
Fisheries Service, Northeast’Region. 14 
Elm Street. Federal Building. Gloucester, 
Massachusetts 01930; and 

Regional Director, National Marine 
Fisheries Service, Southwest Region, 300 
South Ferry Street, Terminal Island, 
California 00731. 

Dated: December 17.19S1. 

Richard B. Roe, 

Acting Director, Office of Marine Mammals fr 
Endangered Species, National Marine 
Fisheries Service. 

(FR Doc. tl-MOe FM triS wn| 

situNO cooe MYO-n-M 


Office of the Secretary 

Public Advisory Committee for 
Trademark Affairs 

agency: Patent and Trademark OfTice, 
Commerce. 

action: Notice of renewal 

summary: In accordance with the 
provisions of the Federal Advisory 
Committee Act. 5 U.S.C. App. (1976) and 
the Office of Management and Budget 
Circular A-63 of March 1974. and after 
consultation with GSA It has been 
determined that the renewal of the 
Public Advisory Committee for 
Trademark Affairs is in the public 
interest in connection %vith the 
performance of duties imposed on the 
Department by law. 

SUPPLEMENTARY INFORMATION: The 
Committee was first established in 
September, 1970, and its present charter 
expired on October 12,1^1. The 
Committee*! purpose is to advise the 
Patent and Trademark Office concerning 
steps which can be taken to increase the 
efficiency and effectiveness of 
administration of the Trademark Act 
and to provide a continuing Row of 
knowledge from the private sector to the 
government in the field of trademarks. 
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As it was initially established, the 
Committee will continue to comprise the 
members of the Advisory Committee for 
Trademark Affairs of the United States 
Trademark Association. The 
membership Is balanced and is selected 
by the President of said association. The 
Committee will function solely os an 
advisory body, and in compliance with 
the provisions of the Federal Advisory 
Committee Act. 

FOR FURTHER INFORMATION COffTACT*. 
Inquiries or comments regarding this 
notice may be addressed to Patricia M. 
Davis, Committee Control OfTicer, 

Deputy Director, Trademark Examining • 
Operations. U.S. Patent and Trademark 
Office. Washington. D.C. 20231. 
telephone: (703) 557-3881. or Yvonne 
Barnes. Committee Management 
Analyst, U.S. Department of Commerce, 
Washington. D.C. 20230. telephone: (202) 
377-4217. 

Dated: November 0.19B1. 

Dennis C Boyd. 

ExifCuUvt Dirtfcior, informoittm Rt>9ourc» 
Kfonagenteni. 

|FK Doc S10«M] nM 13-24^. S<lft mii| 

BILLING CODE )S10-CW-M 


Public Availability of Report on Closed 
Meetings 

AGENCY: Department of Commerce. 
ACTION: Announcing public availability 
of report on closed meetings of advisory 
committees. 

summary: As required by the Federal 
Advisory Committee Act and Office of 
Management and Budget Circular A>63 
of March 1974. the Department of 
Commerce has prepared its report on 
the activities of closed or partially- 
closed meetings of advisory committees. 
Copies of the reports have been filed 
ond are available for public inspection 
at two locations: 

Library of Congress. Newspaper and 
Current Periodicals Reading Room. 
Room 1026. )ohm Adams Building. 2nd 
and Independence Avenue. SE. 
Washington. D.C 20540. 

Department of Commerce. Central 
Reference and Records Inspection 
Facility. Room 5317, Main Commerce 
Building. 14lh and Constitution 
Avenue. NW. Washington, D.C 20230, 
telephone (202) 377-4217. 

The reports cover the closed and 
partially-closed meetings of 32 of the 
Department's 84 committees and several 
subcommittees, the names of which are 
listed below. 

CoimnlltM (Subcommittee) 

Advisory Commiltee on East*West Trade 


Computer PoHphemls. Components, and 
Related Test Equipment Technical 
Advisory Committee 
Computer Systems Technical Advisory 
Committee 

—Foreign Availability Subcommitlee 

—Hardware Sutniommitce 
Electronic Instrumentation Technical 
Advisory Committee 

Industry Functional Advisory Committee oh 
Customs Valuations for Trade Policy 
Matters 

Industry Functional Advisory Committee on 
Standards for Trade Policy Matters TPM 
Industry Sector Advisory Committee (ISAC) 
on Aerospace Equipment for Multilateral 
Trade Negotiations ' 

ISAC on Aerospace Equipment for TPM 
ISAC on Capital Goods for TPM 
ISAC on Chemicals and Allied Products for 
1PM 

ISAC on Consumer Goods for TPM 
ISAC on Electronics and Instrumentation for 
'n»M 

ISAC on Ferrous Ores and Metals for TPM 
ISAC on Footwear, Leather, and Leather 
Products for Tl’M 

ISAC on Industrial ond Construction Material 
and Supplies for TPM 

ISAC on Lumber and Wood Products for TPM 
ISAC on Nonferrous Ores and Metals for 
TPM 

ISAC on Paper and Paper Products for TI’M 
ISAC on Services for TPM 
ISAC on Small and Minority Business for 
TPM 

ISAC on Textiles and Apparel for TPM 
ISAC on Transportation. Construction, and 
Agricultural Equipment for 1PM 
ISAC on Wholesaling and Retailing for TPM 
National Advisory Committee on Oceans and 
Atmosphere 

Numerically Controlled Machine Tool 
Technical Advisory Committee 
Pacific Fishery Management Council 
President’s Export Council Subcommitlee on 
Export Administration 
Sea Grand Review Pane) 

Semiconductor Technical Advisory 
Committee 

—Discrete Semiconductor Device 
Subcommittee 

—Microdreuit Subcommittee 

—Semiconductor Manufacturing Materials 
and Equipment Subcommittee 
South Atlantic Fishery Management Council 
Telecommunications Equipment Technical 
Advisory Committee 

Western Pacific Fishery Manag«*ment Council 

FOR FURTHER INFORMATION CONTACT: 
Mrs. Yvunne Dames. Committee 
Management Analyst. U.S. Department 
of Commerce. Washington, D.C. 20230, 
telephone (202) 377-4217. 

Dated: November 9.1961. 

Arlene Tiiplett. 

Assistant Secretory for Administration, 

re Ooc SI-SOfIM FlUd 11>3S-tt. Sift *m| 

BILLING coot JSIS-CW-M 


'Committee wiii terminated to 19B0 l 


DEPARTMENT OF DEFENSE 

Defense Science Board Task Foret On 
Command Support; Advisory 
Committee Meetings 

The Defense Science Board Task 
Force on Command Support will tnrfiin 
closed session on 25 |anuary 1982 at tbs 
Pentagon. Washington D.C, 20301. 

The mission of the defense Sdence 
Board Task Force is to advise the 
Secretary of Defense and the Under 
Secretary of Defense for Research and 
Engineering on overall research, 
engineering and acquisition issues and 
to provide long ronge guidance in Iheie 
areas to the Department of Defense. 

The Task Force will provide an 
evaluation of the current technological 
applications currently employed in the 
area of command support and will 
advise upon improvements which 
appear possible and practical. They wil 
also consider training emphasis and 
possibilities fur improvement in the 
internal management process. 

In accordance with 5 U.S.C. App. I 
10(d)(1976). it has been determined that 
the Defense Science Board Task Force 
meeting concerns matters listed inS 
U.S.C. 552b(c)(4)(1976). and that 
accordingly these meetings will be 
closed to the public. 

M S. Healy. 

OSD Federal fU^ister Liatson Offtcer, 
Washinj^ton Headquarters Se/vkes. 
Department of Defense* 

December 21.1981 

ire Doc. FUmJ 12>2«>ai. S41 nn) 

BttUNO CODE 3S10-01M 


DEPARTMENT OF EDUCATION 

National Board of the Fund for the 
Improvemant of Postsecondary 
Education; Meeting 

agency: National Board of the Fund for 
the Improvement of Postsecondary 
Education. 

action: No tice of Meeting. _ 

summary: This notice sets forth the 
proposed agenda of a forthcomi^ 
meeting of the National Board of the 
Fund for the Improvement of 
Postsecondary Education. This Mtice 
also describes the functions of ine 
Board. Notice of this meeting is n?qui^ 
under the Federal Advisory (^nunmee 
Act (Pub. L 92-463, section lOItJIZB* 

date: January 10,1902 at 7:30 p m. 
through January 11.1862 at 9:00 p.m 
ADDRESS: Shorcham Hotel. 2 W Calved 
Street. NW., Washington. D.u- 

FOR FURTHER INFORMATION CONTACT: 
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c,rtCfo«nning*. Director. Fund for the 
r^^nlofPoslsecond^ 

Kon. nh » D Streets. SW« 

JSngton. D.C 20202 ( 202 ) 245-80W. 
hjm^iientarv imfoamatiow; The 
SrtioMi Board of the Fund for the 
JJZvwient ofPostsecond^ 

Cation i« eatablished under section 
lOa of the Hi^r Education 
Astfodments of 190O, Title X (20 U^.C. 
lUSi-l)- The National Board of the 
Fond is established to *'ad vise the 
Secretary and the Director of the Fund 
fcflhf Improvement of Postsecondary 
Education... on the selection of 
meets under consideration for support 
^ the Fund in its competitions/* 

The meeting of the National Board 
Hill be open to the public. The proposed 
igenda i^udes: 

•Orkstitioo for new Board memben 
JfhKmioa of the Mina Shaughnesty 
Scholart Progrsm 

-AicuiiioD of Policy Issues Relevant to the 
fmA and tbs Minority Institutkma Science 
bprtn'enient Prografii 

Records shall be kept of all Board 
proceedings, and shall be available for 
public inspection at the Fund for the 
hsprovement of Post secondary 
fiction. 7th & D Streets. SW.^ Room 
noOi Washington. D.C. 20202, between 
the hours of 8:00—4:30 weekdays, except 
Federal Holidays. 

Dated: December 16.1981. 

Tbootsi P. Melady, 

h$’utca\t Stentary for Postsecondary 
U^tcaihn 

in Oik liOM hM tl>lS-S 1 : a«S baI 

BUM oooe eoDsai-ii 


environmental protection 

AGENCY 

iW»ffRL- 20 t 4 -aj 

Einagement Advisory Group, 
Construction Grants Program: MeeUng 
Cate Change 

The Management Advisory Group to 
IheC^stniction Grants Program 
JJ^ting. originally scheduled for 
wetnber 1.2.3.1981. has been 
*^Kheduled for january 12.13 and 14. 
W (Tuesday. Wednesday and 
iBorsday). 

The meeting will be in Washington. 
o«C. and open to the public. Any 
Jwtber of the public wishing to attend 
^ meeting should contact the 
«^tive Secretary. William A. 
.’^ttington (202-425-8988) after 
ji^ry 5.1982 to confirm the meeting 
^^cation of the meeting. 

Pr<!< notice was published 

^y. November 13.1981. Document 


Number 81-32767 at Page 56040 of the 
Federal Register. 

Dated: December 18,1961. 

Bntca R. Barrett. 

Acting Assistant Administrator for Water. 

|PR Doc it-06MS FM ais Mi| 

aajjNG cooc 

lPH-fRL-2015-4; C>PP-50547A1 

American Hoeefist Corp^ Amendment 
of Experimental Use Permit 

AQESSCY: Environmental Protection 
Agency (EPA). 

ACnoK: Notice. 

bummaby: EPA has amended an 
experimental use permit. No. 8340-EUP- 
6. issued to American Hoechst 
Corporation for use of the insecticide 
tralomcthrin (1R(1(SM3(RS*)))'2,2- 
dimethyl-3-(1.2.2.2-tetrabromoelhyl) 
cyclopropanecarboxylic acid alpha* 
cyano*3{3*phenoxphenyl)methle5ler on 
cotton to evaluate control of various 
Insects. The amendment adds four 
States. California. Georgia. Louisiana, 
and Mississippi. 

FOR FURTHER INFORMATION CONTACT: 
Franklin D.R. Gee. Product Manager 
(PM) 17, Registration Division (T^ 
767C), Office of Pesticide Programs. 
Environmental Protection Agency, Rm. 
207 CM#2,1921 fefferson Davis 
Highway, Arlington, VA 22202, (703- 
557-2890). 

SUPPLEMENTARY INFORMATION: EPA 
issued a notice that was published in the 
Federal Register of September 4.1981 
(46 FR 44496) pertaining to the issuance 
of an experimental use permit. No. 8340- 
EUP-6, to American Hoechst 
Corporation. This experimental use 
permit allows the use of 60 pounds of 
the InsecUdde (1R(1(S*)3(RS*)))*2,2- 
climethyl-3-(1.2,2.2-tetrabromoelhyl)- 
cydopropanecarboxylic add alpha* 
cyano-3(3-phenoxyphcnyl)methylcster 
on cotton to evaluate control of various 
insects. A total of 200 acres are 
involved. At the request of the company 
the permit hos been amended. The 
program is now authorized only in the 
States of Alabama. Arizona, Arkansas, 
California. Georgia. Louisiana. 
Mississippi. North Carolina. Tennessee, 
and Texas. A temporary tolerance for 
residues of the active ingredient in or on 
cottonseed has been established. Crops 
treated with the product no longer have 
to be destroyed or used for research 
purposes only. 

(Sec. 5.92 SUt 619, at amended (7 IJ.S.C 
136)) 


Dated: December 10.1981. 

Robert V. Brown. 

Acting Director, Registration Division, Office 
of Pesticide Programs. 

im Doc t1-teM2 FM A4ft oml 

aajjNO cooe-sMo-xMi 


(TSH-ERL-2015-1; OPTS-513711 

Certain Chemicala; Premanufacture 
Notices 

agency: Environmental Protection 
Agency (EPA). 

acti on: Notice. _ 

summary: Section 5(a)(1) of the Toxic 
Substances Control Act (TSCA) requires 
any person who intends to manufacture 
or import a new chemical substance to 
submit a premanufacture notice (PMN) 
to EPA at least 90 days before 
manufacture or import commences. 
Statutory requirements for section 
59(a)(1) premanufacture notices are 
discussed in EPA statements of interim 
policy published in the Federal Register 
of May 15.1979 (44 FR 28558) and 
November 7,1980 (45 FR 74378). ThU 
notice announces receipt of two PMNs 
and provides a summary of each. 

OATES: Written comments by: PMN 81- 
638 and 81-639. February 13.1982. 
ADDRESS: Written comments. Identified 
by the document control number 
*'IOPTS-5137ip andihe specific PMN 
number should be sent to: Document 
Control Offtcer (TS-793). Office of 
Pesticides and Toxic Substances. 
Environmental Protection Agency, Rm. 
E-409. 401 M Street SW.. Washington. 
D.C 20460 (202-382-3532). 

FOR FURTHER INFORMATION CONTACT: 
David Dull. Acting Chief. Notice Review 
Branch, Chemical Control Division (TS- 
794). Office of Toxic Substances. 
Environmental Protection Agency, Rm. 
E-216. 401 M Street SW.. Washii^ton. 
D.C 20460 (202-425-2001), 
SUPPLEMENTARY INFORMATION: The 
following are summaries of information 
provided by the manufacturer on the 
P.MNs received by EPA: 

PMN Sl-638 

Close of Review Period. March 15, 
1982. 

Manufacturer's Identity. Claimed 
confidential business information. 
Organization information provided: 
Annual sales—Over $500 million. 
Manufacturing site—South Atlantic 
region. 

Standard Industrial Classification 
Code—2821. 

Specific Chemical Identity. Claimed 
confidential business information. 
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Generic name provided: Polyether 
reaction product with toluene 
diisocyanate-methacrylate terminated. 

Use, The manufacturer states that the 
PMN substance will be used as an 
industrial polymer for plastic printing 
plates. 

Production Estimates, Claimed 
confidential business information. 

Physical/Chemical Properties, 
Claimed confidential business 
information. 

Toxicity Data, Claimed confidential 
business information. 

Exposure, The manufacturer states 
that during manufacturer 2 workers may 
experience dermal exposure 1 hr/day. 
150 days/yr during discharge. 

EnvironmentaJRclcasc/Disposal The 
manufacturer states that there will be no 
release to the environment 

P.MN Bl-639 

Close of Review Period, March 15. 
1982. 

Importer's Identity, Henley and 
Company. Inc.. 750 Third Avenue. New 
York. N.Y. 10017. 

Specific Chemical Identity, Claimed 
confidential business information. 
Generic name provided: Aliphatic acid 
ester. 

Use, Claimed con6dentlal business 
information. Generic use Information 
provided: The Importer states that the 
PMN substance will be used in a 
destructive, contained use. 

Import Estimates, Claimed 
confidential business information. 

Physical/Chemical Properties 

Appearance, Clear liquid, pleasant odor 

pH 0.3% w/w solution. 4.1 

Boiling point @ 20* C. 207-211* C 

Flash point. 84-85* C 

Melting point, 5* C 

Solubility @ 20* C. 0.3% 

Density @ 20* C 1.04 g/ml 
Vapor pressure @ 20* C, 1 mbar 

Toxicity Data. No data were 
submitted. 

Exposure. Claimed confldential 
business information. 

Environmental Release/Disposal. The 
importer states that less than lOkg/yr 
will be released to air. land and water. 

Dated: December 16,1961. 

Woodson W. Bercaw, 

Acting Director, Management Support 
Division, 

ini D«c u-M-tt; M iiAj 

BIUINO coot sseo-si-ii 


(PH-FRL- 2015 - 3 ; OPP- 50566 ) 

Issuance of Experimental Use Permits 

AQCNCV: Environmental Protection 
Agency (EPA). 


ACnofc Notice. 

summary: EPA has granted 
experimental use permits to the 
following applicants. These permits are 
in accor^nce w ith, a nd subject to. the 
provisions of 40 CFR Part 172, which 
defines EPA procedures with respect to 
the use of pesticides for experimental 
purposes. 

FOR FURTHER INFORMATION CONTACT: 
The product manager cited in the 
experimental tme permit at the address 
below: Registration Division (TS-767C), 
Office of Pesticide Programs, 
Environmental Protection Agency. 1921 
Jefferson Davis Highway, Ariington, VA 
22202. 

SUPPLEMENTARY INFORMATION: EPA haS 
issued the following experimental use 
permits: 

464-EUP-64. The Dow Chemical 
Company. P.O. Box 1706. Midland. Ml 
48640. This experimental use permit 
allows the use of 000 pounds of the 
insecticide chlorpyrifos on wheat to 
evaluate control of aphids, amiyworms, 
brown wheat mites, cutworms, and 
grasshoppers. A total of 600 acres are 
involved The program is authorized 
only in the Slates of Kansas, Minnesota, 
and South Dakota. The experimental use 
permit Is effective from O^ober 27,1981 
to October 27,1982. Temporary 
tolerances for residues of the active 
ingredient in or on wheat, wheat straw, 
fat meat and meat byproducts of 
poultry and turkey have been 
established. A fo^ additive regulation 
for residues of the active ingredent in or 
on milling fractions (except flour) of 
wheat has been established Qay S. 
EHenberger. PM 12, Rm. 202, CMs^2, 
(703-557-2386)) 

352-EUP-10B. E. I. duPont de 
Nemours and Company, Wilmington. DE 
19898. This experimental use permit 
allows the use of nine pounds of the 
herbicide methyl 2-[(([(4.5-dimethyI-2- 
pyrimidinyl)- 

amino]carbonyl]amino]suIfonyI) 
benzoate on fallow land to be replanted 
to wheat or barley to evaluate control of 
weeds. A total of 1,200 acres are 
involved. The program is authorized 
only in the Slates of Colorado. Idaho, 
Kansas, Montana. Nebraska. North 
Dakota. Oklahoma, Oregon, South 
Dakota. Utah, Washington, and 
Wyoming. The experimental use permit 
is effective from February 1,1982 to 
February 1,1984. (Robert Taylor PM 25. 
Rm. 251, CM#2, (703-557-1800)) 

201-EUP-72. Tbe Shell Oil Company. 
1025 Connecticut Ave., NW., Suite 200, 
Washington, DC 20036. This 
experimental use permit allows the use 
of 39,600 pounds of the insecticide 
mcthomyl on pineapples to evaluate 


control of rootknot and renifonn 
nematodes. A total of 600 acres are 
involved. The program It aulhoriied 
only in the Slate of Hawaii. The 
experimental use permit Is effective 
from October 27,1981 to October 27 
1983. (Jay S, Ellcnbergcr. PM 12 , Rm.' ye 
CM#2. (703-557-2388)) ^ 

Persons wishing to review these 
experimental use permits are referred to 
the designated product managers. 
Inquiries concerning these permits 
should be directed to the persons dted 
above. It is suggested that inlertjsled 
persons call before visiting the EPA 
Headquarters Office, so that the 
appropriate file may be made available 
for Inspection purposes from 8:00 ajn. to 
4:00 p.m., Monday through Friday, 
excluding legal holidays. 


(Sec. 5.92 Slat 819. as amended. (7 U8C 
136)1 

Dated: December 10 , 19 S 1 . 

Robert V. Brown, 

Acting Director, Registration Divishn, O/fics 
of Pesticide Programs. 


[FX Ooc si’jsan rsod u-is-ai; su aal 
KLUNO COOC SMS-SS-M 


IPH-FRL- 2015 - 2 ; OPP- 50551 A 1 

NOR-AM Agricuttural Products. Inc4 
Amer>dment of Experimental Use 
Permit 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 


summary: EPA has amended an 
experimental use permit. No. 2139-EUP- 
23. issued to NOR-AM Agricultural 
Products, Inc. for use of the herbicide 
thidiazuron on cotton to evaluate its ase 
as a defoliant. The amendment cxtandi 
the experimental use period to july 1. 
1983. 


FOR FURTHER INFORMATION CONTACT. 
Richard F. Mountfort. Product Manager 
(PM) 23. Registration Division (TS- 
787C), Office of Pesticide Progranw. 
Environmental Protection Agency, Rm. 
237, CM^2,1921 Jefferson Davis 
Highway, Arlington, VA 22202 (703- 
557-1830). 


JPf>LEMENTARY INFORMATION EPA 
sued a notice that was publish in the 
sderal Register of September 25,1981 
e FR 47297) pertaining to the 
^ an experimental use permit, Na 21 
LJP-23. to NOR-AM Agricultural 
‘oducts, Inc. This experimental use 
jrmit allows the use of 1,530 pounds 
ic herbicide thidiazuron on colum 
raluate Its use as a defoliant Aw 
>50 acres are Involved. The program 

. ClafOA ni 


# 1% #4 
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^U^^Ariiona. Arkansas. 

23^, Georgia. Louisiana. 
iSflisippl. South CaroUna. Tennessee. 
-dTeas. At the request of the 

the permit has been amended, 
n-i^rirocntal use period has been 
ertesdedandthe permit is now 
Active until |uly 1.1983. 

S K SUl. «9, as amended (7 U^C 
j3b;) 

Dutcd: December 10,1981. 

Q0i|)as D. Campt* 

OffcMT. Regntratkw Division. Office of 
ftftkide Programs. 

^ ftc ®-*iN 1^ 

pujie coot 
|SWH^L- 1 »S -51 

Summary of Panel Discussions 
Rigarding the Und Disposal of 
Knardous Waste 

aqcncy: Environmental Protection 
Afency. 

/iCTKH i: Notice of availability. _ 

ttMUAFT, During the week of May 18- 
!11981. the Office of Solid Waste held 
I Id of panel discussions to address the 
niior technical issues relating to the 
imid disposal of hazardous waste. 

Paoels were composed of individuals 
ba industry. anademUe public interest 
groups, and EPA. The views and 
opWerns expressed were those of the 
iodividuais and not necessarily those of 
Ihe Agency. Today's notice announces 
ihe availability of the summary of these 
panel discussiona for public use and 
review. 

sares: Persons wishing to provide 
comment on any errors, omission or 
awded clarification of this summary 
ihoald do so in writing on or before 
Febnaary 26,1881. 

AfiOSESsas: Copies of the panel 
duotssions summary are available for 
»i^sring at the Subtitle C Docket Room 
Boom 2636). located at 401 M Street, 

SW, Washington. D.C. and at all 
J«^al Office Libraries during the 
^ of WJO ajn. to 4;30 p.ra. In 
•twition, a limited number of copies are 
wiiltble on a 18-day maximum loan 
by contacting the RCRA HoUlne. 
^of Solid Waste (WH-565). U.S. 
®A40l M Street, SW., Washington. 
0^29460 (phone: 800-424-0348. or in 
D.C, 544-1409). Comments 
•OQld be addressed to Kenneth Shuster. 
Di^al Division. (WH-564), 
of Solid Waste, U.S. 

'irenroenlal Protection Agency. 
’^Mhlngton. D.C. 20460. 

tNfORMATlOW CONTACT. 
J^th Shuster, Und Disposal 
(WH-564), Office of Solid 


Waste. U.S. Environmental Protection 
Agency. Washington. D.C. 20460, (202) 
755-0125. 

SUPPLEMENTARY INFORMATION: On May 
18-22 EPA sponsored o symposium on 
hazardous waste land disposal. Several 
national experts on the subject 
participated to express their views on 
the current slate of the art for predicting 
the environmental impact of hazardous 
waste land disposal facilities to EPA 
and the publia 

The views and opinions of the experts 
were expressed via a series of panel 
discussion divided into four major 
subject areas: 

1. Leachate predicting quantity and 
quality; attenuation in liners and the 
unsaturated zonr. and management 
approaches to control leachate quantity 
and quality. 

2. Predicting leachate plume migration 
in groundwater, modeling and 
monitoring. 

3. Gas generation and migration: rates 
of emissions: monitoring and dispersion 
modeling; and control practices. 

4. Health effects resulting from 
exposures to hazardous waste disposed 
on or in the land. 

The first topic was discussed for two 
full days and each of the other topics 
was the focus of a full day's panel 
discussion. During each session, a 
number of specific technical points were 
addressed. 

. The panel discussion summary Is 
titled "Land Disposal of Hazardous 
Waste—Summary of Panel 
Discussions." Readers are encouraged to 
provide comments on the summary 
where it is felt that panel opinions are 
either in error or in need of further 
amplification or clarification. A 
compendium of relevant comments will 
be appended to the summary at a later 
date. 

Dated: November 3.1961. 

CbrUlopber |. Capper, 

Acting Assistant Administrator, Solid Waste 
and Emergency Response 

(PR Doc ai-9M7S FUmi 12-24-11: SM miJ 
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FEDERAL COMMUNICATIONS 
COMMISSION 

Advisory Committee on Radio 
Broadcasting; Meeting 

The Advisory Committee on Radio 
Broadcasting will meet to provide 
information to interested members of 
the broadcasting industry and the public 
concerning the Region 2 Administrative 
Radio Cof^erence held in Rio de janeiro 
from November 9.1981 through 
December 18.1981. Members of the U.S. 


Delegation to the Conference, including 
representatives from industry, the FCC 
and the Department of State, will be on 
hand to answer questions. 

The Rio Conference Involved 
countries throughout the Wostom 
Hemisphere and was held under the 
auspices of the International 
Telecommunication Union. The purpose 
of the Conference was to develop an 
agreement governing the assignment of 
AM broadcast stations in Region 2— 
North. Central and South America, the 
Caribbean and Greenland. 

Date: Thursday, )anuary 7,1982. at 
10:30 a.m. 

Address: Federal Communications 
Commission. 1919 "M" Street. N.W., 
Room 858, Washington. D.C. 20554. 

Supplementary information: The 
meeting will be chaired by Mr, Kalmann 
Schaefer, Chairman of the U.S. 
Delegation to the Conference. 

For further information: Contact Louis 
C. Stephens. Federal Communications 
Commission. Washington. D.C. 20554. 
(202) 832-7792. 

William). Tricorico, 

Secretary, Federal Communications 
Commission. 

(HI Doc OI-OOBOarM 10-04-01:^45 anil 
SICUNO COOf §712-01-41 


[BC Docket Noe. 81-844, 81-845, 81-846; 

File Noe. BPCT-810227KL BPCT 810615KI. 
BPCTS1061SKS] 

Fox Media, Inc., et al.; Hearing 
Designation Order Designating 
Appileatione for Consolidated Hearing 
on Stated Issues 

Adopted: December 1.1981. 

Released: December 16,1981. 

In re Applications of Fox Media, inc.. 
High Point. North Carolina, BC Docket 
No. 81-844. File No. BPCT-810227KI: 
Triad Family Television. Inc.. High 
Point. North Carolina. BC Docket No. 
81-845, Fde No. BPCT-810615KI; and 
High Point Community Television, Inc., 
High Point, North Carolina, BC Docket 
No. 81-848, File No. BPCT-810615KS. For 
construction permit 

1. The Commission, by the Chief, 
Broadcast Bureau, acting pursuant to 
delegated authority, has before it the 
above-captioned mutually exclusive 
applications of Fox Media. Inc. (Fox). 
TOad Family Television. Inc. (Triad) and 
High Point Community Television, inc. 
(H^ Point) for a new commercial 
television station to operate on Channel 
67, High Point North Carolina. 

2. Applicants for new broadcast 
stations are required by i 73.3580(f) of 
the Commission's Rules to give local 
notice of the Bling of their applications. 
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They musl then file with the 
Commission the statement described in 
§ 73.3S80(h) of the Rules. We have no 
evidence that Fox and High Point 
published the required notice. To 
remedy this deficiency. Fox and High 
Point will be required to publish local 
notice and to file a statement of 
publication with the presiding 
Administrative Law judge within 40 
days after this Order appears in the 
Federal Register. 

Fox Media. Inc. 

3. No determination has been reached 
that the tower height ond location 
proposed by Fox would not constitute a 
hazard to uir navigation. Accordingly, 
an issue regarding this matter will be 
specified. 

4. The proposed tower for Fox is to be 
located 1.99 miles from the non- 
dircctionnl tower of AM radio station 
WOKX High Point, North Carolina. 
Because of the proximity of the 
proposed tower to WOKX. any gronl of 
a construction permit to Fox will l>e 
conditioned to ensure that WOKX's 
radiation pattern is not adversely 
affected by the construction of the 
proposed station. 

5. Applicant estimates that it will 
require $2,320,588 to construct its 
proposed facility and operate for three 
months, itemized as follows: 


COJfWTWiI- S2.109.t04 

lafHl inO boOisng 16.700 

ooMi--- S.OOO 

En«|»»#«nng coals . 4,000 

COM. - - . ■■ I - - 1,1 14.000 

Mo c ta n oo ui COM . _--- -; - 20.464 

OporvUrg COM (3 owdw) _ , 151.300 


To«4i-- 


6. Applicant estimates its legal costs 
at $5,000. This amount seems 
unreasonably low since this application 
must be prosecuted in a comparative 
hearing. Accordingly, an issue will be 
specifted inquiring into whether Fox*s 
GSlimale of its legal fees is reasonable. 

7. Applicant has not submitted its 
financial plan. Fox indicated that it 
would be forthcoming: however, our 
records do not reflect receipt of such an 
amendment. Applicant's balance sheet 
shows that it does have $3,000 cash on 
which it may rely. Accordingly, a 
financial issue will be specified to 
determine whether applicant has 
available an additional $2,317,588 over 
and above the $3,000 mentioned, as well 
as funds for additional legal fees if 
required. 

Triad Family Television, Inc. 

8. The Federal Aviation 
Administration's approval of applicant's 


lower height and location has expired. 
Consequently, grant of Triad's 
application shall be conditioned upon 
revalidation of the FAA clearance. 

Conclusion and Order 

9. FAcept as indicated by the issues 
specified below, the applicants are 
qualified to construct and operate as 
proposed. However, since the proposals 
are mutually exclusive, they must be 
designated for hearing in a consolidated 
proceeding on the issues specified 
below. 

10. Accordingly, it is ordered. That, 
pursuant to Section 309(e) of the 
Communications Act of 1934, as 
amended, the applications are 
designated for hearing in a consolidated 
proceeding, before an Administrative 
l«aw Judge at a time and a place to be 
specified in a subsequent Order upon 
the following issues: 

1. To determine with respect to Fox 
Media, Inc.: 

(a) Whether there Is a reasonable 
possibility that the lower height and 
location proposed would constitute a 
hazard to air navigation; 

(b) Whether, in Tight of the evidence 
adduced pursuant to the foregoing issue, 
applicant is technically qualified. 

|c) Whether applicant's estimates of 
its legal costs is reasonable; 

(dj Whether applicant has available 
an additional $2,317,588, plus addilionai 
funds for legal fees if reuuired; 

(c) Whether, in light of the evidence 
adduced pursuant to issues (c) and [dJ. 
applicant Ls financially qualified. 

2. To determine which of the 
proposals would, on a comparative 
basis, best serve the public interest. 

3. To determine, in light of the 
evidence adduced pursuant to the 
foregoing issues, which of the 
applications should be granted. 

11. It is further ordered. That, Fox and 
Ffigh Point shall each file with the 
presiding Administrative Law Judge 
proof of publication of local notice of the 
filing of their applications within 40 
days after this Order is published in the 
Federal Register. 

12. It is further ordered. That, in the 
event of a grant of Fox's application, the 
construction permit shall contain the 
following condition: 

Prior to construction of the TV tower 
authoriretl heroin, permittee ihall notify AM 
stotion WOKX. Hi^ Point, North Carolina, 
so that the AM^ station may determine 
operating power by the indirect method. 
Permitloe shall be responsible for the 
instalUillon and continued maintenance of 
detuning apparatus necessary to prevent 
adverse effects upon the pattern of the AM 
station. Subsequent to construction of the TV 
lower and installation of all appurtenances 


thereon, antenna impedance 
of the A.M antenna shall be made, 
suffideol field stronglh meosuromminl^ii 
be made, at a minimum of eight equally 
spaced radials. to eiUblrsh that the AJ4 
radiation pattern of the AM sUtlon is 
essentially omnldireclioruil The resuiu iM 
be submitted to the CommisMon in 
application for the AM station to return to IW 
direct method of power determiruitloiL 
Thereafter, the ly station msy commeiiot 
Umited fProgram Tests. 


13. It is further ordered. That in the 
event of a grant of the application of 
Triad Family Television. Inc. the grant 
shall be subject to the condition that 
construction shall not be commenced 
until F/\A approval of the tower height 
and location has been revalidated 

14. It is further ordered. That the 
Federal Aviation Administration IS 
MApE A PARTY RESPONDENT to tha 
proceeding with respect to issue 1(a). 

15. It is further ordered. That, to avail 
themselves of the opportunity to be 
heard, the applicants and the party 
respondent herein shall, pursuant to 

S 1.221(c) of the Commission's Rules, in 
person or by attorney, within ZOdayjof 
the mailing of this Order, file with the 
Commission in triplicate a written 
appearance stating an Intention to 
appear on the date fixed for the hearing 
and to present evidence on the issues 
specified In this Order. 

16. It is further ordered. That, the 
applicants herein shall pursuant to 
Sutton 311(a)(2) of the Communicatiooi 
Act of 1934, as amended, and f 73.3304 
of the Commission's rules, give notice of 
the hearing within the time and in the 
manner prescribed in such Rule, and 
shall advise the Commission of ihe 
publication of such notice as required by 
S 73.3594(g) of the Rules. 


Federal Commiuiicatiuns Commission. 


Larry D. Eads, 

Chief, Broadcast Facilities Divlswrt, 
Broadcast Bureau. 


|Fg D«*r. tl-aSH) F.M 13-24-01; *t45 
BILUMQ COOC S713-01>ll 


(BC Docket Nos. 81-642,81-843; F»e Mos 
BP-810309AP, BP 8!0618AO| 

Good News Media, Inc., and Paragon 
Radio Network, Inc.; Hearing 
Designation Order Designating 
Applications for Consolidated Hearing 
on Stated Issues 

In re Applications of Good News 
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ifcHfii. toe. Elmwood To^Tiship. 

Ikfichigan- Req. ^ 

K UK Docket Na 81-842, File No. 
oiL« 03 t»AP. Paragon Radio Network, 
ut. Elmwood Township, Michigan, Req: 
uflOkHx.250 W. 1 kW-iS. U, BC 

Packet No. 81-843, File No. BP- 

jjO^SAD. For consIrucHon permit. 
Novemhof 24,1961. 

Igjjgjint Dowmber 15 . 1 W 61 . 

1 . The Commission, by the Chief. 
Bureau, acting pursuant to 
^ricgatcd authority, has under 
Qjiwderalion the obove caplioned 
*j 4 ially exclusive applications for a 
orw AM bfoadcast slaliorL 
iGoodSews SUhUo, ina Applicant 
liiled to list the date and place of birth 
ifofBar Mr. Dale Pcriin. required in 
TaWe L Section II. of Form 301. An 
imiodinent will be ^f^quired. 

3. Anal>sis of the financial data Good 
iCfwi fubmitted reveals that $58,020 will 
be required to construct and operate for 
three months, itemized as follows: 



. St0,410 
. IS,S50 
1.000 
. 5.500 

. y7.650 

. S50.020 


Hie applicant proposes to finance the 
itatkm with donations, but has not 
documentcii their availability. Further, it 
bs not submitted a balance sheet 
Thnefore no funds have been shown to 
he available, and a limited financial 
ttiue most be spedfied. 

i OtherMattepL Neither applicant 
bis shown where Elmwood Township^s 
biiness district is located. Further, 
pimarlly because both applicants 
propose a Iransmitter site at the 
•wdhern edge of Elmwood Township, 
to proposed nlghtime Interfcrence- 
bw( 16.5 mV/m) contours would cover 
miy ab out 73 percent of the area and 76 
of tbe population of that 
*®™onity. Both applicants requests 
jjfiiverof) 73.24(J) of our Rules,’ but 
^ Jbilemenu are not suilicient lo 
rsUbliih that waiver is warranted. An 
*W^mpiiate issue will be specified, 

k^cept as indicated by the issues 
ibe applicants are 
Wlued lo construct and operate as 
^®poaed. However, since the proposals 


SecUoanzqu wiMirri in |)orllnflnl part that 
(a) » nV/oi uttvWx day and 
** wMiwai diiiricl of Ihe oommunlly of 
Ito aervlce to oH 


arc mutually exclusive, they must be 
designated for hearing in a consolidated 
proceeding. 

6. Accordingly, it Is ordered. That 
pursuant to section 309(e) of the 
C^unmunicalions Act of 1934, as 
amended, ihe applications arc 
designated for hearing in a consolidated 
proceeding, at a time and place lo be 
specified in a subsequent order, upon 
the following issues: 

1. To determine with respect to Good 
News Media. Inc.: 

a. The source and availability of 
sufficient funds to meet anticipated 
costs: and 

b. Whether, in light of the evidence 
adduced pursuant to (a) above, the 
applicant is rinancially qualified. 

2. To determine with respect to each 
proposal whether it would provide 
coverage of Elmwood Township. 
Michigan, as required by t 73.24(j) of the 
Commis8ion*s Rules, and if not, whether 
circumstances exist which warrant 
waiver of that rule. 

3. To determine which of the 
proposals would, on a comporative 
basis, better serv'e the public interest. 

4. To determine in light of the 
evidence adduced pursuant to the 
foregoing issues, which of the 
applications, if either, should be granted. 

7. It is further ordered. That Good 
News Media, Inc. shall file the 
amendment specified in paragraph 2 
above within 30 days aftc>r this order is 
published in the Federal Register. 

8. It is further ordered, That lo avail 
themselves of the opportunity lo bo 
heard and pursuant to ( 1.221(c} of the 
Commission's Rules, the applicants shall 
within 20 days of Ihe mailing of this 
order, in person or by attorney, file with 
the Commission in triplicate a written 
appearance stating an intention to 
appear on the date fixed for the bearing 
and to present evidence on the issues 
specified in this order. 

9. It Is further ordered. That pursuant 
to Section 311(a)(2] of the 
Communications Act of 1934, as 
amended, and ( 73.3594 of ihe 
Commission's Rules, the applicants shall 
give notice of the hearing as prescribed 
in the rule, and shall advise the 
Commission of publication of (he notice 
as required by Section 73.3594(g) of the 
Rules. 

Federal Cufiimunication CommiSBion. 

Larry D. Eads. 

Acting Chief, Broodcosl Facilities Dirts ion. 

IFR Dm. Al-4aM4 HWd ly-m-SL S4S MU! 

aiLUNo cooe 


IBC Docket No. 61-849; File No. BPH- 
810507AE) 

Robert L Griffis d/b/a/ Griffis 
Broadcasting Co.; Tye, Texas, Req: 

99.3 MHZ, Channel No. 257A 0.54 kW 
(H&V), 714.5 feet; Hearing Designation 
Order Designating Application for 
Hearing on Stated Issues 

Adopted: December 3,1961. 

Kcleesed: Decmnber 21.1981. 

1. The Commission, by Ihe Chief, 
Bioadcast Bureau, acting pursuant to 
delegated authority, has under 
consideration (i) the above-captioned 
application of Robert L. Griffis, d/b/a/ 
Griffis Broadcasting Compony (Griffis), 
for a construction permit for a FM 
station at Tye, Texas, (ii) a petition to 
deny filed by Craft Communications. 

Inc. (Craft) against Griffis (Hi) an 
Opposition filed by Griffis and (iv) other 
related pleadings.’ 

2. Prior to Griffis becoming an 
applicant, there were four applications, 
which had been designated for hearing, 
three applications for Abilene and one 
for Tye.* Under the "folnl Petitions For 
Approval of Agreement." the 
Administrative Law Judge (ALJ) 
appnn^ed agreements which allowed 
Burke to withdraw its application in 
exchange for Craft and TX-IN 
reimbursing him for expenses 
reasonably incurred in the preparation, 
filing and prosecution of his application; 
TX-IN would also withdraw in 
exchange for a portion of its expenses 
reasonably incurred in the preparation, 
filing and prosecution of its application. 
On August 4. 1960 Abilene Broadcasting 
Company, Inc. filed with the 
Commission a **Statement of Dismissal 
of Application** which was subsequently 
approved by the AL). All three 
applications were dismissed with 
prejudice. Since Abilene, Texas has 
seven broadcasting services licensed to 
it and Tye, Texas has none, the ALf 
found that the withdrawal of Ihe TX-IN 
application would unduly impede 
achievement of a fair, efficient 
distribution of radio services. Craft. 


* Pur»u«nt lo th« Commlftion'i Report and Order 
in rm Rrrned Ptocedumt for the Procming of Pari 
I of the Conmtfssion'S Ruhe, 77 FCXI 2d 20L 4S RR 
2d 1220 (1970). which direclcd the deliftion of ell 
iMsue pleading thote matters sought to ht nilstd 
by the parlies, hrrspecttvr of Ihe oamom^lature of 
Ihe ptredingB (e.s.. ^lihcm to Specify Issues, 

Petition lo Deny, etcl hairs bran coosidered only to 
Ihe txlcot spocifkally discusted. and/or issue(t) 
spscifWd. betsin. Accordingly, the opfiorlunity to 
raiMi issues that have not bera considered herein 
will be afforded the parties posl-designatlaa 
pursuant to 11-220 of the Rules, 

’The three applicants for Abilene were Abileno 
Broadcasting Company. Inc„ Craft Communications. 
Inc-, aod W. L Burke. |r» fBurkeV For Tys. Texas 
there was TX-IN Transmiasiocia Inc,. (TX-IN|. 
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therefore, was then required by the ALJ 
to publish a notice inviting new parties 
to apply for the facilities specified in 
TX-IN's. Tye, Texas application 
pursuant to Section 307(b) of the Act 
and S 73.3525(c] of the Commission's 
Rules.* 

3. On May 7.1981. the Commission 
accepted for Hling the mutually 
exclusive application of GriRis for Tye, 
Texas together with its request that its 
application be consolidated for hearing 
with Craft Communications, which was 
designuted for hearing on |une 9.1980.* 

4. Originally Craft hod a financial 
issue designated against it in Hearing 
Designation Order, 45 FR 47914. 
However, it rectified the financial 
deficiency and its ''Motion for Partial 
Summary Decision/* eliminating any 
issues as to material facts which 
required resolution at hearing, was 
granted. Memorandum Opinion and 
Order, FCC 80M-1808, released 
September 25.1980. 

5. The Griffis proposal, although for a 
different community from that of Craft 
would serve substantial areas in 
common. Consequently, in addition to 
determining, pursuant to section 307(b) 
of the Communications Act of 1934, as 
amended, which of the proposals would 
best provide a fair, efficient and 
equitable distribution of radio service, a 
contingent comparative issue will also 
be specified. 

6. The applicant is qualified to 
construct and operate as proposed. 
However, since the proposal is mutually 
exclusive with Craft, the applicant must 
be designated for hearing in a 
consolidated proceeding with Craft 

7. Accordingly, it is ordered. That, 

* pursuant to section 309(e) of the 

Communications Act of 1934. as 
amended, the application of Robert L 
Griffis is consolidated into the 
proceeding, in BC Docket No. 80-295. 
with the application of Craft 
Communication Inc., at a time and place 
to be specified in a subsequent Order, 
upon the following issues: 

1. To determine the areas and 
populations which receive primary aural 
service (1,0 mV/m or greater in the case 
of FM) from the proposed operations 
and the availability of other primary 
ser\'ice to such areas and populations. 

2. To determine, in the light of Section 
307(b) of the Communications Act of 
1934. as amended, which of the 
proposals would better provide a fair, 
efficient and equitable distribution of 
radio service. 


* Shmurujt%tufii Opiniiin and Otthr, FCC SlM>7SS. 
rrleitfti-d Munch 10. lOSl. 

FK 4^14, BC Dockft No. aa-2BS. FUr Na 
B111>700&2AB|100U). 


3. To determine, in the event it is 
concluded that a choice between the 
applications should not be based solely 
on considerations relating to Section 
307(b). which of the proposals would, on 
a comparative basis, better serve the 
public interest. 

4. To determine, in the light of the 
evidence adduced pursuant to the 
foregoing issues, which, if any, of the 
applications should be grant^ 

8. It is further ordered. That, the ^ 
engineering amendment filed by Griffis 
is accepted. 

9. It is further ordered. That the issues 
specified in BC Docket No. 86-295 are 
superseded by the issues specified in 
this Order. 

10. It is further ordered. That, to avail 
itself of the opportunity to be heard, the 
applicant herein shall, pursuant to 

$ 1.221(c) of the Commission’s rules, in 
person or by attorney, within 20 days of 
the mailing of this Order, file with the 
Commission in triplicate a wvritten 
appearance stating an intention to 
appear on the date fixed for the hearing 
and to present evidence on the issues 
specific in this Order. 

11. It is further ordered. That the 
applicant herein shall, pursuant to 
Section 311(a)(2) of the Communications 
Act of 1934, as amended, and { 73.3594 
of the Commission's Rules, give notice 
of the hearing within the time and in the 
manner prescribed in such Rule, and 
shall advise the Commission of the 
publication of such notice as required by 
S 73.3594(g) of the rules. 

Federal Communications Commission. 

Larry D. Eads. 

Chief, Broadcast FocMitics Division, 
Broadcast Bureau, 

(FR Dog. S1-3SS40 PIUJ 041 4Ub| 

•axJNQ cooc sris-ei-M 


(BC Docket Noe. 81-835, etc.; File No. 
BPCT-810513KF,etC.) 

Media South Broadcasting Corp. et aJ.; 
Hearing Designation Order 
Designating Applications for 
Consolidated Hearing on Stated Issues 

Adopted: November 27.1981. 

Released: December IS, 1961. 

In re Applications of Media South 
Broadcasting Corp.. Jackson, 

Mississippi. BC Dtekel No. 81-635. File 
No. BPCT-610513KF; Jackson Family 
Television. Inc., fackson, Mississippi. BC 
Docket No. 81-836. File No. BPCT- 
810605KE; Big River Broadcasting Co.. 
Jackson. Mississippi. BC Docket No. 81- 
837, File No. BPCT-B10806K1: Television 
Corporation of Mississippi, Jackson, 
Mississippi, BC Docket No. 81-838. File 


No. BPCT-810806KJ; For corutnictioa 
permit. 

1. The Commission, by the Chiet, 
Broadcast Bureau, acting pursusni to 
delegated authority, has before it the 
above-captioned mutually excluihre 
applications for authority to conttmdti 
new commercial television hrosdem 
station on Channel 46 Jackson, 
Mississippi. 

2. Since no determination has been 
reached that the lower heighu and 
locations proposed by Jackson Family 
Television. Inc. and Television 
Corporation of Mississippi would not 
constitute a hazard to air navigation, m 
issue regarding this matter is required. 

Media South Broadcasting Coip. 

3. Applicant has apparently failed to 
make provision for lease of land or 
buildings. It will require el least 
$2,801,224 to construct and operate as 
proposed. The applicant has shown ihd 
$3,575,335 Is available to finance 
proposal, providing a $774,111 oishloti 
Since a $774,111 cushion is available, no 
financial issue will be specified. 

Jackson Family Television. Inc 

4. Applicant estimates that $489737 
will be required to construct and openti 
as proposed. To finance the propoiaL 
applicant relies upon $12,500 in existing 
capital and a $500,000 loan from First 
Citizens Bank. The bank letter requires 
the personal guarantees of the prindpili 
of applicant corporation, but no 
undertaking to guarantee these loans 
has been submitted. Therefore, a 
financial issue will be specified to 
determine the source and availability of 
an addiUonal $477,237. 

Big River Broadcasting Co. 

5. The applicant estimotes that 
$3,797,267 will be required to construct 
and operate as proposed No finsndal 
statements have been submitted to 
document the ability of Big River to 
finance the proposal. However, an 
installment sales agreement from Haw 
Corporation has b^n submitted™ 
agreement requires an initial 25% own 
payment of $784,250 and four 
payments ($243,118). totalling 
Total equipment costs as per the HiW 
letter is given as $3,137,000. 

$2,109,632 is available as deferred crwi 
When we subtract this figure w 
$3,797,287 total costs, we find that M 
additional $1,687,635 will be 

and an appropriate issue ivill be 
specified. 

Television Corporation of 

6. The applicant indicate* . 

SI .004.500 will be required to confinw 
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M proposed* To finance Ihe 
ipplicant reiics upon a 
Ej^loan from The Television 
iSfoorstion of Virginia. Bui. no rinanclal 
liUte^ts were submltlcd by applicant 
tiTcndflOce The Television Corporation 
sbilily to extend Ihc loan. 
ITteifore. the loan cannot be 
iu ^riuf yd as a source of financing and 
C^^riate financial issue will*be 
lipcoSed 

CMdiifion and Order 
f. Except as Indicated ^ the issues 
[fedfied below, the applicants are 
aalified to construct and operate as 

However, since the proposals 
in mflteaDy exclusive, they roust be 
^rs^aied for hearing In a consolidated 
Bucttdiog on the issues specified 
Wow. 

I. Accordingly, It Is ordered. That. 
Ipnoanl to Section 309(e) of the 
iJConununications Act of 1934. as 
luDeodcd. the applicationa are 
[designated for hearing in a consolidated 
[proofing to be held before an 
lAdalfiiftrative Law |udge at a time and 
Ipboe lobe specified in a subsequent 
I Oder, upon the following issues: 

t To determine with respect to 
[{Kboa Family Television. Inc. and 
Tflwifion Corporation of Missinsippi 
uWher there is a reasonable possibility 
tbt the lower heights and locations 
popoied would constitute a hazard to 
lieruvigation. 

I 1 To determine with respect to 
Ijickscn Family Television. Inc.: 

I (s) the loorce and availability of an 
I addihooil $477,237; 

(b| whether, in li^t of the evidence 
adduced pursuant to the foregoing issue, 
lippheaxit it financially qualified. 

1 To determine with respect to Big 
Rnrer Broadcasting Co.: 

W the iouxx:e and availability of an 
idditioQil $1,687,635 to consinict and 
loperBte as proposed: 

1 in light of the evidence 

UAiced pursuant to the foregoing issue, 
ipplicint ii financially qualified. ' 
^®'®nnine with respect to 
T^dsion Corporation of Mississippi: 

^ •nnree and availability of 
I -1104500 to construct and operate as 
Itopoied; 

^*lher. in light of the evidence 
!Si lo the foregoing issue. 

Wlcwit It financially qualified. 

LL!?i which of the 

LSl * ® comparative 

belt ier>-e the pubUc interest 
In light of the 
J^aidduced pursuant to the 
pw^itmiet. which of the 
R^/Tf^ould be granted. 

ordered. That the 
I Aviation Administration is 


made a party to the proceeding with 
respect to issue t. 

10. It is further ordered. That to avail 
themselves of the opportunity to be 
heard, the applicants and party 
respondent herein, pursuant to { lJS21(c) 
of the Coinmission*8 Rules, in person or 
by attorney, shall, within 20 days of the 
mailing of this Order, file with the 
Commission, In triplicate, a written 
appearance stating an intention to 
appear on the date fixed for the hearing 
and present evidence on the issues 
specified in this Order. 

11, It it further ordered. That the 
applicants herein, pursuant to section 
311(aH2) of the Communications Act of 
1934, as amended, and § 73^594 of the 
Commission's Rules, shall give notice of 
the hearing within the time and in the 
manner prescribed in such Rule, and 
shall advise the Commission of the 
publication of such notice as required by 
S 73.3594(g) of the rules. 

Federal Conununicationi CommiMion. 

Larry D. Eads, 

Chief, Bfvadco9i FocUUh* Divisidn, 

Bn}odcast Bureau, 

im Doc. ju wan PM u-ji-at. ai4i m 

MLUNQ cooe 


(Report No. 1323] 

Pefitlons for Reconsideration of 
Actions In Rule Making Proceedings 

December 10.1S8L 

The following listings of petitions for 
reconsideration filed in Commission 
rulemaking proceedings is published 
pursuant to CFR 1.429(e). Oppositions to 
such petitions for reconsideration must 
be filed within 15 days after publication 
of this Public Notice in the Federal 
Register, Raphes to an opposition must 
be filed within 10 days after the lime for 
filing oppositions has expired 

Sub}TOl: Amendment of Part 15 of the 
FCC Rules to provide for remote control 
and security devices. (Docket No. 20990. 
RM't 1617. 2152 & 2223.) 

Filed by; Ronald D. Coleman & Edwin 
N. Lavergne. Attorneys for Pittway 
Corporation on 12-9-01. John B. Yeliott. 
]r.. Attorney for A.R.F. P^ucta, Inc., on 
12-10-81. 

Subject Amendment of Part 94 of the 
Commission's Rules and Regulations to 
facilitate operation of low power, 
limited coverage systems in the 22.0-236 
GHz. (PR Docket No. 79-337, RM-3241.) 

Filed by: Joseph M. Kittner & 

Lawrence |. Movshin. Attorneys for 
General Electric Company on 10-29-81. 

Subject Amendment of Subpart H of 
Part 90 of the Commission's Rules and 
Regulations to Facilitate Interservicc 
Sharing of Frequencies in the Private 


Land Mobile Service below 470 MHz, 
(PR Docket No. 81-110. RM-3389.) 

Filed by: Joseph M. Kittner. Lawrence 
J. Movshin & James H. DeGraffenreidt. 
Jr., Attorneys for Manufacturers Radio 
Frequency Advisory Committee. Inc., on 
12-14-81. George Petnitsas, Attorney for 
Forest Industries Telecommunications, 
on 12-14-81. John B. Norton, Attorney 
for Association of American Railroads, 
on 12-14-81. 

William J. Trlcorico, 

Sifcretary, Federal Communcaihm 
Commission, 

im t)«c ttOWMS rM lZ-24-lt 846 am] 

siLuwo cooc 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Statement of Policy on Capital 
Adequacy 

agency; Federal Deposit Insurance 
Corporation. 

action: Statement of policy. 

summary: This Statement of Policy is 
intended to formalize internal guidelines 
concerning capital adequacy which 
were previously established by the 
FDlCf Board of Directors. The 
Statement of Policy is being published in 
order to promote greater uniformity 
among the various FDIC regions and to 
provide guidance to affected institutions 
on the FDIC's altitude toward capital 
adequacy. 

EFFECTIVE DATE: December 17.1981. 

FOR FURTHER INFORMATION CONTACT: 
James L Sexton. Associate Director. 
Division of Bank Supervision. Federal 
Deposit Insurance Corporation. 55017th 
Street. NW. Washington. D.C. 20429, 

(202) 389-4297. 

SUPPLEMENTARY INFORMATION: This 
Statement serves to reemphasize the 
FDIC's firmly held belief that equity 
capital is the critical element in 
determining the adequacy of capital in 
an operating bank. This policy statement 
is intended to dearly set forth 
qualitative criteria to be considered in 
determining adequacy of bank capital, 
to inject more objectivity and 
consistency into the process of 
determining capital adequacy, to 
provide nonmember banks vrith clearly 
defined goals for use in capital and 
strategic planning, and to address the 
issue of disparity in capital levels among 
banks in different size categories by 
adopting uniform standards regardless 
of the size of the institution. 

The Regulatory Flexibility Act of 1980 
(Pub. L No. 96-354) does not apply to 
general statements of policy; therefore. 











Federal Resistor / Vol, 46, No. 248 / Monday, December 28. 1981 / Notices 


G2694 


no rcgulatory flcxibillty onalysis is 
required. The Policy Statement does not 
entail uny specified reporting or 
recordkeeping requirements within the 
ambit of the Paperwork Reduction Act 
of 1960 (Pub. L No. 96-511]. Because this 
is a Statement of Policy, it is not subject 
to sections 553 (b) through (d| of the 
Administrative Procedure Act and may 
be issued in final form without having 
been issued as a proposal. 

FDIC Statement of Policy on Capital 
Adequacy 

The capital composite to be used in 
assessing the adequacy of bank capital 
will be equity capital (minus assets 
classified loss and one-half of assets 
classified doubtful) expressed as a 
percentage of total assets (minus assets 
classified loss and one-half of assets 
classified doubtful). Equity capital is 
defined to include common stock, 
perpetual preferiod stock, capital 
surplus, undivided profits, contingency 
reserves, other capital reserves, 
mandatory convertible inslrumenta. and 
reserves for loan losses. 

Other instruments such as limited-life 
preferred stock or subordinated notes 
and debentures will not be considered 
in evaluating capital adequacy since 
they lack permanence, are not available 
to absorb losses in a going concern, and 
impose mandatory servicing 
requirements. The Corporation neither 
encourages nor discourages banks from 
issuing these obligations for funding or 
other corporate purposes; rather, it 
wishes to state its view that these 
obligations are not a substitute fur 
equity capital. To the extent that such 
instruments are used to increase lending 
and other legal limits, they may increase 
the level of risk in an institution by 
decreasing asset diversincation and 
may, thus, trigger a requirement for a 
gn:ater proportion of equity capital. 

The process of determining the 
adequacy of a bank*s capital will begin 
with a qualitative evaluation of critical 
variables that directly bear on the 
institution's overall financial condition. 
Tliesc variables include the quality, type 
and diversification of assets: current 
and historical earnings; provision for 
liquidity with particular emphasis on 
assct/liabilily mismatches and market 
depreciation in the portfolio of assets; 
the quality of management: and the 
existence of other octlvities which may 
expose the bank to risk including, in the 
case of holding company-affiliated 
banks, the degree of leverage and risk 
undertaken by the parent company or its 
affiliates. 

1 o foster objectivity in the analytical 
process and provide a benchmark for 
evaluating capital adequacy, the 


Corporation has established a threshold 
level for adjusted equity capital for all 
insured nonmember commercial banks 
at 6 percent of adjusted total assets. 
When the adjusted equity capital ratio 
falls below this level the Corporation's 
staff, in cooperation with the State 
banking department, will contact bank 
management and/or directors and 
require submission of a comprehensive 
capital plan acceptable to the 
Corporation and the State banking 
department. 

The Corporation has established a 
minimum aeceptable level of adjusted 
equity capital at 5 percent of adjusted 
total assets for any insured nonmember 
commercial bank. When the adjusted 
equity capitol ratio falls below this 
level, (he Corporation will insist on a 
specific program for remedying the 
equity capital deficiency promptly. The 
Corporation, in order to bring ab^t 
increases in capital once the minimum 
acceptable level is reached (whether 
that level is 5% or some higher limit as 
determined through an analysis of the 
overall condition of the institution), fully 
intends to utilize its authority to 
withhold approval of applications of 
various types and. in cooperation with 
the State banking department, to initiate 
administrative actions. 

It should be emphasized that the 
above percentage guidelines are for 
financially sound well-managed 
cf/Versi//W institutions with established 
records of adequate capital formation 
relative to asset growth. They apply 
regardless of size or holding company 
affiliation. 11 should also bo recognized 
that the various State bonking 
departments may impose more stringent 
capital requirements than those set forth 
in this policy statement. 

To provide protection against 
unforeseen adversity, the Corporation, 
encourages even the highest-quaiity 
institutions to maintain equity capital 
above these levels. For institutions that 
are exposed to greater degrees of risk 
based on the aforementioned critical 
variables, higher equity capitai levels 
must be maintained. It should be 
emphasized, with respect to institutions 
that currently have ratios in excess of 
the levels set forth above, that the 
Corporation will not countenance a 
diminution in capital ratios through 
payment of excessive dividends or 
speculative asset growth. 

The Corporation intends to review 
this policy position on an ongoing basis 
to ensure that (he overall level of risk to 
(he insurance fund is acceptable. The 
standards set forth herein will be 
reassessed periodically in light of 
changing conditions in the banking 
industry and particularly os (ho process 


of deregulation of interest ratfs nnd 
granting of additional banking poH«n 
proceeds. 

By Order of the Board of Dirccfoff 
Dccembof 17.1981 ^ 

Fodero! DepoiiU Insurant i CorponitioB. 
Hoyle L. Robinson. 

Executive Secretary. 

im Due. ,,^1 

BILUNQ COOC arM-St.ll 


FEDERAL HOME LOAN BANK BOAflO 
(No. 81-777) 

Privacy Act of 1974; Systems of 
Records; Annual Repubiication 

Dated December 18.1981 

agency: Federal Home Loan Bank 
Board. 

ACTION: Final Action Syslecns of 
Records—Republi Cii 1 i on. 

summary: The Bank Board b required 
by the Privacy Act of 1974 to rcpobliih 
annually its system of records. The moitj 
recent full publication of said syitens 
was made on October 18,1960 si 45 HI 
66840-68856. 

The Board herewith republishes tiie 
following systems: FHLBB-1. FHLBB-4, 
niLBB-5. nnjjB-8. rilbb- 

10. FHLBB-12, FHLBB-14. FHLBB-lk ! 
FHLBB-19. and FHI.BB-21 All other 
systems published as of October 18. 
1960 remain unchanged and are 
incorporated herein by reference. The 
republished systems are amended to , 
show address changes or changes in 
agency designations, eg. substitutiooof 
^Office of Personnel Managcmenf for 
“Civil Service Commission.** The Syft« 
numbered as FHLBB-5 is a new systea 
of records published on August 2^ 19M 
at 46 FR 43062-63. FHI has been 
eliminated. 

EFFECTIVE DATE; Decem!>cr 2a 1«B. 

FOR FURTHER INFORMATlON CONTACT: 
William Van Lenten (202) 377-6481 
authority: 5 U.S.C 552a. 

The full texis of Iho amended F<^l 
Hume l.oan Bank Board s>'s(t'ms of 
records are as follows: 

HILBB-1 

SYSTEM name: 

Internal Office Personnel Files 

SYSTEM location: . 

See '‘System Manager ** 

categories Of IMOfVIOUALS COVESEO S^ ^ 

system: 

Federal Home Loan 
employees, consultants, and 
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rfthf Federal Savings and Uan 
jujoniiceCorporaliona and Federal 
Sivings and Loan Insurance 
Coiporatlon receiverships. 

CATiooftf s Of sccoaos m tmc svsteik 
this s>’Stem consists of a variety of 
n^f relating to personnel actions 
loddetenDinations regarding 
Ipdiriduals while employed by the 
F^rii Home Loan Bank DoartL as 
i QOBsvlunts to the Board* or as 
[ coflotees of a Federal Savings and 
[ Uio durance Corporation 
j ureiiwhlp. The records may contain 
I hionsation about an individual relating 
i to Oils of birth: social security number, 
idmni preference; tenure; physical 
hodicap: past and present salves, 
gids). and position titles: and may 
' indode letters of commendations, 

I aprimands. charges, and decision on 
duget; notices of reduction-ln*force; 
Mddfol reports; upward-mobility 
hdonastion: locator files; loans with 
Sivtngi and Loans; personnel actions, 
iodo^ but not limited to appointment, 
ponotion. reassignment demotion. 
wxk detail transfer, and separation; 

I probationary period: training: minority 

iodicaton life insurance, health 
fits, and designation of beneOdary; 
application for employment; letters of 
tdersnee: performance ratings (MBO/ 

KOI or other as applicable); 
docnoientation of persoimd actions or 
dedsioftt made at^ut the individuah 
I ivrmts; records of equipment and 
feitehils issued to the IndividuaL leave 
and tmuHind-attendance records: travel 
Kccrds: duplicate employee 
beatification cards; and other 
Wormalion regarding the individual. 

••ncarry foa maintenamci Of tmi 
WTms: 

51’S.C 1302,2951, 4118,4308, 4508, 

JM Executive Order 10561, dated 
wptember 13.1954. 

uses Of RCCOROS MAUtTAJlieO m 

moMomo CATcoomes of usens 
^ ne puRposes Of such usee: 

hdonnation In these records is used or 
be used: 

j (1) By Board and receivership officials 
I in connection with training. 
JJP^tmenls. transfers, promotions, 
^^enls, adverse actions 
disciplinary acUona), 

I ™na«on8 of qualificaUoris of an 
™ial deiermlnationB of conflicts of 
I equipment assigned to an 
entitled benefits, leave 
and used, travel undertaken, 
^reimbursements: 

Federal employee quesUons the 


validity of a specific document in his 
record: 

(3) By the Courts to render a decision 
when an agency has refused to release 
to a current or former Federal employee 
a record under the Freedom of 
Information Act: 

(4) To provide information to a 
prospective employer of a current or 
former Federal employee: 

(5) To provide data for the automated 
Central ^rsonnel Data File (CPDF); 

(0) To provide data to update Federal 
Automated Career Systems (FACS), the 
Executive Inventory File. Security 
Investigations, the Index on New Hires, 
and materials concerning adverse 
actions and termination; 

(7) To provide information to a 
Federal agency, in response to its 
request in connection %vith hiring or 
retention of an employee, letting of a 
contract, or issuance of a license, grant, 
or other benefit by the requesting 
agency, to the extent that the 
information is relevant and necessary to 
the requesting agency's decision on the 
matter; 

(8) In connection %vith requests for 
information from a Federal. State, or 
local agency maintaining dvil. criminal, 
or other relevant enforcement or other 
pertinent informatioa such as licenses, 
if the obtaining of such information is 
necessary to an agency decision 
concerning hiring or relention'of an 
employee, issuance of a security 
clearance, letting of a contract, or 
issuance of a license, grant, or other 
benefit; 

(9) To refer, where there is indication 
of a violation or potential violation of 
law (whether civil, criminal, or 
reguiatorv), to the appropriate Federal, 
State, or local agency charged with 
responsibility for investigating or 
prosecuting such violation, of enforcing 
or implementing the statute, or rule, 
regulation, or order issued pursuant 
thereto; 

(10) As a data source for management 
information for production of summary 
descriptive statistics and analytical 
studies In support of the functions for 
which the records are collected and 
maintained, or for related personnel 
management functions or manpower 
studies, and for utilization in response to 
general requests for statistical 
information without personnel 
identification of individuals under the 
Freedom of Information Act or to locate 
specific individuals for personnel 
research or other personnel 
management functions; 

(11) Verification of employment for 
credit ptirposes: and 

(12) Disclosure of information may be 
made to a congressional office from the 


record of an individual, in response to 
an inquiry from that office made at the 
request of an individual, if such 
Information would be available directly 
to the Individual upon request. 

POUCICS AMO PHACnCSS FOM STOfUMO, 
MSmieVIMO. ACCtSSfMO, RETAININQ. AMO 
04tPOSlMO OR fteCOHOS tM THB SYSTtM: 

rroRAOt: 

Records are maintained in file folder 
or on Kardex cards in the lockable 
containers or in secured rooms. 

ftrrmEVABiuTY: 

Records are filed by name of 
indIviduaL 

SAFtOUAHOS: 

Access is limited to personnel whose 
official duties require such access and 
who have a need to know the 
information in a record for a particular 
iob-related purpose. 

ftCTlNTION AMO DISPOSAL: 

Cut-off upon termination of 
employment Destroy 60 days after cut* 
off. 


SYSTEM MAMAOEIl(S) AMO ADOftCSS: 

The business address of each system 
manager listed below, unless otherwise 
indicated, is: Federal Home Loan Bank 
Board. 1700 C Street NWh Washington, 
D.C 20552. 

Director. Office of Policy and Economic 
Research 

General Counsel, Office of the Ctmeral 
Counsel 

Director. Office of Federal Savings and Loan 
Corporation 

Director. Administration Office 
Director. Office of Industry Development 
Manager. Scottsdale Office 
Federal Savings and Loan Insurance 
Corporation 

Western Office Manager 
Federal Savings and Loan Insurance 
Corporation 

Northwest Guaranty Receivership 
Federal Savings and Loan Insurance 
Corporation 

Director. Minority Affairs Office 
Director. Communications Office 
Personnel Liaison Officer. Controller's 
Division 

Director. Office of Community Investment 
Director. Administrative Services Division 
Director. Office of District Banks 
Director. Information System Division 
Personnel Liaison Officer. Office of Internal 
Evaluation and Compliance 
Director. Office of Examinations and 
Supervision 
Receivership Agent 
Midwestern Office 

Federal Savings and Loan Corporation 
District Director—Examinations 
Office of Examinations and Supervision 
Federal Homo Loan Bank Board 
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One Federal Street—Hiirteonth Floor 
Boston. Maisochusetts 02110 
DislHct Director—PocAmlnAtiona 
OfTIct* of Examinations and Supervision 
Federal Home Loan Bank Board 
One World Trade Center Floor 103 
New York. New York 10040 
District Director—Examinations 
Office of Examinations and Supervision 
Federal ffome t/>an Bank Board 
11 Stanwix Street 
Gateway Center 
Pittsburgh. Pennsylvania 15222 
Assistant District Director 
Philadelphia Area OfFtce 
Office of Examinations and Supervision 
Federal Home Loan Bank Board 
3 Parkway. Suite 1324 
Philadelphia. Pennsylvania 19102 
District Director—Administration 
Office of Examinations and Supervision 
Federal Home Loan Bank Board 
280 Peachtree Street. NW 
10th Floor 

Atlanta. Ceorgio 30303 

Assistant District Director 

Sliver Spring Area Office 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

8757 Georgia Avenue 

Room 538 

Silver Spring. Maryland 20910 

Assistant District Director 

Charlotte Area Office 

Office of Examinations and Supervision 

230 South Tryon Street 

Suite 502 

Charlotte. North Carolina 28202 

Assistant District Director 

Fort Lauderdale Office 

Office of Examinations and Supervision 

Federal Home Loan Bonk Board 

299 E Broward BlvcL. 3rd Floor 

Fort Lauderdale. Florida 33301 

District Director—Examinations 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

2700 DuBois Tower 

511 Walnut Street 

Cincinnati. Ohio 45202 

Assistant District Director 

Cincinnati Area Office 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

2710 DuBois Tower 

511 Walnut Street 

Cincinnati. Ohio 45202 

Assistant DislHct Director 

Canton Area Office 

Office of Examinations and Supervision 
Federal Home Loan Bank Board 
229 Wells Avenue. NW. 

Canton. Ohio 44703 

Assistant DistHct Director 

Columbus Area Office 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

LeVogue Tower. Suite 300 

50 West Broad Street 

Columbus, Ohio 43215 

Assistant DistHct Director 

Nashville Area Office 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 


115 W. Washington Street Suite 1290 

Indianepolit. Indiana 48204 

DistHct Directoi^Examinations 

Offica of Examinations and Supervision 

Federal Home Loan Bank Board 

111 East Wacker DHve. Suite 700 

Chicago, niinoia 60801 

Assistant DistHct Director 

SpHnglleld Area Office 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

524 South 2nd Street Room 870 

SpringfleldL Illinois 62704 

Asslslonl DistHct Director 

Milwaukee Area Office 

Office of Examinations and Supervision 

Federal Home Loon Bank Board 

517 East Wisconsin Avenue 

Federal Building. Room 609 

Milwaukee. Wisconsin 53202 

DistHct Director—Examinations 

Office of Examinations and Supervision 

Federal Home Loan Bonk Board 

907 Walnut Street 

Room 501 

Des Moines, Iowa 50300 

Assistant DistHct Director 

Hazlewood Area OfDoe 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

320 Brooks DHve. Suite 240 

Hazlewood. MlssouH 63042 

Assistant DistHct Director 

Bloomington Area Ofllce 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

2001 Killebrew Drive 

Bloomington, Minnesota 55420 

DistHct Director—^Examinations 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

120 East 61h Street No. 3 Townsite Plaza 

Topeka, Kansas 66601 

Assistant District Director 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

Room 379 

Post Office Building 
16th and Stout Street 
Denver. Colorado 80202 
District Director—Examinations 
Office of Examinations and Supervision 
Federal Home Loan Bank Board 
600 Stewart Street 
Suite 610 

Seattle. Washington 08101 

Assistant DistHct Director 

Portland Area Office 

Office of Examinations and Supervision 

Federal Home Loan Dank Board _ 

U.S. Courthouse, Room 223 

820 SW. Main 

Portland. Oregon 9720S 

District Director—Examination 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

600 California Street 

Room 310 

San Francisco. California 94108 

Assistant DistHct Director 

Los Angeles Area Office 

Office of Examinations and Supervision 

Federal Home Loan Bank Board 

3450 Wiishire Blvd.. Suite 210 


Los Angeles. Californio 90017 

Assistant District Director 

Scottsdale Area Office 

Office of Examinations and Supeniibi 

Fetleral Home Loan Bank Board 

7100 E. Lincoln Drive. Suite D239 

Scottsdale, Arizona 85253 

District Dfrector—Exonuruitiom 

Office of Examinations and Superviiku 

Federal Home Loan Bank Board 

1350 Tower Building 

Little Rock, Arkansas 72201 

Assistant District Director 

Dallas Branch Office 

Office of Examinations and SuperviiioQ 

Federal Home Loan Bank Board 

1100 Commerce Street 

Room 3-Ar-6 

Dallas. Texas 75242 

Assistant DislHct Director 

Houston Branch Office 

Office of Examinations and Sopervisko 

Federal Home Loan Bank Board 

Suite 820 

One Allen Center 

500 Dallas Street 

Houston. Texas 77002 

Assistant District Dtrcctor 

New Oricans Area OfDce 

Office of Examinations and Sopm’iiiaB 

Federal Home Loan Bank Board 

800 South Street. Room 628 

New Orleani, Louisiana 70130 


NOTIFICATION PNOCCOime: 

Inquiries concerning records shall bt 
made by notifying the appropriate 
system manager. Such notincation msft 
include the Indivlduars name, soda) 
security number or employee 
identification number, date of birth, 
office of employment (including 
location), period of employrocnl and Ibf 
name of the record system. 

NeCONO ACCESS PNOCEDUnSS: 

Persons wishing to have access to 
their records or to have such records 
changed (including modification, 
addition, and deletion) shall notify thi 
appropriate system manager. Such 
notification shall Include the m®* 
information required to be furnished 
under ‘‘Notification’*, plus a statcinefll 
setting forth the desired access or 
changes and the reasons for such 
changes. 

CONTESTINO AECONO PAOCEOOIISS: 

See •‘Access Procedures’". 

RECONO SOURCE CATEOORlES: 

Information in this system of records 
may have been obtained from the 
Individual, his Immediate suptt^» 
persons at other supervisor Ic^ 
personnel office, the payroll 
Savings and Loan Associations, 

Civil Service Commission, or other 
sources. 
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lyU^NAlIf: 

Conroner Inquiry Records and Data. 

lYfTCM location 

OiQimner Affair® Civil Rights 
OKisioa Office of Examinations and 
cLmsIon. Federal Homo Loan Bank 
Boik 1 TOO G Street. NW., Washington. 
0£20S5I 

MSBUsr: 

gdsled information may be 
gisoiitoed in FI ILBB and FHLBB 
Kcgional Offices* files. 

CATfOOSttS Of INOIVIOUALS COVinOO BY THM 

wnit 

Persons who submit inquiries or 
cooplainU concerning regulated 
SiuiKaai institutions, the deposits of 
vbeb arc insured by the FSLIC and 
other related corporations e.g.: Holding 
CQsqianief and service corporation. 

UTtOOMCS Of Rccoaos IN THO SYSTEM: 

Inquiries and complaints, the nature 
cfiud inquiries or complaints, and 
kibnsation on the investigation and 
Ksolution of inquiries and complaints. 

MmOMTV FOB MAtNTfNAMCI Of THE 
mTEU: 

5U.S,C. 301. 

lOvriNI USf Of SCCOROS MAI^rTAIflEO m THE 

rnnu, mcLUDiNQ CATEOoatES of useiis 

MO THS fUBPOSCS Of SUCH USES: 

lofarmation may be disclosed to 
oSidalf of savings and loan 
associations in connection with 
inestigation of inquiries and 
oompiaints. Relevant referrals may be 
Bade to appropriate law enforcement 
igeodes or authorities in connection 
sitb investigation and/or prosecution of 
ifieged civil criminal and 
•dminislraiive violations. Disclosures 
■sy be made to a Congressional Office 
from the record of an individual in 
t'^aponse to an inquiry from the 
Congrcsiional Office made at the 
t'pqacst of that individual. Disclosures 
Biy also be made to the Federal 
wserve Board, other Federal financial 
teguistory agencies, and the Congress or 
j«y of its authorized committees in 
Wfilling reporting requirements or 
Miessing implementation of applicable 
tnd requirements. (Such disclosure 
Bill be made in a nonidcntiflable 
jBaner when feasible and appropriate.) 

rJuT*! made to other 

and nonfederal governmental 
*^wry or regulatory authorities 
n subject matter of a complaint 
laquiry is more properly within such 
jurisdiction. Other 
^ures are inlra-agency only. 

‘*^ding offices of Supervisory Agent. 


fouctes UNO pfucncES fon rromHO, 

RrmtCVINO. ACCE8SINO. BETAININO, ANO 
DfSPOSINO Of BECOBDS IN THE SYSTEM: 

stobaoe: 

Paper, computer tape. 

ftCTRIEVASIUTY: 

By individual name, complaint 
number or system identifier, or by 
savings and loan association name, 
district, complaint code, source code, 
disposition code; or by some 
combination thereof. 

SAFEOUABOS: 

Maintained in secured offices. 

BETEMTION ANO DISPOSAL: 

Active Cases: Cut off at end of 
calendar year in which case is closed. 
Transfer to FRC 3 years after cut off. 

Closed Cases: Cut off at end of 5th 
calendar year. Destroy 10 years after cut 
off. 

SYSTEM MANAOER<8) ANO ADDRESS: 

Director, as above. 

NOTIfICATfON PROCEOUBE: 

Director, as above. 

BECOBO ACCESS PBOCEDUBES: 

Director, as above. 

CONTESnUO BECOBO PBOCEDUBES: 

Director, as above. 

BECOBO SOUBCE CATEOOBIES: 

Inquirer or complainant (or his or her 
representative, which may Include, e.g., 
a member of Congress or an attorney); 
savings and loan association officials, 
employees and members; examiners and 
central files on savings and loan 
associations. 

FHLBB—5 

SYSTEM name: 

Investigation files. 

SYSTEM location: 

Federal Home Loan Bank Board, 1700 
G Street, NW.. Washington, D.C. 20552. 

CATEOOBIES Of INOIVIOUALS COVEBED BY TNS 

system: 

Employees of the Bank Board under 
Investigation and such other persons 
involved in Bank System and FSUC 
operations. 

CATEOOBIES Of BECOBOS IN THE SYSTEM: 

Files contain information concerning 
investigation of alleged irregularities in 
the operations of the Federal Home 
Loan Bank Board, the FSUC. and 
FHLBs. 

AUTMOBITY FOB MAINTENANCE Of THE 

system: 

5 U.S.C 301. 44 U.S.C. 3101. 


BOUTINE USES Of BECOBOS MAINTAINED IN 
THE SYSTEM, INCLUDINO CATEOOBIES Of 
USEBS AND THE PUBPOSES Of SUCH USES: 

1. In the event that a system of 
records maintained by this agency to 
carry out its functions indicates a 
violation or potential violation of law, 
whether civil, criminal or regulatory in 
nature, and whether arising by general 
statute, or by regulation, rule or other 
issued pursuant thereto, the relevent 
records may be referred, as a routine 
use, to the appropriate agency, whether 
federal, state, local or foreign, charged 
with the responsibility of investigating 
or prosecuting such violation or charged 
with enforcing or implementing the 
statute, rule, regulation or order issued 
pursuant thereto. 

2. A record from a system of records 
maintained by tliis agency may be 
disclosed as a routine use to a Federal, 
state, or local agency maintaining civil, 
criminal or other relevant enforcement 
information or other pertinent 
information, such as current licenses, if 
necessary to obtain information 
concerning the hiring or retention of an 
employee, the Issuance of a security 
clearance, the letting of a contract, or 
the issuance of a license, grant or other 
benefit. 

3. A record from a s^tem of records 
maintained by this agAcy may be 
disclosed to a federal agency, in 
response to its request, in connection 
with the hiring or retention of an 
employee, the issuance of a security 
clearance, the reporting of an 
Investigation of an employee, the letting 
of a contract, or the issuance of a 
license, grant, or other benefit by the 
requesting agency to the extent that the 
information is relevant and necessary to 
the requesting agency's decision. 

4. Disclosures may be made to a 
Congressional office from the record of 
an individual In response to an inquiry 
from the Congressional office made at 
the request of that individual. 

POUCIES AND PBACnCES FOB STOBtHO. 
BETBIEVINO. ACCE8SIN0. BETAININO, ANO 
DI8POSINO Of BECOBOS IN THE SYSTEM: 

btobaoe: 

Paper documents in file folders. 
BETBIEV ability: 

Filed by name of person under 
investigation and by case number. 

SAFEOUABOS: 

Records are maintained in locked file 
cabinets in secured rooms with access 
limited to those persons whose duties, 
as approved by the Director, require 
access. 
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arriKTiOM and cmsposai: 

Retained In office for 1 year after 
administrative closing of Hie. Retained 
by Record Center for 14 additional 
years. 

SYSTf M MAMAOCIttS) AND AOOIICSS: 

Director. Office of Internal Evaluation 
and Compliance. 1700 G Street. NW.. 
Washington. D.C 20SS2. 

NOTIFICATION PfIOCtDUfie: 

Inquiries concerning the records shall 
be made to the system manager. 

RECOaO ACCESS PNOCCOimc: 

Persons wishing to have access to 
their records or to hove such records 
changed or updated (including 
modification, addition, and deletion) 
shall notify the system manager. Such 
notification shall include the 
information required to be furnished 
under ^^Notification**, plus a brief resume 
or descrition of the information thought 
to be included in the record, a statement 
setting forth the desired access or 
changes, and the reasons for such 
changes. 

CONTESTING RECORO FROCEOURES: 

See access procedures. 

RECORD SOURCE CATEGORIES: 

Subject individuals, employees and 
officers of the Board and the FllLB's, 
employees and officers of insured 
SaLA*s. and borrowers and other 
persons having transactions with 
insured S&LAs. 

SYSTEMS EXEMFTEO FROM CERTAIN 
PROVISIONS OP THE ACT: 

Pursuant to 5 U.SC. 552a[k)(2) and 
(k)(5). all investigatory material In the 
record which meets the criteria of these 
sub-sections is exempt from the notice, 
access, and contest requirements (under 
5 UJ5.C. 552a (c)(3). (d). (cMl). (e)(4)( G). 
(H). and (1). and section 505a.l2 of the 
agency regulations in order for the 
Board's staB to perform its functions 
properly. 

FHLBB—a 

SYSTEM NAME: 

District Bank Officers* Biography File. 
SYSTEM location: 

Federal Home Loan Bank Board. 1700 
G Street. NW.. Washington, D.C. 20552 

categories of INDIVIOUALS COVERED SY THE 
system: 

All Federal Home Loan Bank Officers. 

categories of records in the SYSTEM: 

Resumes and Appointment Histories, 
including salary information. 


AUTHORITY FOR MAINTENANCE OF THE 

system: 

5 U.S.C. 301, 44 U.S.C. 3101. 
routine uses of records maintained in 

THE SYSTEM, INCLUDIHO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

(1) To provide general background 
information on Bank ofTtcers for use by 
the Director, Office of the District Banks 
and the Board. Information other than 
salary data is furnished to the public 
upon request. 

(2) Disclosure of information may be 
made to a congressional office from the 
record of an individual, in response to 
an inquiry from that office made at the 
request of the individual, if such 
information would be available directly 
to the individual upon request. 

POUCOES AND PRACTICES FOR STORtNO, 
RETRIEVING. ACCESSING, RETANilNO. AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Records are maintained in filing 
cabinets in file folders. 

RETRIEV ability: 

Records are filed by name of 
individual. 

safeguards: 

Access to salary data is limited to 
personnel who have a need to know the 
information for a job-related purpose. 

retention and disposal: 

Permanent, Cut-off upon retirement or 
separation of individual, and transfer to 
the Federal Records Center Offer to 
National Archives 5 years from date of 
cut-off. 

system MANAOERtS) AND ADDRESS: 

Administrative Assistant (Elections). 
Office of the Federal Home Loan Banks. 
See "Location** for address. 

NOTIFICATION PROCEDURE: 

Inquiries concerning the records shall 
be made to the system manager. 

RECORD ACCESS PROCEDURES: 

Persons wishing to have access to the 
records shall notify the system manager. 
Salary information is only available to 
the individual whose record is kept, and 
a request for such information must 
include the individual's name, date of 
birth, social security number, and period 
of employment. Inquirers wishing to 
contest records may do so through the 
system manager. 

CONTESTINO RECORO PROCEDURES: 

See "Access Procedures'*. 

RECORD SOURCE CATEOORICS: 

The individuals whose records are 
kept, and the Federal Home Loan Banks. 


FHLBB—8 
SYSTEM name: 

Candidates for Employment 
SYSTEM location: 

See ''System Manager", 

CATEGORIES OP BUNVIOUALS COVWfO tTTl. 
system: ^ 

Candidates for employment by the 
Federal Home Loan Bank Board. 

CATEGORIES OP RECORDS IN THE SYtTIM: 

Resumes. letters of referral, 
transcripts and Internal agency 
memoranda. 

AUTHORITY FOR MAINTENANCE OF TH| 
tYSTZm: 

5 U.S.C 301. 44 U.S.C 3101. 

ROUTINE USES OF RECORDS MAINrAJNCO M 
THE SYSTEM. INCtUOINO CATfOORIEtOF 
USERS AND THE PURPOSES OF SUCH UtU: 

(1) These materials are used by 
agency officials to evaluate 
qualifications of candidates for 
employment. 

(2) A record from this system of 
records may be disclosed as a "Routiw 
Use" to a Federal. Stale or local agency 
maintaining civil, criminal or other 
relevant enforcement InfonnatJon or 
other pertinent information such as 
current licenses, if necessary to obtala 
information relevant to an agency 
decision concerning the hiring or 
retention of an employee the isiuanoi 
of a security clearance, the letting of a 
contract, or the issuance of a hcensc. 
grant or other benefit. 

(3) Disclosure of information maybe . 
made to a congressional office from the 
record of an individual, in responieto 
an inquiry from that office made at the 
request of the individual, if such 
information would be available directly 1 
to the individual upon request 

POUCIES ANO PRACTICES FOR tTORWO, I 
RETRIEVING, ACCESSING. RETAINING, AMI | 
DI8POS4NO OF RECORDS IN T»« SYSTOC 

STORAGE: 

Records are maintained in Ole foldrft* 
An index card summariiing ^ 
application Is also prepared and Blea 

RETRItVABIUTY: 

Records are filed by name of 
candidate. 

SAFEGUARDS: 

Access is limited to supervisors and 
Personnel .Management Office 
employees whose official 
such access and who have a 
know the information In a record 
particular job-related purpose. 
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ipUdlOai *MO CNSeOSAU 
TiiM/erapplicalion to Official 

iwonncl Folder for candidates selected 
index card. Destroy files for 
(rtbef candidates after position has been 
flW. 


irtna MAiuoanis) aookcss: 

TV business address of each System 
jljflager listed below, unless otherwise 
iriicated U: 

Federal Horae Loan Bank Board 
1110 G Street. SV\/, 

WaUiingtnn. D.C. 20552. 

Deputy Director 
Of^of the District Banks 
General CoimseL Office of the General 
Counsel 

Ckiet Personnel Operations Branch 
Fnocinel Management Office. 

Auisunt Dialrict Director— Personnel 
Development 

06ke of Examinations and Supervision 
Fedml Horae Loan Bank Board 
aOPMchtree Street, NW, 

AtUota, Georgia 30303. 


•OTVICATIOM HlOCSOUfIt: 

loqQlries concerning records shall be 
Bade by notifying the appropriate 
ipteiD manager. Such notification must 
t^ade name, date of birth, social 
lecunty number, and name of record 
lyitem. 


iKoao access enoccounss: 

iHirsons desiring access to their 
Kcordi or to have such records changed 
(lodudiivg modification, addition, and 
ddetion) shall notify the appropriate 
lyitem manager, furnishing him the 
mfonnation required under 
"Notilicalion”, plus a statement of the 
desired access or changes and the 
reasons for such changes. 

MnTtSTttno necono pnoccouRiS: 

See "Access Procedures**, 

■KOaO souses CATEOORICS: 

IWividuals whose records are kept, 
Wividuali recommending an applicant, 
personnel office. Office of 
teonnel Management, college 
pscemeni officers. 

fitLBB-10 


Oepositon/Accounl Holders in 
iWaulled Associations 

•VlTui LOCATIOPt: 

^ “System Manager**. 

os INOIVIOUALS COVERfO BY TMi 

account In a 

association. 


CATeooRies or records in the system: 

Information pertaining to the account 
of an individual, including the type of 
account account balance, rate of return 
and interest earned, insurance payment, 
and other information relating to savings 
accounts. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

402, 405 of the National Housing Act. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCUIOtNO CATEOORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Information contained in this record 
system may be disclosed: 

(1) In connection with settlement of 
insurance claims against defaulted 
institutions insured by the Federal 
Savings and Loan Insurance 
Corporation, to representatives of the 
Corporation (including a private 
contractor assisting in insurance 
settlement activities by providing 
needed data processing or other 
services); 

(2) For credit checks (consistent with 
the Fair Credit Reporting Act) by 
individuals, firms, or agencies wishing 
to verify an individuars financial 
standing: 

(3) In the event that a system of 
records maintained by the Federal 
Savings and Loan Insurance 
Corporation to carry out its functions 
indicates a violation or potential 
violation of law. whether civil, criminal 
or regulatory in nature, and whether 
arising by general statute or particular 
program statute, or by regulation, rule, 
or order issued pursuant thereto, the 
relevant records in the system of records 
may he referred, as a routine use. to the 
appropriate agency, whether Federal, 
State. Local or Foreign, charged with the 
responsibility of investigating or 
prosecuting such violation or charged 
with enforcing or implementing the 
statute, or rule, regulation or order 
issued pursuant thereto: and 

(4) To Federal State and Local 
authorities, if necessary for assessment, 
computation, and collection of Federal, 
State, and Local taxes in accordance 
with established procedures. 

(5) Disclosure of information may be 
made to a congressional office from the 
record of an individual, in response to 
an inquiry from that office made at the 
request of the individual. If such 
information would be available directly 
to the individual upon request. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Records are maintained in lockable 
containers and on magnetic tape or 


other retrieval devices for use in 
computer systems. 

retricvabiuty: 

Records are filed by a combination of 
name and account number. 

SAFEGUARDS: 

Access is limited to personnel whose 
official duties require such access and 
who have a need to know the 
information in a record for a particular 
job-related purpose. 

RETENTION AND DISPOSAL! 

Retain in office 10 years after 
payment of last claimed account, then 
destroy. 

SYSTEM MANAGER(S) AND ADDRESS: 

Director 

Federal Savings and Loan Insurance 
Corporation 

Federal Home Loan Bank Board 
1700 G Street. NW. 

Washington. D.C. 20552 
Receivership 
Economy Savings A Loan 
2550 W. Slst St. 

Chicago. III. 60632 

NOTIFICATION PROCEDURE: 

Inquiries concerning records shall be 
made to the applicable system manager, 
furnishing name of the individual, name 
of institution where account was held, 
account number, and the name of the 
record system. 

RECORD ACCESS PROCEDURES: 

Persons wishing to have access to 
their records or to have such records 
changed (including modification, 
addition, and deletion) shall notify the 
appropriate system manager. Such 
notification shall include the 
information required under 
''Notification**, plus a statement setting 
forth the desired access or changes and 
the reasons for such changes. 

CONTESTING RECORD PROCEDURES: 

See ‘‘Access Procedures”. 

FHLBB—12 

SYSTEM name: 

Payroll/Personnel. 

SYSTEM location: 

Federal Home Loan Bank Board. 1700 
G Street. NW.. Washington, D.C 20S52. 

categories of individuals covered by the 
system: 

All current employees and all former 
employees whose employment 
terminated within the current calendar 
year. 
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CATcooetis Of fiecoRos in the system: 

Information pertaining to (1) employee 
status, grade, salary, pay plan, hours 
worked, hours of leave taken and 
earned, hourly rate, gross pay, taxes, 
deductions, net pay, location, and 
payroll history: and (2) employee 
residence. ofHce, social security number, 
and address. 

AUTHORITY fOR MAlNTENA»«Ce Of THE 

system: 

5 U.S.C. 301, 44 U.S.C. 3101. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCUIDIPMl CATEGORIES Of 
USERS ANO THE PURROSES Of SUCH USES: 

(1) information contained in these 
records is available for intra-Agency use 
in determining current employment 
status of employees, history of Payroll/ 
Personnel actions, bi-weekly gross pay. 
taxes, deductions, and net pay, total 
wages paid to date and deductions paid. 
(2) in the event that a system of records 
maintained by the Board to carry out its 
functions indicates a violation or 
potential violation of law. whether civil, 
criminal or regulatory in nature, and 
whether arising by general statute or 
particular program statute, or by 
regulation, rule or order issued pursuant 
thereto, the relevant records in the 
system of records may be referred, as a 
routine use. to the appropriate agency, 
whether Federal. State. Local or Foreign, 
charged with the responsibility of 
investigating or prosecuting such 
violation or charged with enforcing or 
implementing the statute, or rule, 
regulation or order issued pursuant 
thereto. (3) A record from this system 
may be disclosed as a routine use to 
other Federal agencies and the Office of 
Personnel Management if necessary for 
or incident to the payment of salaries 
and expenses incident to employment at 
the Federal Home Loan Bank Board or 
other Federal employment, or the 
vesting, computation, and payment of 
retirement or disability benefits. (4) A 
record from this system may be 
disclosed to Federal, State, and l.ocal 
authorities for reasons necessary and 
incident to the assessment, computation, 
and collection of Federal. State, and 
l.ocal taxes, in accordance with 
established procedures. (S) Disclosure of 
information may be made to a 
congressional office from the record of 
an individual, in response to an inquiry 
from that office made at the request of 
the individual, if such information would 
be available directly to the individual 
upon request. 


POUCICS AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Records are maintained in computer 
banks, on magnetic tape, and in file 
folders. 

retrievabiuty: 

Records arc filed by name or social 
security number. 

SAFEGUARDS: 

Access is limited to personnel whose 
official duties require such access and 
who have a need to know the 
information in a record for a particular 
job-related purpose. 

RETENTION ANO mSPOSAU 

Computer records are retained until 
the end of the calendar year in which 
employment is terminated; Magnetic 
tapes are retained for one additional 
calendar year. Records in file folders are 
retained for 6 years. 

SYSTEM MANAQER(8) ANO ADDRESS: 

Director, Information Systems 
Division. See "Location** for address. 

NOTIFICATION PROCEDURE: 

Inquiries concerning the records shall 
be made to the system manager. 

Inquiries must include name, date of 
birth, social security number, period of 
employment, and name of record 
system. 

RECORD ACCESS PROCEDURES: 

Persons wishing to have access to the 
records or to have such records changed 
(including modifleation, addition, and 
deletion) shall notify the system 
manager. Such notification shall include 
the information required to be furnished 
under "Notification", plus a statement of 
the desired access or changes and the 
reasons for such changes. 

CONTESTING RECORD PROCEDURES: 

See "Access Procedures*’. 

RECORD SOURCE CATEGORIES: 

Personnel and financial records 
maintained by the agency. 

FHLBB—14 

SYSTEM NAME: 

Asset Management System. 

SYSTEM LOCATION: 

See ‘‘System Manager". 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Individuals having loans with 
defaulted Associations, employees of 
such Associations, agents who manage 
property owned by or under the control 


of the Federal Savings and Loan 
Insurance Corporation, and I 

rent such property. ^ ' 

CATEGORIES OF RECORDS IN THE 

Records of loans including 
applications, title insurance policies, 
financial statements, credit chedt, 
income tax returns, notes, deeds of tn«. 
insurance policies, appraisals, loan I 
settlement statements, disclosures under r 
Fair Credit Reporting Act and I 

Regulation Z of the Board of Goveroon I 
of the Federal Reserve, collection letterL I 
correspondence and memoranda 
relating to the loan or property in 
question: records of rentals of FSUG 
owned or managed property. Induding 
tenants lists, rental schedules, security 
deposit information, amounts in arrean. 
evictions, rental judgments and ot\m 
related information. 

AUTHORITY FOR MANfTENANCi OF TNt 

system: 

Section 406 of the National Housini 
Act, as amended. 

ROUTINE USES OF RECORDS MANfTAlNEO W 
THE SYSTEM. INCLUDING CATEOORSfS OF 
USERS ANO THE PURPOSES OF SUCH UStK 

(1) Records maintained in this sysini 
are used by Federal Savings and Loan 
Insurance Corporation personnel and its 
representatives in connection with 
management of assets of defaulted 
Associations and are made available ia 
conformance with the Fair Credit 
Reporting Act to management agents for 
the Federal Savings and loan Insurance 
Corporation, credit Inquirers, and 
attorneys. (2) In the event that a system 
of records maintained by the Federtl 
Savings and Loan Insurance 
Corporation to carry out its functions 
indicates a violation or potential 
violation of law, whether civil, criitunsi 
or regulatory in natiut?. and whether 
arising by general statute or partloils/ 
program statute, or by regulation, rule or 
order issued pursuant thereto, the 
relevant records in the system of recow 
may be referred, as a routine use to the 
appropriate agency, whether Fedew 
State, Local, or Foreign, charged with 
the responsibility of investigate w 
prosecuting such violation or chw^ 
with enforcing or implementing the 
statute, or rule, regulation, or order 
issued pursuant thereto. (3) A 
from this system may be 
routine use to Federal. ^ 

authorities If necessary and incident w 
the assessment, computation, and 
collection of Federal. Stale, 
taxes in accordance with . 

procedures, or to the ui 

applicant*8 need for welfare ben 
Disclosure of information may 
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taieoW***'®***^ office from the record 
j-indiwdual. in response to an 
taofv from that office made at the 
(rfthe individual, if such 
S^tion would be available directly 
* the individual upon request. 


-rts wo wwcTicss so* STOWnW, 

ZZpJiw. Accsssato. asTwwiao. and 

OSSfCOROS w THS SVBTtM: 


roiuec 

Fileiafe maintained in locked File 
dbintts, secured rooms, and computer 
nondaiy storage (off-line). 


aiMvasajTv: 

gKurdi are Tiled by defaulting 
katitiition's account number. 


ItffQDAMXS: 

Aoeu is limited to persons whose 
dotiM required such access and who 
hire a 0 ^ to know the information in 
iie^ for a particular job^related 
ptfpose 

■mmoN AND oiseosAU 

tUcordfl relating to loans arc 
■lintained for 10 years after repayment 
oftheioan. Records relating to rental 
property are retained for 5 years. 

Jteoords pertaining to sales of real estate 
Bt retained for 5 years after cash sale 
ff 10 years after sale of properties 
linao^ by the Federal Savings and 
Loaa insurance Corporation. Magnetic 
tipes: (a) Receivership. Asset 
Mnuigemenu and Property Management 
tipet are retained for 30 days, then 
bUnked; (b) Bank tapes arc retained for 
Wdiys, then blanked; (c) Quarterly and 
Itar-UHiate tapes are retained for 1 
oleodar year, then blanked. 

wrniBAjaofRfs) and aoorcss: 

The business address of each system 
•WBsger, unless other wise indicated, is: 
Federal Home Uan Bank Board. 1700 G 
Street, Washington, D.C. 20552, 
Dw^or, Information Systems 
Ohrision, Western Office Manager, 
Federal Savings and Loan Insurance 
C«poration 
fcceivership 

Economy Savings & Loan 
$iit St. 

HI. 60632 


■®TWiCATK>a eaocsoufic: 

J^ulres concerning records shall be 
^ to the appropriate system 
Notification must include 
of individuaL name of defaulted 
appropriate, 

t of loan number, property rented 
peoM rented. Association where 
^ oyod. period of employment, and 
*®Poymenl capacity. 


MECOHO ACetSS PftOCCDURES: 

Persons wishing tobave access to the 
records or to have such records changed 
(including modification, addition, and 
deletion) shall notify the system 
manager. Such notificaUon shall include 
the information required to be furnished 
under ‘‘Notification”, plus a statement of 
the desired access or changes and the 
reasons for such changes. 

CONTtrriNO RECORD PROCEDURES: 

See “Access Procedures”. 

RECORD SOURCE CATCOORIE8: 

Defaulted Savings and Loan 
Associations; individuals whose records 
are maintained; credit bureaus; Federal 
Savings and Loan Insurance 
Corporation reports: Internal Revenue 
Service and other taxing authorities; 
title insurance companies; county 
officials, such as recorders; and 
individuals* employers, banks, and 
Savings and Loan Associations. 

FHLBB-15 

SYSTEM NAME: 

Discrimination Complaint System. 

SYSTEM location: 

Federal Home Loan Bank Board. 1700 
G Street. NW.. Washington. D.C. 20552 

CATEGORIES Of INOfVtDUALS COVERED BY THE 

system: 

Any current or former agency 
employee of applicant who files a formal 
complaint of discrimination based on 
race, color, religious, sex. national 
origin, or age. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Formal complaints. Equal Employment 
Opportunity counselors* reports, 
investigative files, official proposals for 
resolution, hearing examiners files, 
Office of Personnel Management appeal 
flies, civil actions (with attendant 
documentation). 

AUTHORITY FOR MAINTENANCE Of THE 

system: 

5 U,S.C, 301.44 U.S.C. 3101; B.O. 

11246. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDING CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES. 

(1) Records maintained in this system 
are used to provide documentation of 
complaint procedures for both 
administrative and legal purposes, they 
are made available to the Equal 
Employment Opportunity officer and 
F,qual Employment Opportunity staff, 
the parties involved in the complaint 
procedure and the Office of Personnel 
Management. 


(2) In the event that a system of 
records maintained by this agency to 
carry out its functions indicates a 
violation or potential violation of law. 
whether civil, criminal, or regulatory in 
nature, and whether arising by general 
statute or particular program statute, or 
by regulation, rule or order issued 
pursuant thereto the relevant records in 
the system of records may be referred, 
as a routine use, to the appropriate 
agency, whether Federal. State. Local or 
Foreign, charged with the responsibility 
of investigating or prosecuting such 
violation or charged with enforcing or 
implementing the statute, or rule, 
regulation, or order issued pursuant 
thereto. 

(3) A record from this system may be 
disclosed to other Federal agencies for 
uses Incident to employment of an 
individual by the Federal Government. 

(4) Disclosure of information may be 
made to a congressional office from the 
record of an individual, in response to 
an inquiry from that office made at the 
request of the individual, if such 
information would be available directly 
to the individual upon request. 

fOUCIES AND fRACnCES FOR STORING, 
RETRIEVING. ACCESSING, RETAININO. AND 
D1SROSINO Of RECORDS IN THE SYSTEM*. 

storage: 

Records are maintained in file folders, 
RETRIEV ability: 

Records are filed by name of 
individual. 

SAFEGUARDS: 

Access is limited to personnel who 
have a need to know the information in 
the record for a lob-related purpose, and 
may be gained only through the Director 
of Equal Employment Opportunity or the 
Equal Employment Opportunity officer. 

RETENTION AND DISPOSAL: 

Destroy 4 years after final adjustment 
for cases resolved within the agency. 
Transfer other cases to the Office of 
Personnel Management. Cases resolved 
by the Commission of a U.S. Court are 
controlled by the Commission's records 
schedule. Duplicate copies: Destroy 1 
year after resolution of a case. 

SYSTEM MANAOER(S) AND ADDRESS: 

Equal Employment Opportunity 
officer. See “Location” for address. 

NOTIFICATION PROCEDURE: 

Inquiries concerning the records shall 
be made to the system manager. 
Inquiries must include name, social 
security number, date of birth, period of 
employment and office of employment 
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(including location), and name of record 
system. 

nccoeo acccss peoccouef s: 

Persons wishing to have access to the 
records or to have such records changed 
(including modification, addition, and 
deletion) shall notify the system 
manager. Such notification shall include 
the information required to be furnished 
under '"NotiHcation**, plus a statement of 
the desired access or changes and the 
reasons for such changes. 

CONTSSTIMO RECOaO RflOCCDUftCS: 

See “Access Procedures'*. 

RECORD SOURCE CATEGORIES: 

Equal Employment Opportunity 
o^icer. personnel investigations, the 
complaint. 

FHLBB—19 

SYSTEM NAME: 

Employee Relations File. 

SYSTEM location: 

Federal Home Loan Bank Board, 1700 
G Street, NW., Washington. D.C, 20552. 

categories Of INOnnOUALS COVERED BY THE 
SYSTEM: 

Individual employees against whom 
allegations have been made. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Records of supporting materials that 
document adverse actions, complaints, 
other actions and appeals. 

AUTHORITY fOR MAINTENANCE Of THE 

system: 

5 U.S.C. 301, 44 U.S.C 3101. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM. INCLUO4N0 CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES: 

(1) Records maintained in the system 
are used to review status and history of 
each action: users are the employee 
relations specialist and, where 
appropriate, the Office of Personnel 
Management. 

(2) In the event that a system of 
records maintained by this agency to 
carry out its functions indicates a 
violation of potential violation of law. 
whether civil, criminal, or regulatory in 
nature, and whether arising by general 
statute or particular program statute, or 
by regulation, rule, or oi^er issued 
pursuant thereto, the relevant records in 
the system of records may be referred, 
as a routine use, to the appropriate 
agency, whether Federal. State. local or 
foreign, charged with the responsibility 
of investigating or prosecuting such 
violation or charged with enforcing or 
implementing the statute, or rule, 
regulation, or order issued pursuant 
thereto. 


(3) A record from this system may 
also be disclosed as a routine use to 
other Federal agencies for reasons 
necessary and incident to employment 
by the Federal Government. 

(4) Disclosure of information may be 
made to a congressional office from the 
record of an individual, in response to 
an inquiry from that office made at the 
request of the individual, if such 
information would be available directly 
to the individual upon request. 

POUCIES AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSING, RETAINING, AND 
DiSPOSINO OF RECORDS IN THE SYSTEM; 

storage: 

Records are maintained in locked 
filing cabinets in file folders. 

retrievabiuty: 

Records are filed by name of 
individual. 

safeguards: 

Access is limited to personnel whose 
official duties require such access and 
who have a need to know the 
information in a record for a particular 
job-related purpose; access may be 
gained only through the employee 
relations officer. 

RETENTION AND DISPOSAL: 

Destroy 4 years after final adjustment 
for cases resolved within the agency. 
Transfer other cases to Office of 
Personnel Management, 

SYSTEM MANAOER(S) AND ADDRESS: 

Employee Relations Officer. Personnel 
Management Office. See “Location** for 
address. 

NOTIFICATION PROCEDURE: 

Inquiries concerning the records shall 
be made to the system manager. 
Inquiries must include name, social 
security number, date of birth, office of 
employment of the person making the 
inquiry, and name of the record system. 

RECORD ACCESS PROCEDURES: 

Persons within to have access to the 
records or to have such records changed 
(including modification, addition, and 
deletion) shall notify the system 
manager. Such notification shall include 
the information required to be furnished 
under '^Notification**, the desired access 
or changes, and the reasons for such 
changes. 

CONTCSTINO RECORD PROCEDURES: 

See “Access Procedures**. 

RECORD SOURCE CATEGORIES: 

The individual whose record is 
maintained, the Personnel Management 
Office Liaison, the individual's 


supervisor, complainants and any 
officials Involved in settlemrai o( ih. 
complaint, 

FHLB8—22 

SYSTEM NAIfE: 

Training Request. Aulhorization, 
Notice of Completion of Training 

SYSTEM LOCATION: 

Federal Home Loan Bank Board, iToo 
G Street. NW„ Washington, D.C205S2 

CATEGORIES OF INDIVIDUALS COVERfO tY TM 
SYSTEM: 

Employees requesting and completiM 
training. 

CATEGORIES OF RECORDS IN TNI SYSTIM 

Fjnployee's name, sodal security 
number, date of birth, title, grade, office 
and division; course dates, course 
sponsor and address, course locatioa. 
actual hours in class, on or off duty 
hours, course title; principal purpose of 
training, type of training, oost of 
training, budget source, budget type: 
signatures of employee supervisor, 
o^ce director, director of Personnel 

AUTHORITV FOR MAINTENANCE OF TNf 

system: 

5 U.S.C. 301, 44 U.S.C. 3101. 

ROUTINE USES OF RECORDS MAMTAIMED M 
THE SYSTEM, INCLUDINQ CATE CORKS OF 
USERS AND THE PURPOSES OF SUCN USO: 

(1) To notify Personnel Msnageroent 
OfTice of completion of training; 

(2) To keep a record of all training in 
the employee's Official Personnel File; 

(3) To authorize payment for training 
by Piwurement Management Branch 
and Controller's Division: 

(4) User is Personnel Management 
Office; 

(5) Information from this file is abo 
provided lo the Office of Personnel 
Management for use with the Central 
Personnel Data File; 

(6) Disclosure of information may be 
made to a congressional office from tbs 
record of an individual, in response to 
an inquiry from that office made at the 
request of the individual, if 
information would be available directly 
to the individual upon request 

POUCIES AND PRACTICES FOR rrORlM<L 
RETRIEVING, ACCESSING, Rf TAJMNO. W 
DISPOSING OF RECORDS IN TNf SYSTEB: 

storage: 

Records arc maintained in file fokk^ 
in filing cabinets. 

retrievabiuty: 

Records are filed by name of 
individual. 
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iifiauMOS: 

is limited to personnel whose 
gKcisI duties re<^uire such access and 
^ haw 8 need to know information 
(B flirinid in B record for a particular 
purpoff« as determined by 
STPtosonncl Management Office prior 
lopennitting review of such records. 

Cut-offal end of fiscal year. Destroy 2 
jfirt after cut off. 
ffTfM «AIU0€n(S) AMO AOORCSS: 

Ckief. Career Development Branch, 
p^nel Manag#?ment Office. Sec 
tpcation” for address. 

gofirtCATiOM Hiocfooni: 

Inqairies concerning the records shall 
be made to the system manager, 
impuries must include name, social 
MOffity number, dale of birth, office of 
inployment and name of record system. 

iROso Acetss eMOceouaet: 

Pmont wishing to have access to 
their records or to have such records 
chafiged (including modification, 
addition, and deletion) shall notify the 
i)’item manager. Such notification shall 
i^de the information required to be 
hnlshed under ''Notification** plus a 
tfatement of the desired access or 
ebaoges and the reasons for such 
dtaf^A 

counsTiMO mcoao pnoceounea: 

See "Access Procedures**. 

vcoao souncs CATeconiet: 

The employee whose file is 
namtained. the employee's supervisor, 
wd the Personnel Management. 

^ ibo Federal Home Loan Bank Board. 
Sfcretary. 

•lIMt l|.aBr fM A«5 «a| 

iMcoocf7»-ot-ai 


fEOERAL MARITIME COMMISSION 
Agmmeflts Filed 

TV Federal Maritime Commisaion 
wwy gives noUce that the following 
Jffwnenis have been filed with the 
WB^ssion for approval pursuant to 
I* of llte Shipping Act. 1916. as 
(39 Stal. 733. 75 Slal. 763. 46 
U&C814). 

toasted parties may inspect and 
a copy of each of the agreements 
W^IUilificallons offered therefor at 
w Office of the Federal 

Commission. ilOO L Street. 
Room 10327; or may inspect the 
St the Field Offices located 

“New York. N.Y.: .New Orleans. 


Louisiana: San Francisco. California; 
Chicago, Illinois; and San Juan. Puerto 
Rico. Interested parties may submit 
comments on each agreement, including 
requests for hearing, to the Secretary. 
Federal Maritime Commission. 
Washington. D.C. 20573. on or before 
lanuary 18,1982. Comments should 
include facts and arguments concerning 
the approval, modification, or 
disapproval of the proposed agreement. 
Comments shall discuss with 
particularity allegations that the 
agreement is unjustly discriminatory or 
unfair as between carriers, shippers, 
exporters, importers, or ports, or 
between exporters from the United 
States and their foreign competitors, or 
operates to the detriment of the 
commerce of theXinited Stales, or is 
contrary to the public Interest, or is in 
violation of the Act. 

A copy of any comments should also 
be forwarded to the party filing the 
agreements and the statement should 
indicate that this has been done. 

Agreement No. T-4006. 

Filing party: Thomas O. Clark. 

Esquire. Deputy Port Attorney, Port of 
Oakland. P.O. Box 2064. 66 |ack London 
Square, Oakland, California 94604. 

Summary; Agreement No. T-4006. 
between the Port of Oakland (Port) and 
Canal Industrial Park (Canal), provides 
for the nonexclusive preferential 
assignment by Port to Canal of certain 
marine terminal facilities situated at 
Berths 10.11 and 12 at the Port's Outer 
Harbor Terminal As compensation. 
Canal agrees to pay Port a minimum 
annual sum of $322,500 for the first year 
of the assignment and $310,000 per year 
thereafter, payment of which may 
offset by dockage, wharfage, wharf 
demurrage, wharf storage and all other 
charges which accrue under Port's 
terminal tariff. Any such tariff charges 
in excess of $412,500 for the first year, 
and $400,000 per year thereafter, will be 
shared at the rale of 65 percent (Port) 
and 35 percent (Canal). Tariff charges 
arising out of operations and cargo of 
full container vessels will not be shared, 
however, they will be applied to the 
minimum annual compensation and 
breakpoint sums. The term of the 
agreement is from the date of 
Commission approval until September 
30.1983. 

Agreement No. 134-42. 

Filing party: C.). Smith. Chairman. 
Gulf/Meditermnean Ports Conference. 
Suite 927, Whitney Building, New 
Orleans. Louisiana 70130. 

Summary; Agreement No. 134-42 
modifies the basic agreement of the 
Culf/Mediterranean Ports Conference to 
comply with the self-policing 
requirements of General Order 7. 


Agreement No. 5660-^. 

Filing party: |effrey F. Lawrence. 
Esquire. Billig, Sher & Jones, P.C.. 2033 K 
Street. N.W., Suite 300, Washington, 

D.C. 20006. 

Summary: Agreement No. 5660-34 
amends the basic agreement of the 
Marseilles North Atlantic U.S.A. Freight 
Conference to change voting procedures 
with respect to rates on intcrmodal 
shipments. 

Agreement No. 9830-11. 

Filing party: Edward D. Ransom. 
Esquire, Ltllick Mchose & Charles, Two 
Embarcadero Center. San Francisco. 
California 94111. 

Summary: Agreement No. 9836-11 
modifies the Malaysia-Pacific Rate 
Agreement to extend the Agreement’s • 
existing ratemaking authority to include 
through transportation destined for 
inland and coastal points throughout the 
United States and Canada. 

Dated: December 22,1961. 

By Order of the Federal Maritime 
Commisaion. 

Frar>ds C. Humey. 

Secretory, 

IFR Doc nkd A45 «mt 

BMJJMQ COOC STSO-ei-ti 


Trailer Marine Tranaport Corporation 
and Remolcadores y Chalanes, S,A.; 
Cancellation 

Filing party: Mr. William F. Roush. 
Crowley Maritime Corporation. One 
Market Plaza, San Francisco, California 
94105, 

Agreement No. 10406-1. 

Summary: Agreement No. 10406-1, 
between Trailer Marine Transport 
Corporation and Remolcadores y 
Chalanes, S.A. provides for the 
cancellation of the agreement by mutual 
agreement of the parties. 

Dated: December 22.1981. 

By Order of the Federal Maritime 
Commission. 

Francis C Humay, 

Secretary. 

|FR Doc •I’OOatt n-u-ex: ass unj 
BIUJMO COOC 073CkOt-M 


FEDERAL TRADE COMMISSION 

Une of Business Reports Program; 
Confidentiality Procedures—Adoption 
of Final Procedures as to LB Reports 
for 1973,1974-76,1977, and Future 
Years 

aoency: Federal Trade Commission. 
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action: Adoption of Final Procedures 
for LB Reports for 1973.1974-1976,1977, 
and Future Years. 

SUMMARY: On August 27.1980, the 
Federal Trade Commission published a 
notice (45 FR 57230] adopting final 
confidentiality procedures for 1977 Line 
of Business (LB) reports, and proposing 
to adopt the same rules for 1973-1976 LB 
reports, and for future years. 

On December 16.1980 (45 FR 82718], 
the Commission adopted a supplemental 
interim confidentiality procedure 
applicable to 1973-1976 LB reports 
' which gave the General Counsel and his 
or her staff and Commissioners and 
their assistants access to LB information 
for certain limited purposes. 

The Commission hereby adopts the 
proposed confidentiality procedures, as 
modified by the December 16 notice and 
by additional modifications noted 
below, for all previously filed LB reports 
(1973-1977) and for any reports to be 
Bled in the future. With one exception, 
these procedures are effective on 
publication. Names of companies filing 
1973 LB reports, which were confidential 
under the 1973 LB rules and procedures 
(39 FR 30970 (1974)). will be treated as 
confidential under | 2 of the rules below 
until january 27,1981. 

ADDRESS: Although most of these 
procedures become effective 
immediately, the Commission will 
receive comments on them. Comments 
should be addressed to the Secretary. 
Federal Trade Commission, 6th Street 
and Pennsylvania Avenue, NW, 
Washington. D.C. 20580. Comments will 
be entered on the public record In Room 
130 at the above address during normal 
business hours. 

FOR FURTHER INFORMATION ABOUT 
THESE PROCEDURES CONTACT: 

Joanne L Levine (202-523-3800), Office 
of General Counsel, Federal Trade 
Commission, Washington, D.C. 20580. 

For information about LB reporting 
requirements, call 202-254-6179. 
SUPPUPMENTARY INFORMATION! As 
explained in the Commission's notice of 
August 27,1980 (45 FR 57230), after 
enactment of statutory protection for LB 
reports in Section 4 of the FTC 
Improvements Act of 1980, 94 StaL 374, 
375 (1980), the Commission adopted final 
conndentiality rules and procedures 
(hereinafter "rules”) for 1977 LB reports. 
Those rules attempted to update, darify, 
and improve the interim 1977 LB 
confidentiality rules (45 FR 18946 (1980)), 
which in turn were almost identical to 
confidentiality rules for previous LB 
reporting years (compare, e.g., 41 FR 
28041 (1976)). The notice described how 
the final 1977 rules differed from the 


interim 1977 rules, and explained the 
reasons for each change. See 45 FR at 
57232-33. 

in the same notice, the Commission 
proposed to adopt the final 1977 rules 
for LB reports filed in previous years 
(1973-1976) and for future years as well. 
While all aspects of the rules were open 
to comment, the Commission 
particularly invited comment on two 
issues: whether persons objected 
generally to retroactive modification of 
confidentiality rules for the 1973-1976 
reporting years, and whether any 
retroactive modiHcation of the rules for 
the 1973 reporting year should leave 
intact the prohibition against disdosing 
the names of 1973 LB reporting 
companies. Under the rules for all other 
years, company names already are 
public. In addition to publishing the 
notice, the Commission mailed the 
proposed rules to all reporting 
companies. 

The Commission received six letters, 
one of which also incorporated 
comments previously raised in a motion 
to quash orders to file 1977 LB reports. 
The Commission also received two 
letters commenting on the interim 
supplemental confidentiality procedure. 

Some commenters criticized the 
manner in which the Commission 
adopted these confidentiality rules and 
procedures. Contending that these 
procedures are substantive in nature, 
they asserted that, in accordance with 5 
U.S.C. 553(d), the procedures* effective 
date should have been postponed for 30 
days after publication. As the 
Commission has noted twice before, 
these are not substantive provisions 
affecting reporting companies' rights or 
obligations; rather, they govern the 
Commission's internal procedures. 
Accordingly, the 30-day waiting period 
is not required by law. See, e.g., 
Reynolds Metals Co, v, Rum^eld* 417 F. 
Supp. 365. 371-72 (E.D. Va. 1976), off d in 
relevant part, 564 F.2d 663, 667, 669-70 
(4th Cir. 1977), cert denied, 435 U.S. 995 
(1978); Shell OH Co, v. Department of 
Energy, 477 F. Supp. 413,437 (D. Del, 
1979). afrd. 631 F.2d 231 (3rti Cir.), cert 
denied, 101 S. Ct. 1730 (1981), 

Commenters have also suggested that 
prior to their adoption in final form, the 
Commission should have republished for 
comment its proposed 1977 
confidentiality procedures after 
enactment of the Federal Trade 
Commission Improvements Act of 1980. 
94 Stat. 374 (1980). Commenters have not 
explained why such a republication is 
necessary. Because Section 4 makes 
permanent the same protections that 
were previously provided in riders to the 
Commission's appropriations (see S. 

Rep. No. 96-500, 96th Cong.. 1st Sess. 12 


(1979), reprinted at (1980) US Cod§ 
Cong, a Ad. News 1114), there was oo 
need to reevaluate or republish the 
rules, which were substantially the tiael 
as confidenHallty rules based on the " 
earlier appropriations riders (see 4S n 
57230-33). 

The fact that only two letters opposed I 
retroactive modification of the 
confidentiality rules for past years to 
create a uniform set of procedures for ^ I 
reporting years indicates that this boot 
a major concern for most reporting 
companies. Because all modificatww 
must be consistent with the requirement 1 
of Section 4 of the FTC Improvements 
Act that individual company data mey 
not be disclosed outside the Commissten | 
and may not be used for law 
enforcement purposes, retroactive 
modifications will not dimixiish the 
substantial protections afforded to 
reporting companies' confidential dati. 
Moreover, as the Commission has 
explained (45 FR 57232-33), most 
changes adopted here either are 
clariBcations rather than substantive 
revisions, or are designed to aagroent 
existing protective measures. 

Because these rules govern int^nal 
Commission procedures, the 
Commission should be able to modify 
them when experience proves that a 
new procedure is necessary or an old 
one impracticable. Moreover, changes a | 
the rules may be necessitated by 
changes in the Commission's 
organization (for example, rules for 
years prior to 1977 still refer to 
Commission offices that no longer exist) | 
A uniform set of rules simplifies 
administration within the Commisskm 
and eliminates a source of confusion to 
reporting companies and other persooi 
outside the Commission. Accordingly 
the Commission has determined to 
adopt, with the further changes 
described below, the rules proposed on 
August 27,1980 (45 FR 57230). for all 
past, present and future reporting yesra j 
Except for good cause in particular 

instances, the Commission will 

endeavor to maintain a urufonn set of 
confidentiality rules for the LB progriB 
hereafter. 

Included in this detcrminalicm if a 
decision to disclose the identities of |w 
not any data reported by) companie* 
that filed 1973 LB reports. The nsinesoi 
reporting companies for all 
are public, and no company hai da 
that it has suffered any harm througs 
such identification. Moreover, no 
company that filed a 1973 LB report 
objected to this rules change, even 
though some of them had 
objected to release of names ^ ^ 

Freedom of Information Act 5 
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5S2.Th«Commisjion concludes that 

fyjogijig thfi names of 1973 LB 
-porting companies will not cause them 
injury or otherwise deprive 
Aandiisnificant protection promised 
lothen undw* the LB rules and the FTC 

^fluiny respects, this change in the 
^limply makes ofTidally available 
Information that has been or may 
l^ecooe public. The list of companies 
that ffceived orders to file 1973 LB 
MorU ii public, and the identity of 
oiopAnies that did in fact file 1973 LB 
reports can largely be deduced from 
poblic records (/.Pm by subtracting from 
total the companies that filed 
notions to quash orders to file 1973 LB 
ifportsand companies the Commission 
hid sued in order to obtain compliance 
with tbose orders before the orders were 
latfT withdrawn). Also, there is a claim 
pmhog that the Commission should be 
ordered to disclose those names in a 
pending suit filed under the Freedom of 
Information Act. MiUiken Sr Co. v. FTC. 

Ko. 79-1991 (D.D.C). Because of the 
lid of harm to reporting companies and 
biause of the desirability of having a 
nfonn set of rules, the rules being 
idopted today will apply in every 
respect to 1973 LB report forms. 

However, because the Commission 
cauiders it inappropriate to disclose the 
nimes without advance notice, the 
kkotity of 1973 LB reporting companies 
will be treated as confidential LB Report 
information under f 2 of the rules below, 
Ditil lanuary 27.1981. 

The Commission's previous notice 
describes how the proposed rules differ 
bm the niles for the 1973-1976 
rtpofling years (45 FR 57232-33). The 
blowing discusses how the final rules 
differ from those published in that 
aobce, and responds to comments made 
oa the proposed rules. Paragraphs in the 
niiei have been numbered for 
convenient reference. 

DefintUons. One letter suggested that 
• reporting company should have access 
Jo any marginal notations written by 
gwniision sUff on its report form 
Wore such notations may be disclosed 
t^rions other than designated officers 
•nd employees of the Commission. This 
because the rules require 
? uriore such disclosures may occur, 
must be an appropriate 
gtihcatioD Umi no LB report 
®^tioni8 disclosed This 
J^ualely protects the reporting 
pany. Fuiihermore, these notations 
y wt necessarily have any bearing 
Z^A company, and may 
information to which the 
IS not entitled (eg,, comments 

orurtti,? employee's work. 

^ *^ged deliberative materials). 


Paragraph 4. One comment objected 
to use of LB data in economic studies, 
arging that LB data could be used only 
for non>analytic "statistical" 
compilations. The comment also 
contended that economic studies 
containing aggregated data could not be 
used for law enforcement purposes. 
These objections lack merit Paragraph 4 
is not new: the Commission's 
confidentiality rules and public 
statements have consistently declared 
that LB data may be used in economic 
studies, and that awegaled data in 
those studies may ^ used in connection 
with the Commission's law enforcement 
responsibilities. See 39 FR 30970 (1974); 
40 FR 21542 (1975); 41 FR 28041 (1976); 
120 Cong. Rec. 24356. 37227 (1974); 
Supporting Statement: FTC Form LB, 
1974 Survey Version (July 1,1974), at 2- 
3,5-6. Such uses are not prohibited by 
Section 4 of the FTC Improvements Act 
(which limits use of individual company 
LB data to "statistical" purposes) 
because "statistics" may include 
analysis of data, and because Section 4 
does not limit the uses to which 
aggregates may be put. Moreover, the 
same limitation existed in each of the 
past appropriations riders, yet Congress 
has never indicated that the use of LB 
data to conduct economic studies or use 
of aggregates in enforcement 
proceedings would contravene either 
those riders or Section 4. 

Paragraph 5. In this and subsequent 
paragraphs, references to the "Division 
of Financial Statistics" and to its 
"Assistant Director" have been changed 
to the "Line of Business" or "LB" 
“Program" and to its "Program 
Manager." This change reflects the 
restructuring of the Division of Financial 
Statistics and of the position of 
Assistant Director for that Division. The 
program and the Quarterly Financial 
Reports ("QFR") program, which had 
both been operated within t))e Division, 
will be operated as two separate units, 
each under the direction of its own 
Program Manager. 

This reorganization is intended to 
simplify administration of the Bureau of 
Economics. The Division of Financial 
Statistics has recently had little 
organizational rule apart from housing 
the LB and QFR programs, each of 
which has a separate management, 
purpose, and location from the other. By 
dissolving the Division into its two 
separate components, one level of 
administration will be removed. 

The LB Program Manager will report 
to the Director of the Bureau of 
Economics. However, the Director may 
not have access to individual company 
LB data; thus, the change in 
organizational titles does not affect the 


prohibitions on access to and use of 
individual company LB data by the 
Director. When they were part of the 
Division of Financial Statistics, 
members of the QFR staff were 
"designated" for purpose of Section 4 to 
have access to individual company LB 
data. Like the LB program, the QFR 
program has no law enforcement role, 
and operates under strict confidentiality 
procedures (see notice published today 
and 38 FR 1872a 28162 (1973)). Because 
staff members* access will continue 
after the reorganization, it is necessary 
now expressly to designate staff 
members of the QFR program as 
employees authorized to have access to 
individual company I«B data. 

Several commenters objected to the 
provision making "special employees" 
of the LB program "designated officers 
and employees" for purposes of access 
to LB report information, asserting that 
special employees do not qualify for 
access under Section 4 of the FTC 
Improvements Act. As the Commission 
has already noted, the reference to 
special employees simply made explicit 
its existing practice, which had been in 
effect before the Improvements Act (see 
45 FR 57232). While they are assigned to 
the LB program, special employees are 
subject to the same restrictions on use 
and disclosure of data and are subject to 
the same statutory penalties for 
unauthorized disclosure as are fulLtime 
employees of the LB program. 
Accordingly, there is no valid legal basis 
for distinguishing between full-time and 
special employees. 

Significantly, the Bureau of the 
Census—which operates under a 
confidentiality statute almost identical 
to that of the Commission (13 U.S.C. 9)— 
hires special employees and gives them 
access to confidential data reported to 
the Census Bureau. Although a recent 
statutory amendment specifically 
authorizes such access (13 U^.C. 23(c)). 
the legislative history of this amendment 
states that it was intended to make clear 
that the Census Bureau's existing 
practice of using special employees was 
lawful. See S. Rep. No. 94-125a 94th 
Cong., 2d Sess. 7 (1976) reprinted at 
(1976) f/.S. Code Cong. &Ad. News 5463, 
5469: H. Conf. Rep. No. 94-1719, 94th 
Cong., 2d Sess. 14 (1976), reprinted at 
(1976) as. Code Cong. &Ad. News 5482. 
Thus, explicit statutory authority is not 
necessary in order for special employees 
to qualify as "employees" for purposes 
of Action 4. See also H.R. Rep. No. 96- 
872, 96th Cong., 2d Sess. 3. 8 (1980), 
reprinted at (1980) aS. Code Cong. B 
Ad. News 2744. 2750. which shows that 
Congress and the lustice Department 
regard a statute limiting access to 
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investigative documents to **duly 
authorised officials and employees** of 
the Justice Department (15 U.S.C. 1313) 
as unquestionably authorizing special 
employees of the Justice Department to 
have access to such documents. 

Paragraphs 5, 72. Specified persons in 
the Commi88ion*8 Office of the 
Secretary are designated to have access 
to some LB report information to the 
extent necessary for official 
recordkeeping purposes within the 
Commission. The need for such a 
provision became clear during the 
Commission's consideration of requests 
by some companies that their LB report 
information not be included in published 
aggregates. In evaluating these requests, 
limited information regarding the 
companies' LB data, as well as 
information on LB disclosure avoidance 
procedures, necessarily was included in 
memoranda to the Commission. Because 
the current rules did not permit 
members of the Secretary's Office to 
have access to LB information, these 
memoranda could not be stored with 
other official Commission memoranda, 
nor could members of the Secretary's 
Office bo present to transcribe minutes 
of any Commission meetings in which 
LB data might be discussed. This change 
corrects that situation. It is 
contemplated that the example above 
represents one of the very few situations 
where such access will be necessary: 
and where necessary, only limited 
amounts of LB report information will be 
involved. The Secretary’s office has no 
enforcement duties, and will be subject 
to the confidentiality strictures 
described in the rules. The Office is 
accustomed to handling and maintaining 
the confidentiality of sensitive, 
nonpubiic information, and this limited 
access should not adversely affect the 
confidentiality of reporting companies* 
data. 

Paragraphs 8, 13. Some commenters 
suggested that persons with access to LB 
data should be forever barred from 
participating in regulatory activities 
afterwards. Such automatic 
disqualification—which takes no 
account of the amount of information 
examined or remembered, nor of its 
relevance to particular proceedings—is 
overly broad. In the event that persons 
who have seen a reporting company's 
LB data are involved in a law 
enforcement proceeding relating to that 
company, the appropriate procedure is 
case-by-case consideration of whether 
disqualification or recusal of such 
persons is necessary, or whether other 
measures would suffice to ensure 
compliance with Section 4. The rules 
already require that, on termination of 


their LB assignment, officers and 
employees must certify that they have 
not retained any individual company LB 
data. As an added reminder, the rules 
will also require them to certify that 
they understand that LB data ordinarily 
may not be used or disclosed outside the 
LB program. 

Paragraph 11. On December 16,1900, 
the Commission adopted an interim 
procedure for 1973-1976 LB reporting 
years, which gives the General 
Counsel's Office and Commissioners 
and their assistants access to LB reports 
for purposes of litigation involving the 
LB program and for administration of 
the confidentiality rules and procedures 
(45 FR 82718). For the reasons stated in 
that notice, the Commission adopts this 
as a permanent provision for all 
reporting years. (This is a change from 
the procedures proposed in August 1980 
in that those procedures did not give the 
Commissioners and their assistants 
access for these purposes.) 

Some comments objected on grounds 
that access by the General Counsel and 
Commissioners would be used for law 
enforcement purposes. Section 4 forbids 
such use, and there is no basis for 
assuming that these officers and 
employees will disregard their statutory 
obligations. Moreover, it must be 
stressed that the occasions for which 
access is permitted, and the amount of 
LB report information that might be 
disclosed, are strictly limited; the 
procedure does not contemplate that 
these persons will have wholesale 
access to LB data. 

lS{e). A few comments objected to 
this exception to the Commission's 
confidentiality procedures, arguing that 
it could permit the Commission to 
subpoena a copy of an LB report that a 
company has retained in its files. This 
provision does not reflect a change from 
rules for past years. Rather, it simply 
repeats in the “limitations" section 
language that has appeared elsewhere in 
the rules and procedures. See 40 FR 
21542 (1975); 41 FR 28041 (1976). 
Furthermore. Congress has been aware 
that the Commission might, for law 
enforcement purposes, obtain directly 
from a reporting company financial 
information classified by product line, 
and Congress apparently did not 
consider that to be inconsistent with the 
restrictions it imposed on LB reports. 

See 120 Cong. Rec. 37225. 37227 (1974). 
This exception is consistent with 
Section 4 of the Improvements Act. 
which states that “information for 
carrying out specific law enforcement 
responsibilities of the Commission shall 
be obtained under practices and 
procedures in effect on the date of the 


enactment of the Federal Trade 
Commission Improvements Actof isaa 
or as changed by law.“ It U not 
presently the Commission's policy to 
authorize its staff to use compulioiy 
process to obtain a company's retaiaH 
file copy of an LB report, as 
distinguished from authorizing 
compulsory process to obtain finsncul 
information classified by Indnstiy 
category. Cf. Appeal of FTC Line of . 

Business Report Litigation, 595 F. 2d 
697-701 (D.C. Cir.), cert denied 439 US f 
958 (1978). 

Lastly, some comments have 
suggested that the Commission defer 
collecting LB data for 1977 until various 
events have occurred, such as the 
holding of hearings, issuance of reporti . 
from the General Accounting Office, sod ] 
the like. These comments are Irrelevirt 
to the confidentiality rules and 
procedures. To the extent that they arc 
appropriate at all. they should have 
been raised in a timely motion to quash 
orders to file the 1977 LB reports. In toy 
event, the Commission has given careful ^ 
consideration to the value of the Lfi 
program and will continue to do so at 
the products of research using LB data 
become available. 

FEDERAL TRADE COMMISSION 
Line of Business Reporting Progran 

Confidentiality Procedures for the 1971- j 
1977 and Future Reporting Yean 

Notice is hereby given that the 
Federal Trade Commission has 
approved and adopted certain 
procedures prescribing the confidentiil 
handling and use of reports filed by 
companies pursuant to an Order to Flk 
Special Report under the Line of 
Business (“LB”) Program. The rules and 
procedures shall apply to reports 
previously filed for the 1973,1974.1975. 
1976. and 1977 reporting years, and to 
reports that may be filed for future 
years. The Commission intends, to the 
extent feasible, to maintain a unifons 
set of confidentiality rules and 
procedures for all LB reporting yeirs. 

Definitions 

For purposes of these procedures, the 
following definitions apply. 

“LB Report" means a report filed 
company pursuant to an Order to ri 
Special Report under the LB Pro^®* 

For the purposes of these mleSj it alio 
includes identifiable individual 
company data contained in or tskw 
from an LB Report form. It does n^ 
include information writteji on a repon 
form If that information was not jI 
obtained from a Reporting Company j 
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does not disclose nonpublic information 
ibout a Reporiing Company. 

Copfidentiality of LB Rcf^rts with 
to Ffirsons Outside the 
Commission 

(1) These rules and procedures are 
iutborized by the undesignaled final 
paragraph of Section 6 of the Federal 
Trade Commission Act, as amended by 
Pub. L No. 96-252, 94 Stat. 374, 375 
(19001.15 U5.C.A. 46 (Sept. 1980 Supp.). 
Thai paragraph states: 

No officer or employee of the Commission 
or uty Commissioner may publish or disclose 
^orautkm to the public, or to any Federal 
^locy. whereby any linc-of*business data 
hcBtsbed by a particular establishment or 
jadvidsal can he identified. No one other 
to designated sworn officers and 
eaployeet of the Commission may examine 
iWKiie^'bttfinrss reports from individual 
firaf. tod information provided in the line*of- 
baiioeis program administered by the 
Coounisfion shall be used only for statistical 
purposes. Information for canying out 
ipfdlic law enforcement responsibilities of 
the Commission shall be obtained under 
prseboef and procedures in effect on the date 
of the enactment of the Federal Trade 
Commitsion Improvemenls Act of 1900. or as 
changed by law 

(2) Under these rules and procedures, 
the Commission will not disclose LB 
Reports to any person outside the 
Commission, including Congress, parties 
in court proceedings, governmental 
agencies, and members of the public, 
except pursuant to a superseding act of 
Congress: or pursuant to an order of a 
court but only after all avenues for 
Micial relief have been exhausted. In 
iheexen! that the Commission receives 

a subpoena for an LB Report, it will 
promptly notify the Reporting Company. 

(3) Under Section 10 of the Federal 
Tnde Commission Act 15 U.S.C. 50. any 
officer or employee of the Commission 
who shall make public any information 
obtained by the Commission, without its 
suthority, unless directed by a court. 

•lull be deemed guilty of a 
wisdemeanor. Upon conviction, the 
r®ployee may Iw punished by a fine not 

five thousand dollars ($5,000) 
or by imprisonment not exceeding one 
^sr. or by fine and imprisonment, in the 
®*t^tion of the court. The Commission 
considers unauthorized disclosures of 
If to be punishable under 18 
0-S.C. 1905. The Commission also 
®*UJders the stealing, conversion, or 
J^wihohzed conveyance of LB Reports 
° t)e punishable under 18 U.S.C. 641. 

^fj^tiality of LB Reports Within 
^Commission 

(4) Atoss to and use of LB Reports 
^tfun the Commission shall be 

*^d. and persons authorized to 


have access to and use of LB Reports 
shall not release any LB Report, or in 
any way provide access to them, to 
anyone not authorized to have access. 

13 Reports may be used for aggregated 
statistical and other economic reports 
authorized by the Commission. Tlie 
latter reports may be utilized in 
connection with any Commission 
investigation or proceeding for carrying 
out specific law enforcement 
responsibilities of the Commission. 
However, they shall not be compiled in 
such a way that LB data furnished by a 
particular Reporting Company can be 
identified. LB Reports shall not be made 
available to any person within the 
Commission for use in connection with 
any Commission investigation or 
proceeding for carrying out specific law 
enforcement responsibilities of the 
Commission. However, this restriction 
shall not limit the authority of the 
Commission to require by subpoena or 
other compulsory process the production 
of any information or data from any 
source outside the Commission for use 
in connection with an investigation or 
proceeding for canying out specific law 
enforcement responsibilities of the 
Commission. 

(5) Access to and use of LB Reports 
within the Commission shall be 
restricted to the following offices and 
divisions: (a) the Line of Business 
Program. Bureau of Economics; (b) the 
Quarterly Financial Reports Pro^am. 
Bureau of Economics, whose staff 
members will be considered LB Program 
employees for purposes of these rules in 
connection with their access to LB 
Reports; (c) the Data Processing and 
Information Systems Division of the 
Office of the ^eculive Director, under 
the conditions described below. Sworn 
officers and employees of these units 
(including special employees of the LB 
Program) are designated to have access 
for purposes of Section 6 of the FTC Act. 
Additionally, the General Counsel and 
his or her staff. Commissioners and their 
assistants, and the Secretary of the 
Commission and his or her staff may 
have access to 13 Reports under the 
conditions described below. The 
Commission members, officers, and 
employees described above also are 
designated officers and employees for 
purposes of Section 6 of the FTC Act. 

(6) The LB Program plans, develops 
and prepares for public dissemination 
statistical and economic reports, such as 
the Annual Line of Business Report and 
staff working papers. The Program's 
employees shall have access to and use 
of 13 Reports for planning, developing 
and preparing such statistical and 
economic reports. Procedures sufficicnl 
to assure that LB data furnished by a 


particular Reporting Company cannot be 
identified shall be developed and 
implemented by the LB Program in 
connection with each statistical or other 
economic report to be disseminated 
which is derived from LB data. 

(7) With respect to each such report, 
the Program Manager of the 13 Program 
shall certify to the Director, Bureau of 
Economics, that he or she has reviewed 
and approved the procedures applied 
thereto. Also, if marginal notations that 
are not defined as "LB Reports" are to 
be disclosed to persons other than 
sworn designate officers and 
employees of the Commission, the 
Program Manager shall first certify that 
no 13 Report information is disclosed. 

(8) Employees of the LB Program shall 
not participate in any Commission 
investigation or proceeding for carrying 
out specific law enforcement 
responsibilities of the Commission. Any 
employee who transfers into or out of 
the Division shall be formally notified in 
writing that he or she is subject to these 
rules, to Section 10 of the FTC Act, and 
to 18 U.S.C. 641 and 1905. No employee 
(including a special employee) shall be 
assigned to or remain in this Program 
unless he or she certifies that, during 
such assignment and after its 
termination for any reason, he or she 
will abide by the limitations in these 
rules and amendments to them: will not 
use or disclose 13 Reports except in 
conformity with these rules; and that 
after any such assignment's termination 
he or she will not retain possession of 
any documents or materials which 
contain data furnished by a Reporting 
Company that have not been or may not 
be disclosed pursuant to these rules. 
Upon leaving the Program each 
employee shall certify that he or she 
does not possess any such documents or 
materials, and understands that 13 
Report information moy not be used or 
disclosed outside the 13 Program, 
except as authorized by these rules. 

(9) The Director of the Bureau of 
Economics shall not have access to LB 
Reports. He or she shall, however, have 
supervisory responsibility and authority 
with respect to the LB Program. Such 
responsibility and authority shall 
include approving any reports prepared 
by the Pro^am, making 
recommendations with respect to the 
preparation of such reports, and 
excercising any other supervisory 
control not requiring access to 
individual 13 Reports. 

(10) The Data ^ocessing and 
Information Systems Division may have 
access to LB Reports, but only during 
and for the purpose of electronic 
processing of information and data 
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contained in LB Reports. The Division 
may employ the services of an outside 
computer facility for purposes of 
computer processing of LB data, subject 
to the restriction that no one other than 
designated sworn employees of the 
Federal Trade Commission may 
examine the LB Reports from individual 
Reporting Companies. Any such outside 
computer facility shall sign an 
agreement assuring that the facility and 
its employees abide by this restriction 
and other applicable restrictions in 
these rules and the FTC Act. 

(11) Upon notification to the General 
Counsel by the LB Progrom Manager 
that a Reporting Company has failed 
adequately to comply with an order to 
File Special Report under the LB 
Program, the General Counsel and his or 
her staff and the Commissioners and 
their assistants may have access to 
parts of that company's LB Report which 
are required to evaluate the 
noncompliance and to advise and 
represent the Commission with respect 
to. and to make decisions concerning, 
any proceeding initiated because of a 
refusal or failure of the reporting 
company to file an adequate LB Report. 
Also, the General Counsel and his or her 
staff and the Commissioners and their 
assistants may have access to LB 
Reports in connection with matters 
directly related to pending or 
anticipated litigation concerning the LB 
Program, and to administration of these 
rules and procedures. Such access shall 
not be inconsistent with these 
confidentiality rules and procedures or 
with Section 6 of the FTC Act. 

(12) For official recordkeeping 
purposes, the following persons in the 
Office of the Secretary may have access 
to documents containing, or to 
Commission meetings discussing, 
nonpublic information derived from or 
relating to LB Reports: the Secretary. 
Deputy Secretary. Attorney-Advisor to 
the Secretary. Chief of the Records 
Division, and their assistants; and 
employees of the Minutes Branch of the 
Records Division. Their access will be 
limited to that required for official 
recordkeeping purposes related to the 
LB Program, including attendance at and 
transcription of Commission meetings, 
preparation of Commission minutes, and 
filing of Commission records. 

Documents which contain information 
from an LB Report shall be kept, when 
not in use. in a locked drawer, cabinet, 
or safe. However, memoranda, minutes, 
transcripts, and other such records from 
which 1J3 Report information has first 
been deleted may be stored and used 
without being subject to restrictions 
applicable to LB Reports. 


(13) Any Commission member, officer, 
or employee who has access to an LB 
Report shall first be required to certify 
that, during the assignment and after its 
termination for any reason, he or she 
will abide by the limitations in these 
rules and amendments to them; will not 
use or disclose LB Reports except in 
conformity with these rules; and that 
after termination of the assignment 
requiring access to IJB Reports, he or she 
will not retain possession of any 
documents or materials that contain 
data furnished by a Reporting Company 
that have not been or may not be 
disclosed pursuant to these rules. At the 
end of the assignment the employee 
shall then certify that he or she does not 
possess any such documents or 
materials, and understands that LB 
Report information may not be used or 
disclosed outside the LB Program, 
except as authorized by these rules. 

Security of l*B Reports 

(14) All Commission members, 
officers, and employees authorized to 
have access to and use of LB Reports 
shall, while in possession of any such 
material, be personally responsible for 
ensuring that unauthorized personnel do 
not obtain access to such material, and 
for observing the following procedures: 

(a) All LB Reports and reproductions 
of IJ3 data from individual Reporting 
Companies (such as tabulations, punch 
cards, tapes or printouts, etc.) shall be 
conspicuously marked "confidentiar* or 
marked with words conveying a similar 
meaning. 

(b) The offices containing LB Reports 
and reproductions of LB data from 
individual Reporting Companies shall be 
locked except during periods of 
occupancy. 

(c) All LB Reports and reproductions 
of LB data from individual Reporting 
Companies shall be stored in locked 
drawers, files, or cabinets except when 
being used. 

(d) All LB Reports and reproductions 
of LB data from individual Reporting 
Companies shall be returned to the LB 
Program immediately after any 
authorized use of such material is no 
longer required, except for information 
in official Commission records, as 
described in 112. 

Limitations 

(15) The rules and procedures set forth 
above shall not apply to: 

(a) Disclosure to a court of an LB 
Report of a Reporting Company in 
connection with a proceeding initiated 
because of a refusal or failure of that 
company to file an adequate LB Report; 
however, any such LB Report will cither 
be filed in a manner which protects its 


confidentiality (such as filing under 
seal), or the Reporting Company will be 
given an opportunity to seek inch 
protection from the court; 

(b) The Identity of a Reporting 
Company; 

(c) Information furnished by a 
Reporting Company in a document otW 
than an LB Report je.g., a moUon to 
quash or other motion challenging an 
Order to File Special Report under the 
LB Program); such Information shall be 
treated as confidential or publicly 
accessible pursuant to {{ 4.9,4.io. and 
4-11 of the Commission's procedures sod 
rules of practice, depending on the 
nature of the document and the 
information it contains. Pursuant to 

S 4.10(e) of the Commission's rules, 
information in such documents should 
be marked or olherwi.se identified as 
confidential in order to receive 
confidential treatment. 

(d) Information or data which are 
supplied to the Commission in respome 
to a compulsory process order other 
than an Order to File Special Report 
under the LB Program, or which the 
Commission has obtained through 
means other than an Order to File 
Special Report under the LB Progrsin. 
Such information shall be disclosed or 
treated as confidential in accordance 
with other laws, including Sections 6(f) 
and 21 of the FTC Act as amended by 
94 Stat. 374. 38S-388. 15 U.S.CA 46(fj. 
57b-2. 

(e) The authority of the Commissioa to 
require by subpoena or other 
compulsory process the production of 
any information or data from any lource 
outside the Commission for use in 
connection with an investigation or 
proceeding for carrying out spedfic law 
enforcement responsibilities of the 
Commission. 

By direction of the Comniti«*on. dated 
November 27,1961. 

Carol M. Tbocnat, 

Secretary. 

IFK Doc. ai-aaaiT* nM is-M-ei ami 

OltUNO COOf S7BO-OMa 


Quarterly Financial Reports Progrttn; 
Confidentiality Procedures 

aochcy: Federal Trade Commission- 
ACnON: Technical modifications of 
confidentiality procedures for quarterly 
financial reports to reflect 
organizational changes. _ 

summary: Confidentiality procedurei 
for the Commission’s Quarterly 
Financial Reports Program have been 
modified slij^tly to reflect 
organizational changes in the 
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Commission's Bureau of Economics and 
Offics of Ihe FJcecutive Director. 

Aoosess: Allhough these provisions will 

beimmedistelyeffecUvc. the 
Commission will receive comments and 
omy tike whatever action it deems 
ip^riale in light of the comments.* 

Any coroinenls should be addressed to 
tJje Secretary. Federal Trade 
Coomission. ftlh Street and 
pttmsylvania Avenue. NW.. 

Washington. D.C, 2058a Comments will 
be entered on the public record in Room 
130 It the above address during normal 
business hours. 

SOS nmTMtR INFOWIATIOM ABOUT 
T>€$c PBOcrouRES cotiTACT: |oannc L 
Lenne. Office of the General Counsel. 
Federal Trade Commission, (202) 523- 
3600. For information about the 
(Joarlerty Financial Reports Program, 
coelacl Paul Zarrelt Program Manager. 
(302) 376-3152. 

SUmiMEffTARY INFORMATION: The 
oodihed confidentiality procedures for 
lhe(Juarterly Financial Reports (“QFR”) 
hogram replace those published at 38 
ntiaraa 26162(1973). The 
modifications are not substantive in 
Qiture, and reflect the following changes 
is the Commission's organization: 

1. Data processing for the QFR 
fVograin is now performed by the Data 
Fussing and Information Systems 
Division in the Office of the Executive 
Director instead of by the Division of 
Man^menl. 

line Statistical Reports Unit of the 
Bureau of Economics has been 
iboliihed. The reports and studies using 
aggregated QFR data which had been 
prepared by that unit are now prepared 
by staff of the QFR Program. 

3. The Division of Financial Statistics 
within the Bureau of Economics, and the 
position of Assistant Director of the 
Bureau of Financial Statistics, are being 
restructured. The QFR Program and Line 
of Business (“LB") Program, which both 
hid been operated within the Division, 
will be operated as two separate units, 
wi under the direction of its own 
^am Manager. The Program 
W^ger will report directly to the 
ilwtor of the Bureau of Economics, 
who shall not have access to individual 
company QFR data. Apart from 
^tuting the “QFR Program" and its 
i^ogram Manager" for the "Division of 


ihew oofind«niiiil»ty prt>ccduret «re i 

C. SS3(dJ does imt apply. See. e, 
^ 417 F. Supp. 305 

FJdeil o/frf/n n/evont part, 504 

^P<frtment of 

19811. cfcn/ec/, 101 S Q 1730 


Financial Statistics" and its "Assistant 
Director," respectively, there is no 
change in the strictures on access to and 
use of the individual company QFR 
data. It should be noted that staff 
members of the LB Program will 
continue to have access to QFR data for 
statistical purposes. When the LB 
Program was part of the Division of 
Financial Statistics, its staff had access 
to QFR data, end the change in 
organization is not intended to eliminate 
that access. Like the QFR Program, the 
LB Program has no law enforcement 
role, and operates under strict 
confidentiality procedures (see separate 
notice published 4oday and 41 FR 28041 
(1976)). 

This reorganization is being 
undertaken to simplify administration of 
the Bureau of Economics. The Division 
of Financial Statistics recently has had 
little organizational role apart from 
housing the LB and QFR Programs, each 
of which has a separate management, 
purpose, and location from the other. By 
dissolving the Division into its two 
principal components, one level of 
administration has been removed. 

The rules also specify that staff of the 
General Counsel's Office and the 
Commissioners and their assistants may 
have access to QFR data in connection 
with legal actions arising from failure of 
a reporting company to file an adequate, 
timely report. Although the QFR rules 
had previously provided that use in such 
proceedings was an exception to the 
confidentiality strictures, they had not 
explicitly identified who could have 
access under those circumstances. This 
clarification corrects that ommission. 

Procedures for the Use of Confidential 
Individual Company Data Collected 
Under the FTC'S Quarterly Financial 
Reports Program 

Data collected under the Quarterly 
Financial Reports Program are gathered 
for the purpose of preparing statistical 
compilations, consistent with the 
confidentiality strictures contained 
herein. Under no conditions, except as 
noted in the footnotes below, are the 
individual company reports to be 
inspected or otherwise used for 
"taxation, regulation or investigation" or 
in any Commission adjudication or in 
connection with any investigation for 
the purpose of initiating adjudicative 
proceedings.* While the Commission 
intends to utilize tabulations of 
Quarterly Financial Reports ("QFR") 
data in FTC merger statistical reports. 


* Individual company tubinttalofit may be used in 
lessl acliofit ariiing from the refusal of a 
respondent company to file a timdy and acceptable 
QFR Form. 


the FTC series on aggregate 
concentrations, and such other 
statistical and economic reports as are 
authorized by the Commission, no 
individual company data contained in 
the individual QFR schedules will be 
revealed in these reports of aggregated 
data prepared by the FTC. However, 
these FTG aggregated reports may be 
utilized in connection with any 
Commission adjudication or any 
investigation for the purpose of initiating 
adjudicative proceedings. 

The names of companies, financial 
data and all other information which are 
obtained from respondent companies in 
connection with the Federal Trade 
Commission's Quarterly Financial 
Reports Program are confidential, as 
pledged in the Commission's Resolution 
of June 23.1973, requiring Quarterly 
Financial Statistics and Related 
Information from Corporations 
[published at 38 FR 16720 (1973)). 

Persons authorized to have access to 
this information may not release, 
discuss or in any way provide access to 
such information to anyone not 
authorized to have access. Further, all 
such QFR data are considered to be 
exempt from the disclosure provisions of 
the Freedom of Information Act. 
Penalties under Section 10 of the Federal 
Trade Commission Act provide for fines 
up to five thousand dollars ($5,000), or 
imprisonment not exceeding one year 
for unauthorized release of such 
Information. 

Authorized access and use. Access to 
and use of individual company data 
within the FTC is restricted to members 
of the Quarterly Financial Reports 
Program, which has no involvement in 
any investigative or regulatory functions 
of the Federal Trade Commission, and to 
members of the Line of Business 
Program.* For the purposes of these 
confidentiality rules and procedures, the 
latter will also be considered to be 
members of the QFR Program, and their 
access to individual company QFR data 
shall be governed by these rules. Access 
by mem^rs of the Data Processing and 
Information Systems Division within the 
Office of the Executive Director ("Data 
Processing Division") is authorized only 
during and for the purpose of electronic 
processing of such data. Access to these 
data by other government agencies may 
be granted by specific approval of the 
Commission, with the understanding 
that the same confidentiality strictures 


* Accett lo individual company lubmlMloni may 
alto be granted lo atlomeyi In Ibe Office of the 
General Countel. the Commiaiionera and Iheir 
allomey advtiort. and their respeclive aupport 
personnel, but only for Ihe purpooes described in n. 
1. 
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apply with respect to the individual 
company data. Any agency which is 
granted access will be responsible for 
disclosure analysis consistent with 
these guidelines. 

The Quarterly Financial Reports 
Program is a statistics-gathering unit 
which prepares for publication the 
aggregated Quarterly Financial Report, 
which presents selected balance sheet 
and income statement data aggregates 
for industrial corporations, classified by 
industry groups and by asset size 
classes. All mailing of reporting forms 
and correspondence relating to 
individual QFR companies (except for 
correspondence involving legal action 
for failure to submit reports) will be 
under the supervision of the Program 
Manager of the Quarterly Financial 
Reports Program. The Program is 
responsible for reviewing, editing and 
coding all individual company reports 
and for requesting such tabulations and 
listings of individual company data from 
the Data Processing Division as needed 
to prepare the Quarterly Financial 
Report. The QFR Program is responsible 
for the selection and maintenance of the 
QFR sample panel, in accordance with 
accepted scientific sampling 
methodology and federal statistical 
standards. It requests such other 
tabulations as may be needed to ensure 
the statistical reliability and consistency 
of the QFR published data series. It 
prepares preliminary estimates and such 
other special tabulations relating to QFR 
data as may be requested by the 
Department of Commerce and the 
Federal Reserve Board, or as may be 
directed by the Office of Management 
and Budget. The Program also is 
responsible for the preparation of FTC 
merger statistical reports, the annual 
FTC statistics on aggregate 
concentration, and other statistical and 
economic reports authorized by the 
Commission. 

The Qre Program Manager is 
responsible for the development and 
implementation of disclosure analysis 
procedures applied to all QFR data. He 
or she shall certify to the Director of the 
Bureau of Economics that he or she has 
reviewed and approved all disclosure 
analysis procedures used in the QFR 
publication tables and all other 
tabulations involving QFR source data 
and that such procedures are adequate 
to protect against direct or residual 
disclosure that could result from such 
tabulations of QFR data. 

The Director of the Bureau of 
Economics will not have access to the 
individual QFR schedules nor the 
derived data listings for individual 
companies utilized by the QFR Program. 


He or she shall, however, have 
supervisory responsibility and authority 
with respect to the QFR Program. Such 
responsibility and authority shall 
include approving any reports prepared 
by the Program, making 
recommendations with respect to the 
preparation of such reports, and 
exercising any other supervisory control 
not requiring access to the individual 
QFR data. 

Because, except as noted above (nn. 1 
St 2. supra], individual company data 
reported on the QFR schedule may not 
be used for. or in the course of, any law 
enforcement action or law enforcement 
investigation, persons not on the staff of 
the QFR Program, unless from another 
governmental agency under conditions 
described above, shall be denied access 
to individual company information in 
the QFR files or data records. Personnel 
from the QFR Program shall not engage 
in any activity of the Commission which 
involves regulation or investigation, nor 
prepare any reports utilizing QFR data 
for such purposes while assigned to that 
Program. Any employee who transfers 
into or out of the Program will be 
formally notified in writing that he or 
she is subiect to section 10 of the 
Federal Trade Commission Act. the 
above-cited Commission Resolution, 
and these Rules, which prohibit 
disclosure, discussion, or release of 
these data to any unauthorized person. 

Security of individual company QFR 
data. All individual company QFR 
schedules and data records at the 
Federal Trade Commission must at all 
times be under the security and 
supervision of the staff of the QFR 
Program except during electronic data 
processing, when the Director of the 
Data Processing Division shall be 
responsible for their security, and 
except when the Commission has 
approved their use by another 
government agency under conditions 
described above. 

All rooms containing individual 
company QFR data will be locked 
except when occupied. The individual 
company data will be stored in secured 
drawers, files, etc., except when being 
used. 

‘fhe Director of the Data Processing 
Division shall be responsible for the 
security of the original QFR schedules 
and all derived punched cards and 
computer records being processed. All 
punched cards, tapes, printouts, and 
containers for same, will be 
conspicuously marked **confidential.** 
The Director of the Data Processing 
Division will be responsible for the 
security of data in his or her possession 
and will personally approve all storage 


locations and security procedures^ 
subject to concurrence of the QFR 
Program Manager. He or she will not 
permit any special tabulations or listing 
of QFR data except those specifically ^ 
approved by the Director of the Bureau 
of Economics, and for which disclosurt 
analysis procedures have been reviewed 
and concurred in by the QFR Program 
Manager for consistency with existing 
QFR disclosure analysis procedures. 
Except for magnetic storage media used 
in processing, all cards, tapes, and 
printouts containing individual company 
QFR data will be sent to the QFR 
Program for secure storage, along with 
the original QFR schedules. 

All persons having use or possession 
of individual company data will be 
personally responsible for securing tiw 
confidentiality of those data and for 
following the rules set forth obove. Any 
violation of these rules, either through 
neglect or otherwise, will result in 
prosecution to the full extent of the liw 
or any other legal action decided on by 
the Chairman of the Commission. 

By direction of the CommitMuon. dated 
November 27, lOei. 

Carol M. Tbomas. 

Secretary, 

(FR Doc. ai-^saSM Filed ao 

WLUNQ ccoc srso-ei-ai 


DEPAflTMENT OF HEALTH AND 
HUMAN SERVICES 

Public Health Service 

National Institute for Occupational 
Safety ar>d Health; Oil and Oas Wei 
Drilling; Request for Information j 

agency: National Institute for 
Occupational Safety and Health 
(NlOSFi), Centers for Disease Control 
Public Health Service. HHS. 
action: Notice of request for 
information. ^ 

summary: NIOSH is requesting 
information concerning occupatio^ 
safety hazard exposures and procedures 
for the protection of workers within 
establishments primarily engaged in 
drilling wells for oil and gas field 
operations for others on a contract, fee. 
or similar basis (SIC 1381). Also 
included are casing operations. 

Excluded are salvage and offshore 
drilling operations. 

The information being requested wiii 
be used by NIOSH to develop 

comprehensive safety recommendations 

date: Comments concerning this 
should be submitted by February 28 
1981. 
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Comments should be 
jobmitied (n writing to Mr. Murray L 

Cohen. Chief. Standards and 

Cflowjtstlon Branch, Division of Safety 
Refcarch. 8-109. NIOSH, 944 Chestnut 
Ri4geRd.. Morgantown, WV 28505. 
rtSFUSTHEn INFORMATION CONTACr. 
jktr. Peter M. Bochnak. Criteria Manager, 
or Mr. Ted Pettit. Project Officer, 

Standards and Consultation Branch. 
Diyifian of Safety Research. NIOSH. 
p(H) 5W-75T4 or FTS 925-7574. . 
UjefUMENTARY INFORMATION: Under 
Ac Occupational Safety and Health Act 
of 1970 (29 VS,a 651. el seq.). NIOSH 
conducts research and experimental 
programs to develop recommendations 
lor new and improved occupational 
lafety procedures. NIOSH is currently 
coljecting information and data 
pertaining to oil and gas well drilling, 
hilerested persons are invited to submit 
information, suggestions, and comments 
they believe to be relevant to the 
development of comprehensive safety 
recommendations. At this time NIOSH 
is particularly interested in obtaining 
information in the following areas: 

(1) What are the major safety and 
health problems in oil and gas well 
drilling? What statistical data has been 
oollecled on accident causal factors, 
iochiding near-misses, related to the 
problems? Identify sources and 
availability of data. 

(2) Are there case studies and 
investigation reports available on 
icxadents. injuries, and near-misses? 
Appropriate copies without personal 
identiriers would be useful. 

(3) What employee work tasks 
account for the majority of the 
soodents.^injuries, and near-misses? 

What are considered to be the most 
bsiardous work tasks? 

|4) What procedures have been 
developed as countermeasures to these 
pnoblems and have proved to be 
effective? Please describe in full detail. 

(5) What has been accomplished, or is 
planned, in equipment design and 
wgineering controls to alleviate dtese 
Problems? 


16) What training and motivation 
methods have been developed to 
increase employee awareness of the 
pR>bleTn8 and appropriate 
^ounlerraea sures? 


. Y J Information addressing the 
blowing safely program manageme 
JJ^ions would be most useful: |a) 
6e^ a documented safety policy? (I 
"^is responsible for implementinj 
MWy program? (c) What are the 

Ml u of the safety progr 

I ) How if the safety program 
fueled? (e) How arc safety probl 
^hhed? (f) Who is responsible foi 


correcting safety problems? (g) Are there 
successful program elements, i.e., safety 
problem identified, program clement 
developed and implemented, and the 
results? 

(8) What other safety and health 
research projects are being conducted in 
these areas? Identify sponsoring and/or 
conducting organizations. 

(9) Of all the present applicable 
standards (consensus, regulatory, etc.), 
which ones are the most difficult to 
understand and implement? Be specific 
by identifying the standard and source. 
Briefly describe the problems involved. 

(10) What is the estimated total 
worker population for well drilling 
(drilling activity only)? 

(11) What information is available on 
the number of blowout and hydrogen 
sulfide incidents that are occurring and 
the associated injury and death 
statistics? 

All information received in response 
to this notice, except that designated as 
trade secret and protected by section 15 
of the Occupational Safety and Health 
Act. will be available for public 
examination and copying at the above 
address. 

Dated: Decermber 18.1981. 

|. Donald Millar, M.D.. 

Director National Institute for Occupational 
Safety and Health. 

IFS Doc ei-jeaao un\ 

BILLINO CODE 41SO-1S-M 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

Arizona; Safford District Grazing 
Advisory Board; Meeting 

Notice is hereby given in accordance 
with Pub. L 92-483 that a meeting of the 
Safford District Crazing Advisory Board 
will be held on Friday, january 29.1902. 

The meeting will begin at 9:00 a.m. in 
the conference room of the Bureau of 
Land Management, 425 East 4th Street. 
Safford. Arizona 85546-2092. 

The Agenda for the Meeting will 
include: 

1. Election of chariman and vice- 
chairman: 

2. Proposed rulemaking amending the 
existing grazing regulations; 

3. Supplemental and maintenance 
feeding policy in Arizona; 

4. Business from the floor. 

The meeting will be open to the 
public. Interested persons may make 
oral statements to the Board ^tween 
9:30 a.m. and 10:30 a.m. A written copy 
of the oral statement must be provided 
at the conclusion of the presentation. 
Written statements may also be filed for 


the Board's consideration. Anyone 
wishing to make an oral statement must 
notify the District Manager. Bureau of 
Land Management. 425 E. 4th Street. 
Safford. Arizona 85546-2029. by 4:15 
p.rn.. january 28,1982. 

At the conclusion of that session, the 
board members will depart via BI-M- 
provided vehicles for the Bryce 
allotment #4808 for an inspection of 
resource conditions. Members of the 
public may accompany the tour but must 
provide their own transportation. It is 
expected the board members will return 
to the Safford District Office at 
approximately 4:00 p.m. 

Summary minutes of the board 
meeting will be maintained in the 
District Office and be available for 
public inspection and reproduction 
(during regular business hours) within 
thirty (30) days following the meeting. 

Dated; December 18.1961. 

Lester K. Rosenkrance. 

District Manager. 

|FK Ooc tl-Maeo Fltod »45 mJ 

BILUNO CODE 


(UT-910-43108-64I 

Utah; Uinta-Southwestem Utah 
Regional Coal Team Meeting 

agency: Bureau of Land Management, 
Interior. 

action: Notice. _ 

summary: Pursuant to Federal Coal 
Management regulations (43 CFR Part 
3400) the Regional Coal Team (RTC) for 
the Uinta-Southwestem Utah Region 
will meet at 9:00 a.m. on January 26. 
1982. This is the initial meeting of the 
RCT concerning the second round of 
leasing in the Uinta-Southwestem Utah 
Coal Region. The team will meet to 
consider organization for the second 
round, review expressions of leasing 
Interest, preliminary feasible leasing 
target and procedures for delineating 
coal tracts. Written comments on the 
above subjects or other items of interest 
are invited. Comments should be 
submitted to the Regional Coal Team 
Chairman at the address listed below. 
Comments must be received by January 
22,1982. 

DATE: The Regional Coal Team meeting 
will meet )anuary 26,1082 at 9:00 a.m. 
ADDRESS: The meeting will be held in 
the Salt Palace. Room 220.100 South 
West Temple. Salt Lake City. Utah. 

FOR FURTHER INFORMATION CONTACT: 
Edward F. Spang. Regional Coal Team 
Chairman. Federal Building. P.O. Box 
12000, 300 Booth Street, Reno, Nevada 
69520. 









62712 


Federal Register / Vol. 46, No. 248 / Monday, December 28, 1981 / Notices 


Dated: December 18,1981. 
RoUnd G. Robinion. |r., 

Statff Dirtfctor. 

irRDcx »t-3aw7Fii«j n-ji-m 8 4ft «fii| 

WLLINQ coot 4)t(M4ai 


Arizona; Conveyance of Public Land 

Notice is hereby given that pursuant 
to section 203 of the Act of October 21. 
1976 (90 Stat. 2743: 43 U.S.C. 1713). the 
State of Arizona, Division of Emergency 
Services, has purchased by 
noncompetitive sale public land in 
Mariocopa County, Arizona, described 
as: 

Gila and Salt River Meridian, Arizona, 

T. 1 S., R. 2 W., 

Sec. 3a N^NE^NEVi. NEV^NWV4NEy4. 
Containing 30 acres. 

The purpose of this notice is to inform 
the public and interested State and local 
government officials of the issuance of 
the patent to the above-named entity. 
December 17.1981. 

Mario L. Lopez, 

Chief, Branch of Lands and Minerals 
Operations. 

(FR Doc 81-38040 PlUd 12-04-81; 043 •Oi) 

WLLIMC COOC 4310-84-81 


Off-Road Vebicle Designation Decision 

Decision: Notice is hereby given 
relating to the use of off-road vehicles 
on public land in accordance with the 
authority and requirements of Executive 
Orders 11644 and 11969, and regulations 
contained in 43 CFR Part 8340. The 
following described lands under the 
administration of the Bureau of Land 
Management arc designated as open, 
limited, or closed to off-road motorized 
vehicle use pursuant to the provisions of 
43 CFR 8342.1. 

This decision affects approximately 
3,351,740 acres of public lands in the 
Lakeview District, Bureau of Land 
Management in Klamath. Lake and 
Harney Counties. Oregon. These 
designations are a result of land use 
decisions made in the 1980 lakeview 
District Management Framework Plans 
for the Lost River, Warner Lakes and 
High Desert Resource Areas, and the off 
road vehicle implementation plans and 
environmental assessments dated 
December 1981 for the three respective 
Resource Areas. Comments received 
from a public meeting, meetings with 
ORV user groups, and written responses 
influenced the designation decisions. 
This designation oi^er supercedes off* 
road vehicle designations made prior to 
the issuance of the 1981 Warner Lakes, 
Lost River and High Desert ORV 
Implementation Plans and 


Environmental Assessments. These 
designations are published as final 
effective today. Under 43 CFR 4.21 an 
appeal may be filed within 30 days with 
the Interior Board of Land Appeals. 

A. Open Designation—Areas which 
are designated os open comprise 
approximately 3.254,520 acres. 

B. Limited Designation—Areas which 
are designated as limited comprise 
approximately 86.445 acres. This 
designation affords protection for 
resource values where access on 
existing routes is non-impairing or when 
resource damage potential exists only at 
certain times or under certain 
conditions. 

The following identifies the type of 
restriction on motorized vehicle travel, 
the specific area/areas where the 
restriction occurs, the affected acreage, 
and a brief rationale for each affected 
area. 

1. Travel limited to existing roads and 
trails. 

a. Lost Forest Research Natural Area 
(8,960 acres)—to protect natural values. 

b. Picture Rock Pass (approximately 
300 acres)—to protect archeological 
values. 

c. Lake Abert Archeologic Zone 
(12.000 acres)—to protect archeological 
values. 

d. Alkali Lake Sand Dunes (6.500 
acres)—to protect natural values. 

2. Temporary Closure. 

a. Buck Creek (approximately 200 
yards of spur road)-—to protect resource 
values until road can be re-engineered 
and constructed. 

3. Seasonal Closures. 

a. Ft. Rock/Silver Lake Deer Winter 
Range (34,000 acres)—closed from Dec. 1 
through March 31 to protect wintering 
deer. 

b. Klamath Deer Winter Range (7.985 
acres)—closed from Nov, 1 throu^ 

April 15. to protect wintering deer. 

c. Cox Creek Wildlife Closure (3.000 
acres)^closed during hunting season to 
prevent harassment of deer by vehicles. 

C. Closed Designation—Areas closed 
to vehicles total 10,775 acres. This 
designation prohibits vehicle use except 
for emergency or certain administrative 
purposes and affords full protection to 
the resource from vehicle related 
damage. 

Closed areas are: 

a. Black Hills (1,740 acres)—to protect 
resource values, threatened plant 
species. 

b. Fossil Lake (6,560 acres)—to protect 
resource values (fossils). 

c. Crane Mountain (1,090 acres)—to 
protect resource values, rare plants. 

cL Lower Klamath Hills (1.385 acres)— 
to protect resource values, wildlife. 


The Ofr-Road Vehicle ImpIemenUtion 
Plans and Environmenliil Astewnient, 
describli^ more fully the need for the 
designations and their impact at weO u 
detailed maps describing their locstien 
are available from the office listed 
below. 

Address: For further information 
about these designations, contact the 
following Bureau of Land Managemcnl 
Office: District Manager. Ukeview 
District Office. P.O. Box 151, Lakeview. 
Oregon 97630, (503) 947-2177, 

Richard A. Gorily, 

District Manager. 

December 17.1981. 

Doc. n-JMir f\M 11-24-61 *4* MRi 
WLLINQ COOC 43ta.a4-li 


Prineville District Grazing Advisory 
Board; Meeting 

Notice is hereby given in accordance 
with Pub. L 92-463 that a meeting of the 
Prineville District Grazing Advisory 
Board will be held January 28.1982. 

The meeting will begin at 1:30 PM in 
the conference room of the Bureau of 
Land Management office at 185 East 4th 
Street, P.O, Box 550. Prineville. Oregon 
97754. 

The agenda will include: (1) Expanded 
role of District Grazing Advisory Board. 
(2) Discussion of proposed rangeland 
management policies, including 
assignment of project maintenance 
responsibilities and criteria for 
characterizing allotments. 

The meeting is open to the public. 
Anyone wishing to make oral or written 
statements to the board Is requested to 
do so through the office of the District 
Manager, at the above named address, 
at least two days prior to the meeting 
date. 

Summary minutes of the board 
meeting will be maintained in the 
District Office and be made available 
for public Inspection and reproduction 
(during regular business hours) within 30 
days following the meeting. 

December 17,1961. 

James L Hancock, 

Assistant District Manager. 

pH Ooc ei-88MZ FU«d 13-24-81.044 •m| 

BILUNO COOC 4310-44-41 


Wyoming and Montana; Availability of 
Final Environmental Impact Statement 

agency: Bureau of Land Management 

Interior. 

action: Notice. 

summary: Pursuant to section l^l^HC) 
of the National Environmental Poli^ 
Act of 1969. notice is hereby given twi 
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ike Bureau of Land Management (B&M). 
Department of the Interior, has prepared 
I final environmental impact statement 
(EIS| on 19 coal tracts located in 
Montana and Wyoming. 

In addition, in accordance with 43 
CFR M20.6-2. BLM it issuing a call for 
lubmission to the BLM of written 
mrface owner consents given by 
qoalified surface owners that would 
permit mining of Federal coal on the 
identified tracts where the Federal coal 
iimeriain by privately owned surface. 
Qualified surface owners also have the 
opportunity to submit written refusals to 
consent The legal descriptions of all the 
Inicts considered for regional lease sale 
in the final HS are provided in 
Appendix A of this notice. 

OATES: The dates for filing valid surface 
owner consent agreements, or evidence 
thereof, are contained in the 
Supplementary Information section of 
this notice. 

KM rjuther information contact: 
Chuck Wilkie, Team Leader. Powder 
River Regional CosI EIS, Casper. 

Wyoming at the address given below. 
AOORESSES: Single copies of the final 
QSmay be obtained from and are 
ivailable for inspection at the following 
addresses: 


Wyoming State Office. Bureau of Land 
Management, 2515 Warren Avenue. 
Cheyenne. Wyoming 82001 
Casper District Office, Bureau of Land 
Management. 951 Rancho Road. 

Casper, Wyoming 82601 
Montana Slate Office. Bureau of Land 
Management. 222 N, 32nd Street, 
Billing. Montana 59107 
Miles City District OfBce, Bureau of 
Land Management, West of Miles 
City. P.O. Box 94a Miles City, 

Montana 59301 

Office of Public Affairs, Bureau of l.and 
Management. 18lh and C Streets NW., 
Washington, D.C. 20240 
Wfumektary information: The final 
EIS analyzes the cumulative regional 
wvironmental impacts of four leasing 
Iwl alternatives including the no actior 
sli^tive, leasing fourteen tracts at the 
w billion ton level with the Spring 
ww tract included, leasing at the 1,5 
WIicm Ion level with the Kintz Creek 
Keelinc tracts included, and leasing 
^ level of 2.6 billion tons 

the development of all 19 tracts. 
jn accordance with 43 CFR 3420.6-2 
wd 3427 of the coal management 
ationg, the BLM is also requesting 
/kf surface consent agreements 

evidence thereof, given by qualified 
^Ace owners for lands within the 

^he appropriate 

ahoi addresses given 

Valid written consents for lands 


in which the ownership of the surface is 
held by qualified surface owners and 
the ownership of the underlying coal is 
reserved to the Federal Government will 
be accepted until 30 working days prior 
to the publication of each lease sale 
notice for the specific lands involved in 
accordance with the announced 
schedule of regional lease sales 
established by Secretarial decision. It is 
the responsibility of parties intending to 
file consents to be aware of pending 
lease sale notice dates, as set forth in an 
announced regional lease sale schedule. 

Section 714(c] of the Surface Mining 
Control and Reclamation Act (SMCRA) 
states that, *The Secretary shall not 
enter into any lease of Federal coal 
deposits until the surface owner has 
given written consent to enter and 
commence surface mining operations 
and the Secretary has obtained evidence 
of such consent.** 

As defined in the regulations (43 CFR 
3400.G>5(pp)), qualified surface owner 
**mean8 the natural person or persons 
(or corporation, the majority stock of 
which is held by a person or persons) 
who: 

(1) Hold legal or equitable title to the 
surface of split estate lands; 

f2) Have their principal place of residence 
on the land, or personally conduct farming or 
ranching operations upon a farm or ranch 
unit to be affected by surface mining 
operations: or receive directly a significant 
portion of their income. If any. from such 
Arming and ranching operations; and 

(3) Have met the conditions of paragraphs 
(1) and (2) of this subsection for a period of at 
least 3 years, except for persons who gave 
%vritten consent less than 3 years after they 
met the requirements of both paragraphs (1) 
and (2) of this section. In computing the thr^e 
year period the authorized officer shall 
include periods during which title was owned 
by a relative of such person by blood or 
marriage if. during such periods, the relative 
would have met the requirements of this 
amendment/* 

Valid written consent is defined in the 
regulations (43 CF’R 3400.0-5(zz)) as **the 
document or documents that o qualified 
surface owner has signed that: (1) Permit 
a coal operator to enter and commence 
surface mining of coal: (2) described any 
financial or other consideration given or 
promised in return for the permission, 
including in-kind considerations: (3) 
describe any consideration given in 
terms of type or method of operation or 
reclamation for the area: (4) contain any 
supplemental or related contracts 
between the surface owner and any 
other person who Is a party to the 
permission; and (5) contain a full and 
accurate description of the area covered 
by the permission/* 

As required by 43 CFR 3427.2(c), it is 
the Bureau’s responsibility to review all 


consents received. The Bureau will 
verify that the named surface owner is a 
qualified surface owner as defined in 
the regulations and that the title for split 
estate lands described in the filing is 
held by the named qualified surface 
owncr(B). in addition, to be considered 
valid, consents entered into after the 
August 4. 1977. enactment of the Surface 
Mining Control and Reclamation Act 
must ^ transferable to whomever 
makes the successful bid in a lease sale 
for the tract that includes the lands to 
which the consent applies. A written 
consent shall be considered transferable 
only if, at a minimum, it allows that 
after the lease sale for the tract to which 
the consent applies (i) payment for the 
consent may be made by the successful 
bidder or (ii) the successful bidder may 
reimburse, at the purchase price of the 
consent, the party that first obtained the 
consent. If a filing is from anyone other 
than the named qualified surface owner, 
the Bureau shall contact the named 
qualified surface owner, and request 
confirmation, in writing, that the filed, 
transferable, written consent, or 
evidence thereof, to enter and 
commence surface mining has been 
granted and that the filing fully discloses 
all of the items of the written consent. 

To facilitate the filing and review of 
written consents from qualified surface 
owners, the person submitting the 
consent is asked to include a statement 
that the evidence submitted represents a 
true, accurate, and complete statement 
of information regarding the consent for 
the area described. Such a validation 
statement is required by 43 CFR 3427.3. 
The statement is to be signed and dated 
by the person submitting the consent 
and can be either Incorporated directly 
into the consent document or enclosed 
as a separate item submitted with the 
consent document. The statement can be 
worded as follows: “I (We) hereby 
declare that the evidence submitted, to 
the best of my (our) knowlege, 
represents a true, accurate, and 
complete statement of information 
regarding the surface owner consent for 
the area described." This validation 
statement does not have to be witnessed 
or notarized. 

A qualified surface owner(s) that has 
not been contacted by, or requested to 
enter into any agreement with, a private 
party and who may wish to give consent 
to allow permission to enter and 
commence surface coal mining may 
prepare, sign, and submit a consent 
document to the B1A4 Wyoming or 
Montana State Offices, as appropriate. 
The consent document should include 
the inforamtion and requirements 
specified earlier in this notice in order to 
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constitute n valid written consent as 
defined in the coal regulations (43 CFR 
3400.0>^(zz)) and must indicate any 
specific terms the surface owner may 
request to allow permission to enter and 
commence surface coal mining. This 
unilateral consent document must be 
signed by a private party at least 30 
working days prior to the publication of 
the lease sale notice for the area 
affected, or the area affected will not be 
offered for lease sale. 

In accordance with 43 CFR 
3437.2(aH2). written statements from 
qualified surface owners who refuse to 
consent to coal leasing may be filed 
with the Wyoming and Montana State 
Offices, as appropriate, at the addresses 
given above. Early submission of a 
refusal to consent, thereby disqualifying 
the specified lands from further leasing 
consideration, will deter pressure from 
persons or parties seeking tb enter into a 
consent agreement and will prevent 
continued inquiries by the DLM of the 
status of surface owner consent for the 
specified lands. 

A Secretarial decision for leasing in 
the Powder River Region is expected in 
February 1962. after filing of the final 
EIS. As part of that decision* the 
Secretary may choose to hold a series of 
lease sales beginning in April 1982. 

Dated: December 11.1981 
Robert L Burford, 

Director, Bureau of Land Management. 

Approved: 

Garoy E. Caseuthors. 

Assistant Secretary of the Interior. 

Appendix A—Legal Description of 
F^eral Coal Tracts 

Tracts Included in Preferred 
Alternative: 

Msintensnce Tracts 

Legal Description of Federal Coal in 
Colstrip A A B Tracts: 

T 1 N., R. 41 E.. P.M. Montana. 

Sec. 8, lots 1, 2. 3.4. SWNEV*. 

NWSEV<,NWV4; 

Sec. a SEV^; 

Sec. 10. SMiSWV4, SWV4SE%: 

Sec. 18. lots 2. 3. SEV^NWV^. NEV 4 SWV 4 . 

SEV4. 

T. 2 N.. R. 41 F*.. PM. Montana. 

Sec. 3a NEV^SEW. SWSEV^4: 

Sec. 32. all. 

Legal Description of Federal Coal in 
Colstrip C Tract: 

T 1 N., R. 40 E.. P.M. Montana. 

Sec. 4. lots 1. 2.SV^NVA.SH; 

Sec. 10. NWVi, NW^4SWV^; 

Sec. 12, lot 3. NWWSE^; 

Sec-14. N^SWV4. 

Legal Description of Federal Coat in 
Colstrip D Tract: 

T. 2 N., R- 41 R, P M. Montana. 

See. 14. SV4SV%. NEV4SEV4: 

Sec.22,E4; 


Sec. 24. ail: 

Sec. 28. NV^. SEV 4 . NEViSEV^. SV^SEy 4 . 

T. 2 N., R. 42 E.. P.M. Montana. 

Sec. 30. lots 1.2.3. NEW.. EWNW 
NEV 4 SWV 4 . NV4SEV4. 
l*egal Description of Federal Coal in Fortin 
Draw Tract: 

T 50 N., R. 71 W., 8th PM., Wyoming 
Sec. 34. SWVi. SV4NW 
Legal Description of Federal Coal In Little 
Rawhide Creek Tract: 

T. 51 N.. R. 72 W.. 6th P M., Wyoming. 

Sec. 20. All of that part of the SEy 4 SEV 4 
lying east of a line 600 feet east of and 
parallel to the eastern right-of-way 
boundary of U.S. Highways 14 and 18. 
Sec. 28, All of that part of the SW V 4 lying 
east of a line 800 feet east of and parallel 
to the eastern right-of-way boundary of 
U.S. Highways 14 and 16. 

All of the part of the NW lying east of a 
line 600 feet east of and parallel to the 
eastern nghl-of-way boundary of U.S. 
Highways 14 and 16 SEV4. 

Sec. 29. All of the part of the EV^NEV^ lying 
east of a line 600 feci east of and parallel 
to the eastern right-of-way boundary of 
U.S. Highways 14 and 16. 

Legal Description of Federal Coal in North 
Decker Tract: 

T. 8 S.. R. 40 E.. P.M. Montana. 

Sec. 28. NWV 4 SWV 4 . SWSM; 

Sec. 29. SV^NW^. NVbSWV4. SEy4SWV4. 
SEV4; 

Sec. 32. NEV^SW^: 

Sec. 34. WViW WNEWi. WV4. 

T. 9 S., R. 40 Em P.M. Montana. 

Sec. 3. SEy4NKy4. WViSEW. WV^SEy4SEyi. 

S£y4SEyiSEy.; 

Sec. 4, lot 4. SWy4NWy4; 

Sec. 5. lots 1.2. SV^NEy4. NV^SEyi. 

Legal Description of Federal Coal in Spring 
Creek Traci; 

T. 8 S.. R. 39 E.. PAt. Montana. 

Sec. 22, NWy4SEV^; 

Sec, 23, SEy4NWy4; 

Sec. 24. SEy4NWy4. NEV4SEy4: 

Sec. 25. SWy4SWy4. 

T. B S., R. 40 Em P.M. Montana. 

Sec. 19. NV^ of lot 4, SE^iSW Vi, SWViSEV^; 
Sec. 3a NWyiNEVi. SHNEV^. NE^SWVi. 
SEy4: 

Sec. 31. SEy4NEy4. 

Legal Description of Federal Coal in West 
Decker Tract: 

T. 9 S.. R. 40 Em pm. Montana. 

Sec. a, SEViSWVi. 

New Mine Developmetil Tracts 

Legal Description of Federal Coal in Cook 
Mountain Tract: 

T. 2 S.. R. 45 Em P.M. Montana. 

Sec. 29. SV4; 

Sec. 30. all; 

Sec. 32. all. 

T. 3 Sm R. 45 E.. P.M. Montana. 

Sec. 4. WH; 

Sec.aNEy4. 

Legal Description of Federal Coal in Coal 
Creek Tract; 

T. 3 Sm R. 44 E.. P.M. Montana. 

Sec. 1ZN^NKy4. 

T. 3 Sm R., 45 Em P.M. Montana, 

Sec.6,SVk; 

Sec 8. all. 


Legal Description of Federal Cori In Vw 
Otter Creek Tract: 

T. 3 Sm R* 45 Em P.M, Montana. 

Sec 30. lots 2 , 3.4. EViSWy 4 . SEv* 

T 4 S.. R. 45 E.. P M. Montana 
Sec 4, SWy 4 SWy 4 ; 

Sec a lots 10.11.12.13.14. J 5 , m 17 
N^SEy4: * 

Sec 8 , lots L Z 3. 4. 5, 8 . a KVV. 

Legal Description of Federal Coal in 
Timber Creek Tract: 

T. 4a Nm R- to Wm 6th PM . Wyomiftt. 

Sec. 4. loU 3.4, S%NWV 4 . SWVi; 

Sec. 5. loU 3, 4. SEViNW Vi. SyWe 
Sec 6 . lots 1 . Z 3. 4. 5. 8 . 7. SVVNEV« 
SEViNWy4. K^swy4. SEk4: 

Sec. a. all: 

Sec. 9. WVvWVi; 

Sec. 17. all: 

Sec 18. SEy 4 : 

Sec 19. EV^: 

See. 20 . WH. WHEVy. EViNE% 

Legal Description of Federal Coal in Duck 
Nest Creek Tract: 

T. 47 N.. R. 71 Wm 6lh PM.. Wyoming. 

Sec. 5. lot 4, S^NWyi. SW^i; 

Sec. 6 . lots 1 . Z 3. 4. S. 6 .7. S^NEW. 
SEViNWV 4 . EVySW%. SBVi: 

T- 47 N.. R. 72 W^ 6 lh PM. Wyoming, 

Sec 1 . lot 1 . SEV 4 NEVi. P\^S¥,Vi. 

T. 48 Nm R. 71 W . Bth P M.. Wyoming. 

Sec. 29. WW; 

Sec. 3a lots 1 . Z 3. 4. RHWVi. EVi 
Sec 31. lots 1 , Z 4. NEV*. EV%NWVi, 
SEV^SViiVr. 

Sec 3Z NWVi. 

Legal Description of Federal Coal io 
Keeline Tract: 

T. 45 Nm R. 70 Wm 6 lh PM.. Wyoming. 

Sec 31. NEy^: 

Sec. 3Z all: 

Sec. 33. NWy 4 . WVkNEV^, SE^NEV 4 .S^. 
T. 44 Nm R- 70 Wm 6 th PM . Wyomii^ 

Sec 4. lots 1 . Z 3.4. SWiVg. Sh: 

Sec. 5. loU 1 . Z SV^NEy 4 . SEy 4 : 

Sec a NEV4. NWSEyi: 

Sec 9. NW, SWVi. WWSWV* 

Legal Description of Federal Coal in Kioti 
Creek Tract: 

T, 45 Nm R. 70 Wm eih P.M.. Wyoming. 

Sec 20 . all: 

Sec 21, all: 

Sec 2 Z WW. WWEW; 

Sec 27, ail: 

Sec 34 ! NWy.. fWV 4 NEV..SWNEWi.Sk 
Sec 35. SW WNWV.. WWSWV. 

Traci* included in Other Allenulive* ia lh» 
Powder River EIS 
Legal Deacriplion of Federal Coal in 
Ashland (Decher-Bimey) Trtcit 
T. 3 S.. R. 45 E.. P.M. Montana. 

Sec 28. NEV.. NEWNWW. SWNWW.Sh: 
Sec 34, NEW. NEWNWW. SWNWW.SW 
T. 4 S- R. 45 E.. P.M. Montana. 

Sec2.lolal.2.3.4.SMiNW.8W; 

Sec. 4. Iota 1.2. SEV.NEW. 

Legal Deacription of Federal Coal to 
Southweal Otter Creek Tract 
T. 4 S.. R. 45 E.. PAl., Montana. 

S«:. 20. NWNBW. NEWNWW: 

Sec 22. WWWW. SEWSWW: 

Sec 28. all; 
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teHSHSWV.. 

|t«E.PAt Monlans. 
loU 1.13.4.5.6, SWNEy«. SV,-. 
||^»SSiNW.'*.N^',SWV4. 

Irtslltetrip*'®" uf KedersI Coal in Spring 

W 6th P.M. Wyoming. 

Stc-JJ.aU^ 
be 9. all' 

be 2B NH.8WV,. SWrSE«i. NEV4SEy.: 

^ J1.' lot. 1. i 3.4. N'EV,. E%NWy«. 

EV)SWV..SEyi: 

S^SlNhNW: 

S(t SJ. NE^«. EWSEVi: 

SfcKWhWy 

Uyil fcacnption ot F«^de^8l Coat in Rocky 


T aK. R 71 6th P M.. Wyoming. 
S«.ttSHNEV«. NViSBy». SE«iSEy«: 

SecaSV 4 .Stt.NVi; 

SecKSWW.SWVtSEVt. 

T alt.R. 71 W, 6lh P.M.. Wyoming. 
Sitl.lot» 1 . 2 . 3 . 4 .SVtNVk.SVi; 

Sect lot* 1.2.3.4.SVtNVt.SVi; 

Seel lots 1.2 3.4. SVk. NVt. 5%: 
Sicilot»1.t3.4.SV4NVi.SVi; 

Seckloa 1.2. SVtNEVi. SE«iNWV4. 
EHSWV4.SEM; 

Sic& EVi. EHNWy*. SEy^swy*: 
SicRWVi.NE'<i. WVtSB^. 
n 0« it.Mi PM tM ••I 

Kun COM 4I<0-M4I 


ICRMSSl 

Ongoft; Termination of ClassIficaMon 
lor Multiple Use Management 

Comction 

In FK Doc. 61-35194, appearing on 
fige 60276, in the issue of Wednesday. 
Dr^berO, 1981, make the following 
diinge: 

hperauaph “3.” in the second 
onkina'change the second word now 
nedmg “minimar to read "mineral", 
aisncoot 


lUTFEIS-ei-SSI 

U Sal Pipeline C04 Shale Oil Pipeline: 
**a#abillty of Final Environmental 
Hiict Statement 

M04CV: Bureau of Land Management 
(BW). Interior. 

JciKHc Notice of Availability of the 
w^lEnvironmental Impact Statement 


Pursuant to section 102(2)(t 
■^ National F.nvironmental Policy 
of 1969. ih€ BLM has prepared a 
3 on a proposed shale oil pipeline 
“oonstnicled and operated as a 

?>«oon carrier by U Sal Pipe Une 
tompany 

•“PPUatMTAnv infoumation: The B1 
pftpared a FEIS on a proposed 
pipeline from the 
^ty of Parachute, Colorado to 


Casper, Wyoming. The main trunkline 
would be sixteen inches in diameter. 
There would be a lateral pipeline from 
the trunkline to Rangely, Colorado. The 
purpose of the project would be to 
transport upgraded shale oil from the 
Piceance Basin to existing crude oil 
transportation facilities at Casper and 
Rangely. The FEIS addresses the 
comments on the draft EIS. Alternatives 
analyzed include alternate routes for the 
main trunkline at river crossings, 
alternate routes for the Rangely lateral 
line, and denial of the right-of-way. 

FOR FURTHER INFORMATION CONTACT: 
lames Dean, Colorado State Office, 
Bureau of Land Management. 1037 20th 
Street, Denver. Colorado 80202. (303) 
B37-8016. 

Dated: December la 1961. 

George C Frsnds, 

Bureau of Land Management, Colorado State 
Director 

|PR Ooc tl'-JMSa FM 12-24-41: Sc4& 

BIUJNO COOC 4310-44.M 


Oregon; Riley Grazing Management 
Plan; Intent To Prepare Environmental 
Impact Statement and Conduct 
Scoping Meeting 

The Department of the Interior. 

Bureau of Land Management. Oregon 
State Office, will be preparing an 
Environmental Impact Statement (EIS) 
on the grazing management program on 
approximately 1.080.000 acres of public 
land in the Riley EIS Area of the Bums 
District in south-central Oregon. 
Decisionmaking will take place over a 
several-month period following 
completion of the final statement. 

A public scoping meeting will be held 
at 7:30 p.m„ January 19.1981. at the 
Harney County Museum Clubroom. in 
Bums, Oregon, to identify the significant 
issues to be discussed in detail in the 
EIS. At this meeting public comments 
%vill also be sought to help develop the 
preferred land use alternative for the 
area and various alternatives that could 
realistically be addressed in the EIS. 
Possible methods of obtaining public 
comment on the draft EIS after it is 
published will be discussed. 

The proposed grazing management 
program will be based on coordinated 
land use allocations for all resources 
developed through the Bureau's land use 
planning system. The objectives of the 
program are to enhance the vegetative 
resource, provide quality habitat for 
wildlife and wild horses, provide a 
continuous supply of livestock forage, 
reduce soil erosion and sedimentation 
damage, improve water quality, improve 
the recreation and visual resources, and 
protect archelogical and historical sites. 


The EIS will discuss alternatives to 
the proposed grazing management 
program. A no action alternative will be 
included in the EIS. Other alternatives 
being considered for discussion include 
no livestock grazing and at least one 
higher and one lower level of livestock 
grazing than that in the proposal. 

The EIS will identify the impacts that 
can be expected from implementation of 
either the proposed grazing management 
program or any of the alternatives 
discussed. The statement will be an 
analytical tool used in making final 
decisions for managing livestock grazing 
in the I.akeview EIS area. 

Information on the time and place of 
the public meetings may be obtained 
from: 

josh Warburton. District Manager, 
Bureau of Land Management. 74 S. 
Alvord St., Bums. Oregon 97720. 
Telephone (503) 573-2071 
Gerry Fullerton. Statement Leader. 
Bureau of Land Management (922), 
P.O. Box 2965. Portland. Oregon 97206, 
Telephone (503) 231-0955 
Dated: December IS. 1961 . 

Philip C Hamilloci, 

Chief, Division of Planning and 
Environmental Coordination, Oregon State 
Office. 

{Pit Ooc tl-MSM FVtod 12-24-41; 444 ami 
BILUNQ CODE 4219-44HII 


(Bureau Order No. SOI, Amdt 14J 

Oregon; Declaration of Annual 
Productive Capacity of Jackson and 
Klamath Master Units 

summary; The annual productive 
capacity for the Jackson and Klamath 
Master Units Composed of Revested 
Oregon and California Railroad Grant 
Lands and the intermingled and 
adjacent public domain areas in Oregon, 
declared in Bureau Order No. 601, 
Amendment No 12, dated May 8.1980 is 
amended as follows: 

Jackson Master Unit—14,540.000 cubic 
feet (85.000,000 board feet. Scribner 
equivalent). 

Klamath Master Unit—5.690.000 cubic 
feet (33.000,000 board feet, Scribner 
equivalent). 

This change is a result of technical 
revisions in the allowable cut planning 
process as reported in Amendment No, 1 
to the fackson-Klamath Timber 
Management Plan Record of Decision, 
dated December 11.1981. 

The annual productive capacity 
represents the annual level of harvest 
which can be sustained in perpetuity 
without any planned decrease in the 
future. In addition to the annual 
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productive capacities, the timber 
management plan for the combined 
lackson-Klamalh Master Units specifies 
the annual harvest of approximately 
860.000 cubic feet (S.OOaOOO board feet. 
Scribner equivalent) for the next 10 
years as part of the cooperative Forestry 
Intensified Research (FIR) project to 
determine the number of years needed 
to re-establish commercial tree species 
on selected areas not included in the 
annual productive capacity land base. 

The revised timber management plan 
is described in the Final fac^son* 
Klamath Timber Management 
Environmental Statement issued 
November 28,1979. This fCnvironmental 
Statement, together with the record of 
decision including Amendment No. 1. is 
available for inspection at the Medford 
District Office of the Bureau, located at 
3040 Biddle Road, in Medford, Oregon, 
and at the Oregon State Office of the 
Bureau located at 729 NE Oregon St.. 
Portland, Oregon. 

This declaration became effective 
October 1.1981. 

FOR FURTHER INFORMATION CONTACT: 

Ronald Sadler. B1.M. Oregon State 
Office, 729 NE Oregon St.. Portland. 
Oregon 97232, 503-231-6851. 

Dated: December 15.1981. 

William G. Leavell, 

State Director. 

IHt Doc 81 00805 ni«<} U-84-81; 845 «ai| 

OltUNQ cooe 4Sie-S4-M 


(Bureau Order No. 601, Arndt. 13] 

Oregon; Declaration of Annual 
Productive Capacity of Josephine 
Master Unit 

summary: The annual productive 
capacity of the Josephine Master Unit, 
composed of Revested Oregon and 
California Railroad Grant Lands and the 
intermingled and adjacent public 
domain areas in Orc^gon. declared in 
Bureau Order No. 601, Amendment No. 
11. dated September 17,1979, is 
amended as follows: the annual 
productive capacity is 18,500.000 cubic 
feet (9S.000.000 board feet, Scribner 
equivalent). 

This change is a result of technical 
revisions in the allowable cut planning 
process as reported in Amendment No. 1 
to the Josephine Timber Management 
Plan Recoid of Decision dated 
December 11,1981. 

The annual productive capacity of 
18,500.000 cubic feet represents the 
annua] level of harvest which can be 
sustained m perpetuity without any 
planned decrease in the future, in 
addition to the annual productive 
capacity, the timber management plan 


specifies the annual harvest of 
approximately 1.800,000 cubic feet 
(9.000.000 board feet. Scribner 
equivalent) for the next 10 years as part 
of the cooperative Forestry Intensified 
Research (FIR) project to determine the 
number of years needed to re-establish 
commercial tree species on selected 
areas not included in the annual 
productive capacity land base. 

The revised timber management plan 
is described in the Final Josephine 
Timber Management Plan 
Environmental Statement issued 
October 26.1978. This ^vironmental . 
Statement, together with the record of 
decision including Amendment No. 1. is 
available for inspection at the Medford 
District Office of the Bureau, located at 
3040 Biddle Road, in Medford. Oregon, 
and at the Oregon State Office of the 
Bureau located at 729 NE Oregon St.. 
Portland, Oregon. 

This declaration became effective 
October 1.1981. 

FOR further information CONTACT: 
Ronald Sadler, BLM, Oregon State 
Office, 729 NE Oregon St.. Portland. 
Oregon 97232, 503-231-6851. 

Dated: December 16,1981 
William G. LoaveU. 

State Director. 

|Ht Ddc tlOBM 1J-M-81: M ftiu) 

BIU.INQ COOC 4S10-S4-N 


Geological Survey 

Outer Continental Shelf Oil and Gas 
Operations; Personnel Safety arid 
Protection in Hydrogen Sulfide-Prone 
Areas — 

aoency: Geological Survey, Interior. 
ACTION: Notice to propose on 
amendment to section 5.2, Personnel 
Safety and Protection, of the Hydrogen 
Sulfide (HjS) standard. 

summary: The U.S. Geological Survey 
(USGS) proposes to amend certain 
requirements of section 5.2, Personnel 
Safety and Protection, of the USGS 
Outer Continental Shelf (OCS) Standard 
GSS-OCS-1, ''Safety Requirements for 
Drilling Operations in a Hydrogen 
Sulfide Environment.'* First Edition. 
February 1976, concerning personnel 
safety and protection in HtS-prone areas 
on the OCS. 

Significant questions have been raised 
as to the necessity of the requirements 
(hat personnel undergo an eardrum 
examination before assignment to HsS- 
prone areas and that personnel with 
perforated eardrums be prohibited from^ 
working in a HfS environment. In 
addition, the USGS also has received 
data indicating that only pressure- 


demand-type respirator, ,hould be 
in atmosphere, immediatehf datwe,^' 
to life or health. 

The proposed amemimcnl willremon 
requirements that are unnecessary, 
expensive, and burdensome to 
implement and will require the uie of 

pressure-demand type respirators that 

will increase personnel safety. The 
amendment will result in coDsiderahle 
savings for the lessees. 

DATES: Written comments and 
recommendations on the proposal to 
amend this standard must be received 
on or before February 28.1982. 

ADDRESSES: Comments to; David A. 
Schuenke. Chief. Branch of Offshore 
Rules and Procedures, U.S. Geological 
Survey. 640 National Onter, Reftoa. 
Virginia 22092. 

Public inspection of medical data at 
Conserve tion Manager. Alaska OCS 
Region, U.S, Geological Survey, 800 A 
Street. Suite 201, Anchorage, Alaska 
99510 

Conservation Manager. Atlantic OCS 
Region. U.S. Geological Survey, ITlSKj 
Street N.W., Suite 204. Washingtoa, 
D.C 20006 

Conservation Manager, Gulf of Mexico 
OCS Region. U.S. Geological Surviy. 
3301 North Causeway Boulevard, 
Metairie. Louisiana 70002 
Conservation Manager. Padhe OCS 
Region. U.S. Geological Survey, IHO 
West Sixth Street, Los Angeles, 
California 900017 

Deputy Chief. Conserv'ation Divisioo— 
Offshore Minerals Regulation. U.S 
Geological Survey, 640 National 
Center. 12201 Sunrise Valley Drive. 
Room 6A113B. Resloa Virginia 22082 

FOR FURTHER INFORMATION CONTACT. 
Lloyd M. Tracey, Branch of Offshore 
Rules and Procedures. Conservation 
Division, U.S. Geological Survey, MO 
National Center, Reslon, Virginia 22092. 
(703) 860-7395: FTS 928-7395. 
SUPPUEMENTARY INFORMATION: Undlf 

Title 30 of the Code of Federal 
Regulations, 5 5 250.10 and 250.1L aw la ) 
accordance with the USGS Director i 
Delegation of Authority (45 FR16520. 
March 14. 1980), the Deputy Chief. 
Conservation Division. Offshore 
Minerals Regulation, proposes 
section 5.2 of USGS Standard CSS- I 
OCS-1. This standard is incorporated ^ 
reference as a requirement In para^P 
8. Hydrogen Sulfide, of 
2, applicable to all areas of the 
This Order implements 30 CFR 25841. 
Control of wells. 

Background I 

Section 5.2 of USGS Standard CSS- , I 
OCS-1 provides: 1 1 
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rtnonnti Safety and Protec^on. All 
.hall undergo an eardmm 
iSaiMlion before assig^entjo 
HMC areas. Personnel with perforated 
JXiTO shall be prohibited from 
^ing in an H,S environment. 

(j5GShiii received medical uala to 
iBMort !he contention that the 
I Ziremenis arc medically and 
ickotificany unwarranted, they do not 
; notnc the health or safely protection 
i dpertofinel. they are expensive and 
I kardensome to implement, and they are 
not necessary. These data are available 
- Wpabbe inspection at the locations 
i bled under “ADDRESSES.” 

V^hen the standard was orignally 
b^doped. there was a divergence of 
opinion on the need for these 
requirements. After considering the 
’ miUble evidence, the USGS adopted 
tee requirements. This decision was 
i btied on the opinions of ^ecogni^ed 
: uthoritifs who believed that a person. 

; while using a breathing apparatus in a 
: Hivironment. could inhale the toxic 

|i$ through a perforated eardrum and 
theaustachian tube. 

Suction 5.2.5, paragraph (a), does 
[ sot specify a type of protective 
teeing apparatus. Now, the USGS 
, his received data which indicate that 
sidypressure’demanddype respirators 
ire adequate protection for personnel ' 
working in HiS or sulfur dioxide (SOt) 
civirocimenlB 

This conclusion is based mainly on 
requirements of the 1980 Edition of the 
AsMFKan National Standards Institute 
(ANSI), Standard Z88.2, and on 
ftcoonnendations of the National 
bititute for Occupational Safety and 
Health (NIOSII). 

The ANSI Standard Z88.2 indicates 
[ iil only pressure-demand'type 
’ j^ratora are permitted in 
' ‘atmospheres immediately dangerous to 
» He or health." NIOSH advises: “For 
•oergency use, or in unknown 
I concentrations or concentrations in 
wceu of 70 ii\g/ln* (50 ppm) only a full 
topiece positive pressure self 
I contained breathing apparatus is 
^ edequate;’ 

j ^0 result of our review of the data 
( t^cenlly presented and information 
I cauiined in our files, the USGS has 
j I'KJonsidered these requirements and 
P^^Pooes to amend section 5.2, 

Isquest for Comments 

^ order to obtain full discussion of 
ittues, interested parties arc 
I ^jwted to submit comments on the 
t aniendment. Comments will be 

: wpted through February 20.1982. 

I should be submitted to David 

1 Chief. Branch of Offshore 


Rules and Procedures, at the address 
indicated in the preamble of this 
document under “ADDRF^ES.” 

Drafting Information 

The primary author of the proposed 
amendment is Mario Rivero, OCS 
Orders and Standards Section. Branch 
of Offshore Rules and Procedures. 
Conservation Division. U.S. Geological 
Survey, 640 National Center, Reston, 
Virginia 22092. (703) 860-7395; FTS 928- 
7395. 

Statement of Significance 

The Department of the Interior has 
determined that the proposed 
amendment to the standard does not 
constitute a major Federal action 
significantly affecting the quality of the 
human environment and. therefore, 
preparation of an environmental impact 
statement is not required. The 
Department has also determined that 
the issuance of the proposed 
amendment is not a major rule and does 
not require a regulatory impact analysis 
under Executive Order 12291. 

The Department of the Interior has 
determin^ that this document does not 
have a significant economic effect on a 
substantial number of small entities and 
does not require a small entity flexibility 
analysis under the Regulatory Flexibility 
Act. 

Dated: October 13.1981. 

Robert L Rioux. 

Deputy Chief, Conservation Division^ 
Offshore Minerals Regulation, 

For the reasons set out in the 
preamble, section 5.2 of the USGS 
Standard GSS-OCS-1 is proposed to be 
amended as follows: 

1. In section 5.2, the introductory 
paragraph is removed. 

2. In subsection 5.2.5. paragraph (a) is 
revised to read as follows: 

5.2.5 Personnel Protective 
Equipment 

(a) All personnel on a drilling facility 
or aboard marine vessels serving the 
facility in HiS and SOt environments 
shall be equipped with a pressure- 
demand-type respirator. 

Accessory equipment, such as voice- 
transmission devices and spectacle kits, 
shall be made available, as needed. 

The design, selection, use, and 
maintenance of the pressure-demand- 
type respirator used in a HtS or SOt 
environment shall conform to— 

(1) Title 29 of the Code of Federal 
Regulations. Subpart 1—Personnel 
Protective Equipment. § 1910.132. 
General requirements, and § 1910.134. 
Respiratory protection: and 


(2) Title 30 of the Code of Federal 
Regulations. Subpart A—General 
Provisions, § 11.2-1. Selection, fit use, 
and maintenance of approved 
respirators, and Subpart H—Self- 
Contained Breathing Apparatus. 

ii 11.70 through 11.83-19: and 

(3) American National Standards 
Institute (ANSI), Inc.. Standard ANSI 
2^.2-1980. “Practice for Respiratory 
Protection.” 

« • • • • 

(43 U.S.C. 1334) 

im Doc 11 36B39 FUmI W45 Ml] 

SiUJNQ COOi 4J10-31-M 


INTERSTATE COMMERCE 
COMMISSION 

Commission Press Release Summary 

aoency: Interstate Commerce 
Commission. 

action: Notice of proposed procedural 
change. 


summary: In an effort to cut agency 
costs, the Commission is proposing to 
restrict press box service and advisc-of- 
all'proceedings participation. A daily 
Press Release Summary will-be 
available, by subscription, to anyone 
desiring the service. 

OATES: Proposed Effective Dale: March 
1.1982. Comments: Due fanuary 18.1982. 
Comments must be in writing. 

ADDRESS: Press Release Summary, 

Room 2215. Office of the Secretary. 
Interstate Commerce Commission, 
Washington. D.C. 20423, 

FOR FURTHER INFORMATION CONTACT: 
Kathleen King. 202-275-0956: F-dward 
Fernandez. 202-275-7591. 
SUPPLEMENTARY INFORMATION: For 
many years the ICC has maintained 
some 240 free private boxes for the 
Press and ICC constituency based in 
Washington. A single copy of all ICC 
decisions and other releases is placed in 
these boxes each day for pick up on or 
after the official 12:30 p.m. release time 
together with an index of the items 
released. Maintenance of the press 
boxes costs the Commission in excess of 
$590,000 annually. 

In an effort to reduce costs and still 
provide service to local people, as well 
as people outside of the Washington 
area, the Commission is proposing to 
discontinue press box service to all 
except the working press, and replace it 
with a summary publication (Press 
Release Summary) of all items released 
each day. The Press Release Summary 
will categorize releases by decisional 
body, by type. e.g. certificates, permits 
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and licenses, restriction removals, name 
changes, revocation actions, etc. Within 
this categorization, the docket number, 
case title, decided date and Commission 
action taken will be delineated. (See 
sample page at the end of this notice.) 
The Press Release Summary will mn 
from 6 to 10 pages each day and will be 
released at 12:30 p.m., the same time all 
daily decisions and notices are released 
from the Secretary*s Office. 

The Press Release Summary service 
will be available through the mail on an 
annual subscription basis for 
approximately $160.00. The actual 
amount charged will be dependent upon 
the number of subscribers. 

Consequently, we are asking those who 
intend to subscribe to send a letter to: 
Press Release Summary. Room 2215. 
Office of the Secretary, Interstate 
Commerce Commission. Washington. 
D.C. 20423. 

A sample copy of the summary will be 
sent on request by calling 800-424-5403 
and stating the publication, your name 
and address. 

Subscribers to the summary interested 
in receiving the full text of a particular 
item appearing in the summary will be 
permitted to call a toll free number and 
a copy will be mailed to them, or they 
can obtain a copy from the Distribution 
Staff in Room 2227 of the Commission's 
Washington office. A copy of the Press 
Release Summary, together with copies 
of all decisions, will continue to be 
made available for review in the Press 
Room at ICC's Washington 
headquarters on the day of release. 

Discontinuance of the press box 
service will not affect parlies of record 
who will continue to be served all 
notices and decisions In a particular 
case. We are. however, proposing to 
stop advise-of-all-proceedings mailings 
except in Abandonment (AB). Ex Parte 
(EP), Ex Parte Motor (EPM). and Formal 
Docket (NOR and NOM) proceedings. 

To be placed on advise-of-all- 
proceedings status for such cases a 
letter delineating the party's interest 
must be sent to the Office of the 
Secretary. 

Decided: December IS, 1961. 

By the Commission. Chairman Taylor. Vice 
Chairman Clapp. Commissioners Gresham 
and Gilliam. 

Agatha L. Mergenovich. 

Secretary. 


Office of the Secretary— Oeasiotis and 
Notices Released Dec 15. 1961—12:30 p.m. 



IPX Due tl-MSSS PUed «ai] 

BILUMO coot mas-ot-M 


IFtnanc* 0oc4(«l No. 2S«9t (Sob^te ««.! 

Finance Docket No. 29799] 

Moriislown and Erie Railroad Coc 
Reorganization Plans and Purchst. 
Application 

agency: Interstate Commerce 
Commission. 

action: Notice of reorganization pUm 
and accepta nce of purchase applicaboa j 

SUMMARY: The Morristown and Erie 
Railroad Company (M&E) is now in 
reorganization in a proceeding pendiM 
before the District Court for the District 
of New Jersey. The Court has forwanWl 
to the Commission two plans of 
Reorganization, and requested that tht 
Commission comment on the merits of 
each plan. Because one of the two pUnJ 
is based on the sale and continued rifl 
service of all assets of the M 5 F.. the 
Commission is also considering a 
purchase proposal from the proponents 
of that plan under Section 17(b) of the 
Milwaukee Railroad Restructuring Ad 
Therefore the Commission is instituting 
a consolidated proceeding in which 
interested parties can submit commeii!i]j 
opposing or favoring either 
reorganization plan and the purchsM 
plan. The Commission baa requested M 
Court to allow it to submit its report oo 
the reorganization and purchase pUni 
on or before March 10.1982. 

DATES: (1) Verified statements 
supporting or opposing the 
reorganization plans or the purchase 
application are due on January 15.19S2 

( 2 ) Verified statements from the 
United States Secretar) of 
Transportation and the Attorney 
General of the United Stales are due on 
February 1,1982. 

(3) Verified replies are due on 
February 8.1962. 

ADDRESSES: An original and lOcopiefc 
all statements should refer to Finance 
Docket No. 28891 |Sub-No. 4) and 
Finance Docket No. 29799 and be seni 
to: Section of Finance, Room 5414. 
Interstate Commerce Commission. 
Washington. D.C. 20423. 

Copies of any statement should also 
be sent to: 

(1) Representative for MandelUu® 
and Mandelbaum: Ravin h Kesse lh ^t 
80 Main Street. West Orange. N) 0^ 

(2) Representative for the 
Group: Pitney, Hardin, Kipp, 
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rti Renresentalive for the trustee: 
Q2iimy^l>co. Dolan & Purcell. 

for the Trustee. Gateway I. 
Srvtdu N107^62. 

141 Ork, United States District Court 
|orth« District of New jersey •, Newark. 
M 07102. 

mfusthcr ikformatiow contact: 
bneslB. Abbott: (202) 275-3002. 

lumiNtNTAJiY information: (1) 
Stci^ontiatioa Plans. The Morristown 
•Dd Erie Railroad Company (MAE) 
axhdocts operations over a line which 
fijeods approximately 16 miles from 
MofTistown. N| to Great Notch. Nj. The 
jylAE has been in reorganization under 
Section 77 of the Bankruptcy Act since 
)iiujjr)*9.1976. The District Court for 
ibe District of New jersey has 
jorwarded to the Commission for 
Cfihiitioo under Section 77 of the 
fanner Bankruptcy Act two plans of 
nofguuzation for the M&E. 

The fifft plan, submitted by the firm of 
Uandeibaum aiKi Mandelbaum, 
prorides for the reorganization of the 
UAlasa rail carrier, cancellation of its 
Dcifting shares, and transfer of all 
lium in the reorganized railroad to 
Mmdelbaum interests in consideration 
of$t7S.OOOcash. Under the plan certain 
daises of creditors will receive cash: 
tmiining classes of creditors will 
receive a new series of non-interest* 
tearing notes totaling $1,306,000 payable 
•m ten ysam. 

Under the second plan, submitted by 
llie Trustee and the Friedland Group • 
bra newly formed corporation, the 
Moiristown and Eric Railway, Inc. 

MER). MER would purchase the 
pwcipal assets of the MAE for the sum 
d$SO(U)OO.OOca8h. MAE would then be 
hqokUted 

l^Pitrchase Applicaiion. On 
D^twiber 16,1981. the Friedland group 
^submitted an application under 
17fb) of the Milwaukee Railroad 
wslnictuhng Act for acquisition of 
*wels of the MAE by MER.* The 
•pRbeation b complete under the 
J^mission’i regulations at 49 CFR 
IB2D-25 governing the contents of an 
Wj^tion in a minor transaction and 
prounbsion b hereby accepting the 
•PPheation. 

J^]Proaidures. Regulations governing 
“ pw«cding are located at 49 CFR 

Court ihoHld refer to 

IW M.ndF)b.iDii pUn, no wpnr.ir 

fo. th. purehaw of 
MiKproitkM lh« 

sre not carricn 

1b itwuninir of 

1011 ^ Common* Act. See 49 U. 5 C 


1111.25 and 49 CFR Part 1100. Persons 
wishing to file verified statements 
concerning the reorganization plans or 
the proposed purchase can obtain copies 
of the plans and purchase application 
from the respective representatives 
listed above. AH plans are also 
available for public inspection at the 
Commission. 

// /s ordered: 

1. The application is accepted for 
consideration: 

2. Parties shall comply with the 
procedural requirements stated above; 

3. This decision shall be effective on 
December 22.1981. 

By the Commission, Hcbcr P. Hardy. 
Director. Office of Proceedings. 

Agatha L. Mergenovich. 

Secretary. 

|Fg Doc ai-Mi74 HWd tX-X4-«1: 845 ami 
BILUNQ COOC 703S-01-M 


INo. 36692) 

Shippers Committee OT-5; Review of 
OT-5 Agreements 

agency: Interstate Commerce 
Commission. 

action; Notice of denial of petition for 
rulemaking. 

SUMMARY: The Commission has denied 
a request for a rulemaking (1) to review 
the practices of rail carriers with respect 
to privately owned or leased covered 
hopper cars, and (2) either (a) to 
eliminate rail regulation of privately 
owned covered hopper cars, except with 
respect to mechanical and safety 
qualifications, or (b) to require a 
“sharing formula” covering the 
placement of carrier and private cars 
during a period of car surplus. This 
notice will not be printed in its entirety, 
but copies of the full decision may be 
obtained from the address listed below. 

Copies: The complete notice is 
available upon request by called 800- 
424-5403 or by writing to: The Office of 
the Secretary. Interstate Commerce 
Commission. 12th A Constitution 
Avenue, N.W., Washington. DC 20423. 

Dated: December 17,1981. 

By the Commission. Chairman Taylor. Vice 
Chairman Clapp. Commissioners Gresham 
and Gilliam. 

Agatha L. Mergenovich. 

Secretary. 

(FR Doc. SI .M90pilf*d U-24-tl; 845 ami 
mujNO COOC Toss-et-N 


Motor Carrier Permanent Authority 
Republications of Grants of Operating 
Rights Authority Prior to Certification. 

The following grants of operating 
rights authorities are republished by 


order of the Commission to indicate a 
broadened grant of authority over that 
previously noticed in the Federal 
Register. 

An original and one copy of an 
aopropriate petition for leave to 
intervene, setting forth the precise 
manner in which petitioner has been 
prejudiced, must be filed with the 
Commission within 30 days after the 
date of this Federal Register notice. 

Such pleadings shall comply with 49 
CFR 1100.247 addressing specifically the 
issuefs) indicated as the purpose for 
rcpublication. Special Rule 247 was 
published in the Federal Register of July 
3.1980. at 45 VR 45539. 

By the Commission, Review Board 
Number 3. Members Krock, Joyce, and 
Dowell. 

Agatha L Mergimovich, 

Secretary. 

MC156793 (Republication) filed June 
25.1981, published in the Federal 
Register of July 16,1961. and republished 
this issue: Applicant: FJVST COAST 
CARTAGE, INC., 10 Otis Street. 
Westboro, MA 01501. Representative: 
Harold R. Rudnick (same address as 
applicant). A decision of the 
Commission, Review Board 3. decided 
November 16,1981. and served 
December 7.1961, finds that the present 
and future public convenience and 
necessity require operations by 
applicant in interstate or foreign 
commerce, over irregular routes, as a 
common carrier, by motor vehicle, 
transporting such commodities as are 
dealt in by grocery and food business 
houses, between points in Maine, New 
Hampshire. Connecticut. Vermont. 
Rhode Island. Massachusetts. New 
York, Pennsylvania. New jersey, 
Dclowaro. Maryland, Ohio. Virginia. 
West Virginia. South Carolina. North 
Carolina. Georgia, and Florida: that 
applicant is fit, willing, and able 
properly to perform the granted service 
and to conform to the requirements of 
Title 49, Subtitle IV. U. S, Code, and the 
Commission's regulations. The purpose 
of this republication is to broaden the 
scope of authority. 

|FR Doc. St-MSTS nwd 1104-01.845 om| 

WLUNO COOC 703S-«1-4I 


Motor Carrier, Republications of 
Grants of Operating Rights Authority 
Prior to Certification 

The following grants of operating 
rights authorities are republished by 
o^er of the Commission to indicate a 
broadened grant of authority over that 
previously noticed in the Federal 
Register. 

An original and one copy of an 
appropriate petition for leave to 
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intervene, must be filed with the 
Commission within 30 days after the 
date of this Federal Register notice. 

Such pleadings shall comply with 49 
CFR 1100.247 addressing specirically the 
issuefs) indicated as the purpose for 
republication. Special Rule 247 was 
published in the Federal Register of |uly 
3.1980. at 45 FR 45539. 

By the Commission. Review Board Number 
1, Members Parker, Chandler, and Fortier. 
Agatha L Mergenovich. 

Secretary. 

MC 153583 (republication] filed June 
26,1981. published in the Federal 
Register of July 22.1981, and republished 
this issue: Applicant: SAF TRUCKING. 
INC., R.R. 1. Box 79. Joseph, OR 97846. 
Representative: Rex L Smith (same 
address as applicant). A decision of the 
Commission. Review Board 7. decided 
October 1.1981, and served October 15. 
1981, finds that the present and future 
public convenience and necessity 
require operations by applicant in 
interstate or foreign commerce, ovek* 
irregular routes, as a common carrier, by 
motor vehicle, transporting (1) iron and 
steel articles, between Portland, OR. on 
the one hand. and. on the other, points 
in Arizona. California. Colorado. Idaho. 
Montana, Nevada, New Mexico, Utah, 
and Wyoming, and (2) lumber and wood 
products, between points in Wallowa 
County, OR. on the one hand. and. on 
the other, points in the States named in 
(1) above: that applicant is fit, willing, 
and able properly to perform the granted 
service and to conform to the 
requirements of Title 49. Subtitle IV, 

U.S. Code, and the Commission's 
regulations. The purpose of this 
republication is to broaden the scope of 
authority. 

im Doc. fl-SMTSFUed IS-M-ei: anl 

8ILUNQ CODE 


Motor Carrier Temporary Authority 
Application; Important Notice 

The following are notices of filing of 
applications for temporary authority 
under Section 10928 of the Interstate 
Commerce Act and in accordance with 
the provisions of 49 CFR 1131.3. These 
rules provide that an original and two 
(2) copies of protests to an application 
may be filed with the Regional Office 
named in the Federal Register 
publication no later than the 15th 
calendar day after the date the notice of 
the filing of the application is published 
in the Federal Register. One copy of the 
protest must be 5er\'ed on the applicant, 
or its authorized representative, if any. 
and the protestant must certify that such 
service has been made. The protest must 
identify the operating authority upon 


which it is predicated, specifying the 
“MC* docket and "Sub" number and 
quoting the particular portion of 
authority upon which it relies. Also, the 
protestant shall specify the service it 
can and will provide and the amount 
and type of equipment it will make 
available for use in connection with the 
service contemplated by the TA 
application. The weight accorded a 
protest shall be governed by the 
completeness and pertinence of the 
protestanfs information. 

Except as otherwise specifically 
noted, each applicant states that there 
will be no significant effect on the 
quality of the human environment 
resulting from approval of its 
application. 

A copy of the application is on file, 
and can be examined at the ICC 
Regional Office to which protests are to 
be transmitted. 

NoU.—All applications seek authority to 
operate as a common carrier over irregular 
routes except as otherwise noted. 

Motor Carriers of Property 

Notice No. F-176 

The following applications were filed 
in region 1: Send protests to: Interstate 
Commerce Commission. Regional 
Authority Center. 150 Causeway Street, 
Room 501, Boston, MA 02114. 

MC 133858 (Sub-ll-TA), filed 
December 10,1981. Applicant: TIIE 
COTTER GARAGE CORPORATION. 86 
Granby Street. Bloomfield. CT 06002. 
Representative: James T. Graham. One 
Constitution Plaza. 18th Floor, Hartford. 
CT 06103. Contract carrier, irregular 
routes: Passengers with their baggage 
and newspapers in eight-passenger 
vehicles from Hartford, ^st Hartford 
and Farmington. CT to New York City, 
NY and return, under continuing 
contract(8) with United Technologies 
Corp.. Halford. CT and Aetna Life and 
Casualty Co., Hartford, CT. Supporting 
shipperls): United Technologies Corp., 
United Technologies Bldg., Hartford. CT 
06101; Aetna Life and Casualty Co., 151 
Farmington Avenue, Hartford, CT 06156. 

MC 133290 (Sub-11 TA). filed 
December 8,1981. Applicant: 
WARRINGTON TRUCKING CO., INC. 
New Freedom Road. Berlin. NJ 08009. 
Representative: Raymond A. Thistle. Jr., 
Five Cottman Ct.. Homestead Rd. & 
Cottman St.. Jenkintown, PA 19046. (1) 
General commodities (except classes A 
Sr B explosives) between Camden 
County. N|, on the one hand. and. on the 
other, points in FL; (2) Building 
materials and products between 
Camden and Cumberland Counties. NJ, 
on the one hand, and, on the other, 
points in CT. DC, DE. MD, NY, OH. PA 


«no vn. ana vs\niQienalB equipmeM 

and supplies used in the manufoctm 
and distribution of the commoditm 
names in (2) above, between Camden 
and Cumberland Counties. N|. on the 
one hand, and, on the other. polaUia 
CT, DC. DE, MD, NY. OH, PA and VA 
Supporting shipper. Formigli 
Corporation, P.O. Box F, Berlin, N1 
08009. 


MC 159575 (Sub l-ITA). Hied 
December 7,1981. Applicant: NRT 
DISTRIBUTORS. INC. P.O Box 2487, 
Old Belgrade Road. Augusta. ME 04330. 

Representative: Paul J. Lachance, 

Narrows Pond Road. Winthrop, ME 
04364. Contract carrier irregular rool«: 
Paper articles, food containers, packi:^ 
partitions and trays from points in ME 
to points in PA. MD. DC, VA. VST, NC 
SC, TN and GA. under continuing 
contraetjs) with Keyes Fibre of 
Watervillc, ME. Supporting shipper 
Keyes Fibre. College Avenue. 
Waterville, ME 04901 

MC 149156 (Sub-l-lTA), filed 
December 9.1981. Applicant: jOSEHiH 
HALEY, d.b.a. HALEY S COMET 
TRUCKING. 1966 Main Street. East 
Hartford, CT 06108. Representative: 
Joseph H. Haley (same as applicant). 
Aircraft parts l^tween Bloomfield and 
Stratford. CT. on the one hand and on 
the other. Pottstown. PA Supporting 
shipper Kaman Corporation. Blue Hilk 
Avenue, Bloomfield. CT 06002. 


MC 73444 (Sub-l-lTA), filed 
December 14.1981. Applicant: F. L 
CASTINE, INC., 1235 Chestnut Street 
Athol, MA 01331. Representative: 
Donald R. Castine (same as applicant) 
Contract carrier, irregular routr Took 
handsaws, vises andothvtproducts 
manufactured by L S. Starrett (iompatry 
between Athol, MA and points in the 
U.S., under continuing contract(f) with 
L S. Starrett Co„ Athol. MA. Supportics 
shipper L. S. Starrett Co.. 121 Crescent 
Street, Athol, MA. 

MC 98937 (Sub-1-lTA), filed 
December 15,1981. Applicant: 


WILBRAHAM TRUCKING 
CORPORATION. 70 Windsor Street 
West Springfield. MA 01090. 
Representative: Phillip F.. King Sr., ^ 
Stonyhill Road. Wllbraham, MA 01005 
General commodities, (except 
hazardous waste, class A ondB 
explosives) between points in CT,. l 
Rl. and Bennington and Windh^ 
Counties. VT. Supporting shippenj^P 
There are six statements in support 
attached to this application whiM nwf 
be examined at the Regional Ouicc 
the l.C.C. In Boston. MA. 

MC 2060 (Sub.l-4TA). Wed DecemUf 
11.1981. Applicant: PINE HILL- 
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yucSTON BUS CORP.. d.b^. PINE 
LttIA 1 LWAY& IB Pine Grove 
KiEO. Box t7Sa Kingston. NY 
, 2 «ji Represenlalivc: Lawrence E. 

425 t3th Street NW Suite 
^Wsdimgton. D.C 20004. Common 
regular routes: Passengers and 
iWboggage. and express and 
aetupapers in the same vehicle with 

between Kingston, NY. and 
WVark, NY as foUo%vs: from Kingston 
wbienlate Hwy 87 to jet NY Hwy 17 
il« from Kingston via NY Hwy 32 to 
iew PaJlz, then via NY Hwy 299 to jet 
Inieffialc Hwy 87), then via NY Hwy 17 
toidNI Highway 17. then via N) Hwy 
r loN) Hwy' 3. then via NJ Hwy 3 to 
btinUli? Hwy 495 (also from jet 
toentite Hwy 87 and NY Hwy 17 via 
iDtefsUle Hwy 87 to the Garden State 
Pifkwiy, then via the Garden State 
hrkws) to Interstate Hwy 80. then via 
btenUtc Hwy 80 to Interstate Hwy 95, 
tovia Inicralite Hwy 95 to Interstate 
Mwy«5). then via Interstate Hwy 495 
lod (be Lincoln Tunnel to New York. 

NY. and return over the same route, 
leniog intermediate points in N) and 
ioae in NY between Kingston and New 
Mtt including New Paltz: restricted 
ifsinst the transportation of passengers 
^ express whose entire journey begins 
It New York. NY. and ends at any point 
in N|, or vice versa. Supporting 
ikipperls): Peter | Savago, Inc., 101 Main 
Street. New Paltz, NY 12561: jane L 
Crikion, R. D. Box 40B, Accord, NY 
124W: New Paltz Travel Center. 127 
Mam Street. New Paltx, NY 12561; 

Student Association, Inc., Rm. 428 Sub. 
NewPiltz. NY 12561. 

MC 99535 (SulM-lTA), filed 
Dwwnber 7.1981. Applicant: STEVEN 
FREICm SERVICE CO. INC. 16 
Stwlevanl Street, Somerv ille. MA 02145. 
lepreientaijvc: Robert L. Cope. Suite 
501. 1730 M Street. NW,. Washington, 

DC 20036. Controct carrier: irregular 
tSBlc Health and heauty aids. Drugs 
^Medicines. Toilet Preparations, 
and cleaning compounds, and 
™ materials used in the manufacture 
•oopf^uction thereof; between those 
PMU in the U,S. east of and including 
®^Y, TN and north of and 
•Wading TN and 8C under continuing 
with American Cyanamid 
Wayne, N). Supporting 
■Wer: American Cyanamid Company, 

• t-yinainid Plaza, Wayne. NJ 07470. 
^»»«42|Sub.l-2TA). 6led 
«^ber 10.19m. Applicant: WEBBER 
fniOLEUM COMPANY. 93 

SireeL Portland. ME 04101. 
J^nlalive: Robert E Sutcliffe. Esq, 
& Wincholl. 04 Harlow Street. 
1401, Bangor. ME 04401. 
oorr/cr irregular routes: 


Petroleum Sr Petroleum Products (Fuel 
OH #5 and in bulk, in tank vehicles 
between points in ME and NH under 
continuing contractls) with Belcher New 
England, Incx, Revere, MA. Supporting 
shipper. Belcher New England, Inc.. 222 
Lee Burbank Hwy, Revere, MA 02151. 

MC 159606 (Sub l-lTA)./ilcd 
December 8,1961. Applicant: MAXI¬ 
CUBE TRANSPORT SYSTFAIS. INC.. 
1128 W. Browning Road. Bellmawr, Nf 
06031. Representative: James H. 

Sweeney, P.O. Box 9023, Lester, PA 
19113. General commodities, except 
dosses A and B explosives, between 
points in the U.S. Supporting 8hipper(s): 
There are seven statements in support of 
this application which may be examined 
ot the Regional Office of the LC.C. in 
Boston, MA. 

MC 159659 (Sub-l-lTA). filed 
December 11,1981. Applicant: J WAY 
STERILE SERVICE, INC, 639 Ramsey 
Avenue, Hillside. NJ 07205. 
Representative: A. David Mlllner, 7 
Becker Farm Road. P.O. Box Y. 

Roselund, Nj 07068. Contract carrier: 
irregular routes: General commodities 
(except household goods, commodities 
in bulk, hazardous waste, and classes A 
and B explosives), between points in the 
U.S,. under contract(s) with Mars 
Manufacturing Co. of Asheville, NC. and 
Isomcdix. Inc. of Whippany, N|. 
Supporting shipperfs): Mars 
Manufacturing. P.O. Box 6874. Asheville, 
NC 28616; Isomedix. Inc., 80 South 
Jefferson Road, Whippany, NJ 07981. 

MC 155236 (Sub-1-3TA). filed 
December 11.1961. Applicant; 

POTTLE S TRANSPORTATION. INC., 
Odlin Road, Bangor, ME 04401. 
Representative: Clifton E. Pottle, P.O. 
Box 164, Camel, ME 04419. Foodstuffs 
and related products, malt beverages, 
wines, and liquors, tires, and 
automotive products, between points in 
MA. NH. R1 and VT, on the one hand, 
and, on the other, points in the U.S. 
Supporting shipperfs): Allen's Blueberry 
Freezer, Inc., 248 Main Street. Ellsworth. 
ME 04605; Paul's Distributors. Inc.. 323 
Turnpike Street. Rt. 138, Canton, MA 
02021: Stratham Tire. Inc., 17 Portsmouth 
Avenue, Stratham. NH; McLaughlin A 
Morin. Inc., P.O. Box 6086, Providence, 

R102940; New England Wheel & Rim. 
Inc., 290 N. Beacon Street, Boston. MA. 

MC 155266 (Sub-1-2TA). filed 
December 11,1981. Applicant: JOHN J. 
VETERI LEASING CORP. 265 B. Suite 
3B, Route 46 West. Tolowa. NJ 07512. 
Representative: |ohn ]. Veteri. P.O. Box 
624. West Paterson, NJ 07424, Steel coils. 
.between Fairless Hills and Malvern. PA. 
Sparrows Point, MD, and Tonawanda, 
NY, on the one hand, and, on the other, 
Baraboo, Wl. Chicago, lU Eldora. lA. 


Manchester. NH. McKeesport. PA. 
Pawtucket. RI, Reidville, NC and 
Tyngsboro. MA. and points in their 
commercial zones, and points in CT. Ml, 
NJ and NY. Supporting shipper. Coleco 
Industries. Inc.. 10 Park Street. 
Amsterdam, NY 12010. 

MC 146312 (Sub-l-lTA). filed 
December 10,1981. Applicant: 
HIGHLAND TRANSPORT CO. LTD.. 

14th Avenue, Markham. Ontario. CD L3P 
3J8. Representative: William J. Hirsch P. 
d, 1125 Convention Tower. 43 Court 
Street, Buffalo, NY 14202. Controct 
carrier: irregular routes: Cement 
admixture, in bulk, in tank vehide from 
Carlstadt. NJ to ports of entry between 
(he US and CD. located on the Niagara 
River, under continuing contract(8) with 
The Master Builders Co. Ltd., Ontario. 
CD. Supporting shipper The Master 
Builders Company. Limited. 79 Kincort 
Street, Toronto. Ontario. CD MM6. 3F4. 

MC 159517 (Sub-l-lTA), filed 
December 14.1981, Applicant: YELI.OW 
CAB CO. OF GREATER BUFFALO. 

INC,. 4430 Bailey Avenue. Buffalo, NY 
14226. Representative: Anthony L 
Dutton. 1800 One M & T Plaza, Buffalo. 
NY 14203. Contract carrier: irregular 
routes: Passengers between all points in 
NY and PA. under continuing contract 
with the Veterans Administration 
Medical Center. Buffalo. NY. Supporting 
shipper Veterans Administration 
Medical Center. 3495 Bailey Avenue. 
Buffalo, NY 14215. 

MC 144909 (Sub l-4TA). filed 
December 14,1981. Applicant: 
WHEATON CARTAGE CO.. Industrial 
Park it Tufts Road, Pennsville, NJ 08070. 
Representative: George A. Olsen. P.O. 
Box 357, Gladstone. NJ 07934. (J) Food 
and related products, and (2) Materials, 
equipment, and supplies used in the sale 
and distribution of the commodities 
named in (!) above, between the 
facilities used or utilized by Haddon 
House Food Products, Inc,, at points in 
the Philadelphia, PA Commercial Zone, 
on the one hand, and, on the other, 
points in the U.S. Supporting shipper. 
Haddon House Food Products. Inc., Old 
Marlton Pike. Medford, NJ 08055. 

MC 134806 (Sub-1-21TA). filed 
December 9.1981. Applicant: B-D-R 
TRANSPORT. INC.. P.O. Box 1277. 
Vernon Drive, Brattleboro, VT 05301. 
Representative: Edward T. Love, 4401 
East West Highway, Suite 404, Bethesda. 
MD 20614. Contract Carrier!: Insular 
routes: Electrical parts and equipment, 
coble damps and non-hazardous 
greases, from Orange. CT to points in 
AZ. CA. CO. ID. MT. NV. NM. OR. UT. 
WA. and WY under continuing 
Gontract(s) with Bumdy Corporation. 
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Orange. CT. Supporting shipper Bumdy 
Corporation. Edison Road, Orange. CT 
06477. 

The following applications were filed 
in region 2. Send protests to: ICC. Fed. 
Res. Bank Bldg,. 101 North 7th St.. Rm. 
620. Philadelphia, PA 19106. 

MC 159682 (Sub-II-l-TA). filed 
December 14.1981. Applicant: A 8 L 
DELIVERY SERVICE, INC., P.O. Box 
243, Towanda. PA 18848. 

Representative: Guy II. Postell. Suite 
713, 3384 Peachtree Road NE., Atlanta. 
CA 30326. Contract, irregular. 
Merchandise, equipment and supplies 
used, sold or distributed by a 
manufacturer of comestics, between 
Newark. DE. and Tunkhannock. PA: 
and, between Tunkhannock. PA. on the 
one hand, and, on the other. Bradford. 
Susquehanna. Wayne. Sullivan, 
Wyoming. Pike. Columbia. 
Northumberland. Mountour, Luzerne, 
Monroe. Carbon. Northampton. l.ehigh. 
Shuylkill. Berk and Lackawanna 
Counties. PA., for 270 days. An 
underlying ETA seeks 120 days 
authority. Supporting shipperfa): Avon 
Products. Inc., 2100 Ogletown Rd.. 
Newark. DE 19711. 

MC 152509 (Sub-II-22TA). filed 
December 14.1981. Applicant: 
CONTRACT TRANSPORTATION 
SYSTEMS CO.. 1370 Ontario St.. 
Cleveland. 011 44101. Representative:). 
L. Nedrich (same address as applicant). 
General commodities (except Classes A 
& B explosives! between all points in the 
U.S.. under continuing contract(8) with 
lack Meiderdnit & Associates, for 270 
days. An underlying ETA seeks 120 days 
authority. Supporting shipperfs): |ack 
Meiderdrut & Associates. 1044 
Woodcliff Dr., Franklin Square, NY 
11010 . 

MC 159704 (Sub-II-lTA), filed 
December 15,1981. Applicant: HOMAN 
TRUCKING. INC, 45 F^ast Franklin St., 
Chickasaw. OH 45826. Representative: 
Jack L Schiller, 123-80 83rd Ave.. Kew 
Gardens. NY 11415. Contract: irregulan 
Yogurt from the facilities of Dannon 
Yogurt. Inc. located at or near Minster, 
Oh to Boston. MA; Philadelphia. PA: 
Milwaukee. WI and points in NY, under 
continuing contract(s) with Dannon 
Yogurt. Inc. of Minster, OH. An 
underlying ETA seeks 120 days 
authority. Supporting shipper. Dannon 
Yogurt. Inc.. 234 East First St.. Minster. 
OH 45865. 

MC 159684 (Sub^II-lTA), filed 
December 14,1981. Applicant: HARRY 
L MYERS, d.b.a. MYERS TRANSFER. 
1543 Mariner Dr.. Reynoldsburg. OH 
43068. Representative: James Duvall. 220 
W. Bridge St., P.O. Box 97, Dublin. OH 
43017. Aluminum stampings between the 


facilities of Anomatic Corporation at 
Westerville, OH. on the one hand, and. 
on the other, points in CT, Ml. N), OK. 
TN. and TX. An underlying ETA seeks 
120 days authority. Supporting shipper. 
Anomatic Corporation. 175 E. Broadway. 
Westerville, OH 43081. 

MC 107012 (Sub-II-209TA), filed 
December 14,1981, Applicant: NORTH 
AMERICAN VAN UNES. INC., 5001 
U S. Hwy 30 West. P.O. Box 988, Ft, 
Wayne. IN 46801. Representative: Bruce 
W. Boyarko (same address as 
applicant). Retail merchandise, from 
points in the U.S. to points in IL, IN. MI. 
OH. and WV, for 270 days. An 
underlying ETA seeks 120 days. 
Supporting shipperfs): There are six 
supporting shippers* statements 
attached to this application that may be 
examined at the Philadelphia regional 
office. 

MC 159672 (Sub-Il-ITA), filed 
December 14,1981. Applicant: PENNEX 
TRANSPORTATION CO.. INC.. Eastern 
Avenue at Pennex Drive. Verona, PA 
15147. Representative: Norman A. 
Cooper, 145 W. Wisconsin Avenue. 
Neenah. WI 54956. Drugs, toilet articles 
and materials and supplies used in their 
manufacture, sale and distribution 
between the facilities of Pennex 
Products Co., Inc. and its subsidiaries 
Pennex Products International. Inc. and 
Bonoplast, USA, Inc. on the one hand, 
and. on the other, points in the United 
States, for 270 days. Supporting shipper, 
Pennex Products Co., Inc., Eastern 
Avenue at Pennex Drive, Verona, PA 
15147. 

MC 159192 (Sub-II-lTA), filed 
December 14,1981, Applicant: R. & J. 
TRANSPORTATION. INC., R.D. No. 4 
Box 4389-A. Pottsville, PA 17901. 
Representative: Lee E. High, P.O. Box 
8551, Reading. PA 19603. Passengers and 
their baggage, in round-trip charter 
operations between points in Schuylkill 
County, PA, and points in CT, MA. MD, 
DE. FU IL, TN, ML NH. VT. NJ. NY, SC. 
OH, VA, WV. WI. and DC for 270 days. 
An underlying ETA seeks 120 days 
authority. Supporting shippers: There 
are eleven (11) supporting shippers. 

Their statements may be examined at 
the ICC office in Philadelphia. PA. 

MC 150724 (Sub-II-8TA), filed 
December 14,1981. Applicant: DONALD 
SANTISI TRUCKING COMPANY. 340 
Victoria Rd.. P.O. Box 4145. 

Youngstown. OH 44515. Representative: 
Paul F. Beery, 275 E. State St„ Columbus, 
OH 43215. Steel tank heads, 
fromYoungstown. OH to points in NM. 
TX, OR. CA. WA. LA, OK and MN. for 
270 days. An underlying ETA seeks 120 
days authority. Supporting shipperfs): 


Compco Metal Products Co.. b5 R 
St.. Youngstown, OH 44507. 


December 14.1981. Applicant: WlUiAu 
SAMUEL STANSBURY, 4205Telilto^ 
Drive, Westminster, MD 21157 . 


Representative: James K Sweeney PQj 
l^x 9023. Lester. PA 19113, Contnut 
irregular. Such merchandise as is deQlj 
in by wholesale, retail and chain 
grocery and food business houses, and 
in connection therewith, equipment, 
materials and supplies us^ in the 
conduct of such business, between 
Baltimore, MD. on the one hani andarf 
the other, points in DE, MD. PA. VA ^ 
WV and DC. under a continuing 
contractfs) with Acme Markets. 
Philadelphia, PA. An underlying FTA 
seeks 120 days authority. Supporth^ 
shipper. Acme Markets, Inc„ 124 N. \M 
St., Philadelphia. PA. 


MC 159630 (Sub-II-lT.A), Hied 
December 17,1981. Applicant: TUCKERj 
TOURS. INC.. 4306 Vine SU Capitol 
Heights. MD 20743. Representative 
Wililiam P. Tucker. Jr. (same at 
applicant). Passengers and their 
baggage, in charier operations, betweesl 
pts. in VA. DC and MD. on the one hanli 
and, on the other, Atlantic City, N|: 
Blucknob. Champion and Liberty. PA 
Burlington, NC; Courtland, Hunter 
Mountain and New York, NY; LouisviSi] 
KY; and Smuggler's Notch and 
Waitsfield, VT, for 270 days. Supportinfj 
shipper(s): Cultural Arts Tours. 5250 
Chi Hum Place, N.E., Wa.shingtoa DC 
Full House Enterprise. Inc., P.O. Box 
2566. Springfield. VA 22152; Sea 5 Ski 
Travel, Inc, 12105 DamesloHm Rd.. 
Gaithersburg. MD 20760; Black Ski, be, 
P.O. Box 2204. Washington. DC 
MC 141917 (Sub-II-3TA), filed 
December 17.1981. Applicant: LEO |. 
UMERLEY, INC. 9813 Philadelphia Rd, 
Baltimore, MD 21237. Representative 
Dean N. Wolfe, Suite 145.4 Professionil | 
Dr., Gaithersburg. MD 20679. Ce/nent 
between pts. in Baltimore County. MD, 
on the one hand. and. on the other, pts- 
in NJ. NY, VA. PA. DE WV, MD. ami 
DC for 270 days. An underlying ETA 
seeks 120 days authority. Supporting 
shipper, Atlantic Cement Co^ 
Crescent St., P.O. Box 30 Stamford u 


Following applications were RW 
)n 3. Send protests to ICC 
al Authority Center. P.O. Box 
alanla. CA 30357. 

J7896 (Sub-3-9TA). filed 
ber 15.1981. Applicant 
□BLOOD TRUCK LINES. INC- 

_.r., - 1 _ _ 
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KVi Wishington- D.C. 20006. Contract 
aumr. iiregolar routes: 

Zjbri*. fro*" Angeles. CA to 
rwiM. IL under a continuing 
^,1 with Mth l^nlury Plastics, 
ht olLo» Angeles. CA. Supporting 
Soer 20th Century PlasUcs. Inc.. 3628 
Blvd.' Los Angeles. CA 90016. 
MCW<064 (Sub-3-13l A), filed 
OKtsibcrlS. 1981. Applicant: 

Estate TR.ANSPORT. inc.. looo 
l^wiy 129 South, Gainesville, GA 
jOSOS. Representative: Charles M. 

HUisms. 665 Capitol Life Center, 1600 
Shennan St., Denver. CO W203. Such 
cgauBodiUes as ore dealt in by 
namifaeturers or distrubutors of oil. 
irniie fluid and transmission fluid, from 
Ikfidlities of Quaker Supreme 
Cbcmical Co., at or near Montgomery, 

AL to points in the U.S. in and east of 
ND. SO, NE. CO. and NM. Supporting 
ikipper Quaker Supreme Chemical Co.. 
P,0. Box 77. Montgomery, AL 36101. 

MC153914 (Sub-3-3TA). filed 
Otcembef 14.1961. Applicant: 

NEWMAN BROTHERS TRUCKING. 

KC. Highway 96. Belk. AL 3S455. 
Rfpresentstivr Gerald D. Colvin. Jr., 603 
Fr^ Nelson Bldg., Birmingham. AL 
ISXB. Meta!products, between Fayette 
■d lamar Counties. AL on the one 
kind. and. on the other, all points in the 
US. Supporting shipper. Ox Bodies, inc. 
PQ Box 505. Fayette. AL 35555: Fayco. 
be. P.O. Box 29. Fayette, AL 35555; 

BUd Manufacturing Co.. Highway 43 
Nctlh. Fayette, AL 35555: Omni 
Pwdocts, Inc., P.O. Box 669. Vernon, AL 
BS62. 

MC 159731 (Sub-3-lTA). filed 
Oecember 16.1961. Applicant: 

KENNETH D. PRUETT, d.b.a., 

STATEWIDE MOBILE HOME 
movers. 732 Briarcliff Road. Rock Hill. 
SC 29730. Representative: Helen E. 

SiviDe, 1007 Holly Road. Rock Hill. SC 
8730 Mobile homes between points in 
SC NC VA. TN. AL CA. FL WV, There 
•ft five Statements of Support attached 
•mean be examined at ICC Regional 
Office. Atlanta. G A. 

^ 19106 (Sub-3-4TA). filed 
Owmber 16,1981. Applicant; FORBES 
TJ^FER COMPANY, INC.. Post 
^ Box 3547, Wilson, NC 27893. 
pP^^ntativc: Vance T. Forbes, )r., 

(ttine addresi as applicant). Building 
gypsum and gypsum 
from the facilities of United 
Company at Norfolk. VA 
potnls in MD and DC, Supporting 
J®^r; United States Gypsum 
^an^53 Porimeter Center East, 

GA 30346. 

W7364 (Sub-3-6TA). tiled 

1981. Applicant: BENNY 
''‘^'^JTEHFAD Rt 1. Box 359A. Eufaula. 


AL 36027. Representative: Dixie C. 
Newhouse. 1329 Pennsylvania Ave., P.O, 
Box 1417, Hagerstown. MD 21740. 

Cant fact' Irregular. (1) Wrapping, 
packaging and baling materials and 
products: (2) chemicals and chemical 
products: (3) textile and textile products, 
between lacksonville, FL and Belton. 

SC. including their respective 
commercial zones, on the one hand, on 
the other, points in VA, NC, SC. CA, TN. 
MS. lA. AR. TX. NM. CA, AZ. MO, AL 
OK. NV. CO. KS. OH, NJ. NY. MD. WV. 
and PA. under a continuing contract or 
contracts with F^stem Strapping 
Company, Inc. and Belton Bagging 
Company. Supporting shippers: Eastern 
Strapping Company, Inc., 1840 River 
Oaks Road, facksonville, FL 32207 and 
Belton Bagging Company, P.O. Box 127, 
Belton, SC 29627. 

MC 128220 {Sub-3-4TA). filed 
December 17.1981. Applicant: RAIPH 
IjATHAM d.b.a.. 1 j\THAM TRUCKING 
COMPANY, P.O. Box 596, Burnside. KY 
42519. Representative: Robert R Kinker. 
314 West Main Street. P.O. Box 464. 
Frankfort. KY 40602. General 
commodities (except classes A and B 
explosives, household goods as defined 
by the Commission, and commodities in 
bulk), between facilities used by 
Somerset Foods. Inc. at points in the US 
in and east of ND, SD, NE. CO. OK. and 
TX. on the one hand. and. on the other, 
points in the US in and east of ND. SD. 
NE. CO. OK. and TX. Supporting 
shipper. Somerset Foods. Inc.. P.O. Box 
799. Somerset KY 42501. 

MC 151173 (Sub-3-15TA). filed 
December 1.1981. Republication— 
Originally published in Federal Register 
of December 14,1961, page 61013. 
volume 46. No. 239. Applicant: HAR- 
BET, INC., 7209 Tara Blvd., Jonesboro. 
GA 30236. Representative: O. L 
Godfrey. Jr., (Same address as above). 
Chemicals, plastic film and sheeting, 
trash bags, gloves, materials equipment 
and supplies used in the manufacture, 
sale and distribution thereof, except 
commodities in bulk between the 
facilities and warehouses utilized by 
Borden Chemicals Division of Borden 
Inc,, on the one hand, and on the other,, 
points in the U.S. Supporting shipper 
Borden Chemical Division of Borden 
Inc., One Clark St., North Andover, MA 
01845 

MC 148285 (Sub-a-lTA). filed 
December 17,1981. Applicant: A. L 
COUEY, d.b.a. COUEY TRUCKING 
COMPANY. P.O. Box 3244. Dalton, GA 
30721. Representative: M. C. Ellis, c/o 
Chattanooga Freight Bureau. Inc., 1001 
Market Street. Chattanooga, TN 37402. 
Paper and paper Products between the 
facilities of Bowater Southern Paper 
Company, Calhoun, TN. on the one 


hand. and. on the other. TOFC ramps at 
Dalton. CA and Chattanooga and 
Cleveland. TN. restricted to traffic 
having prior or subsequent movement 
via rail. Supporting shipper Bowater 
Southern Paper Company. Calhoun. TN 
37309. 

MC 140334 (Sub-3-6TA). filed 
December 17.1981. Applicant: AM-CAN 
TRANSPORT SERVICE. INC, P.O. Box 
859. Anderson. SC 29621. 

Representative: John T. Wirth, 717 - 17th 
Street. Suite 2600. Denver, CO 80202. 
Contract Irregular, Textile mill 
products: (1) between the facilities of 
Hoechst Fibers Industries at 
Spartanburg. SC on the one hand, and 
on the other, ports of entry on the 
International Boundary between the 
U.S. and New Brunswick. Canada 
located in ME: and (2) between the 
facilities of Monsanto Company at 
points in AL FL and SC on the one 
hand, and on the other, ports of entry on 
the International Boundary between the 
U.S. and Canada located in ME. MI. and 
NY and points in GA. SC, FL and AL 
under continuing contracts with Hoechst 
Fibers Industries of Spartanburg. SC and 
Monsanto Company of St. Louis. MO. 
Supporting shippers: Hoechst Fibers 
Industries. P.O. Box 5887, Spartanburg. 
SC 29304; and Monsanto Company. 800 
N. Lindbergh Blvd.. St. Louis. MO 63166. 
Agaths L Mnrgenovidi. 

Secretary. 

|FR Ddc. S1 -MC77 flUd 12-Z4-S1. a:4ft ami 

mujm cooe 


DEPARTMENT OF JUSTICE 

Drug Enforcement Administration 

Manufacturer of Controlled 
Substances; Application 

Pursuant to § 1301.43(a) of Title 21 of 
the Code of Federal Regulations (CFR). 
this is notice that on August 17,1981. 
Pharmaceuticals Division. Ciba-Ceigy 
Corp.. 556 Morris Ave.. Summit. New 
Jersey 07901, made application to the 
Drug Enforcement Administration (DEA) 
for registration as a bulk manufacturer 
of the Schedule II controlled substance 
Methylphenidate (1724). 

Any other such applicant, and any 
person who is presently registered with 
DEA to manufacture such substance, 
may file comments or objections to the 
issuance of the above application and 
may also file a written request for a 
hearing thereon in accordance with 21 
CFR 1301.54 and in the form prescribed 
by 21 CFR 1316.47. 

Any such comments, objections or 
request for a hearing may be addressed 
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to the Acting Administrator. Drug 
Enforcement Administration. United 
Slates Department of Justice. 1405 I 
Street. NW.. Washington. D.C 20537, 
Attention; DEA Federal Register 
Representative (Room 1203). and must 
be filed no later than January 28.1982. 

Dated: December 18 1961. 

Francis M. Mullen. Jr., 

Acting Administrator, Drug Enforcement 
Administration, 

(FR Doc ai 4000 PlWd 445 cm| 

WUJMO COOC 44H>-0§-«l 


NATIONAL COMMISSION FOR 
EMPLOYMENT POUCY 

ACTION: Notice of meeting. 

summary: Under the provisions of the 
Federal Advisory Committee Act (Pub. 

L 92-463, as amended) notice is given of 
the twenty-fourth meeting of the 
National Commission for Employment 
Policy at the Capital Hilton Hotel, 16th 
and K Streets. NW. Washington. D.C. 
DATES: January 14.1982.1’.30 p.m. to 6:00 
p.m. and January 15.1982. 8:30 a.m. to 
4KX) p.m. 

Status: This meeting will be open to 
the public. 

Matters to be considered: New 
Commission members will be sworn in. 
Members will hear reports on current 
and planned work, as well as 
orientation sessions on the 
Commission's history and structure. 

Staff work on employment and training 
delivery systems, labor market problems 
of Htspanic-Americans and the 
development of a labor market policy 
for older workers will be presented. 
Presentations on the 15th will include 
congressional and administration 
viewpoints on the current state of 
employment policy development. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Ralph E. Smith. Deputy Director. 
National Commission for Employment 
Policy, 1522 K Street. NW. Suite 300, 
Washington. D.C. 20005 (202)-724-1553). 
SUPPLEMENTARY INFORMATION: Thc 
National Commission for Employment 
Policy was established as title V of the 
Comprehensive Employment and 
Training Act Amendments of 1978 (Pub. 
L. 95-524). The Act gives the 
Commission the broad responsibility of 
advising the President and the Congress 
on national employment issues. 

Business meetings are open to the 
public. People wishing to submit written 
statements to the Commission that are 
germane to the agenda may do so. 
provided that such statements are in 
reproducible form and are submitted to 
the Director at least two days before the 


meeting and not more than seven days 
after the meeting. 

In addition, members of the general 
public may request to make oral 
presentations to the Commission, time 
permitting. Such statements must be 
applicable to the announced agenda and 
written application must be submitted to 
the Director at least three days before 
the meeting. This application should 
include: name and address of applicant, 
subject of presentation, relation to 
agenda, amount of time needed, 
individual's qualifications to speak on 
the subject, and a statement justifying 
the need for an oral rather than written 
presentation. 

The Commission Chairman has the 
right to decide to what extent public oral 
presentations may be permitted at the 
meeting. Oral presentations will be 
limited to statements of facts and views 
and shall not include any questioning of 
Commission members or other 
participants unless these questions have 
been specifically approved by the 
Chairman. 

Minutes of the meeting and materials 
prepared for it will be available for 
public inspection at the Commission's 
headquarters. 1522 K Street. NW, Suite 
300, Washington. D.C. 20005. 

Signed in Washington. D.C. this 17th day of 
December 1961. 

Ralph E. Smith. 

Deputy Director, Notional Commission for 
Employment Policy. 

(FR Doc. FIImI 12~24-01: 8 45 ami 

WLURG COOC 4510.30-51 


NUCLEAR REGULATORY 
COMMISSION 

Advisory Committee on Reactor 
Safeguards; Meeting 

In accordance with thc purposes of 
Sections 29 and 182b. of the Atomic 
Enei^y Act (42 U.S.C. 2039, 2232 b.), the 
Advisory Committee on Reactor 
Safeguards will hold a meeting on 
January 7-9,1982, in Room 1046,1717 H 
Street. NW., Washington. DC. Notice of 
this meeting was published in the 
Federal Register on November 25.1981. 

The agenda for the subject meeting 
will be as follows: 

Thursday, January 7, 1962 

6:30 A.M.S:45 A.M.: Opening Session 
(Open }—^The Committee will hear and 
discuss the report of the ACRS 
Chairman regarding miscellaneous 
matters relating to ACRS activities. 

&45 A.M.-0:J5 A.M.: Clinch River 
Breeder Reactor (Open }—Briefing by 
NRC Staff regarding project status and 


plan for regulatoiy review of tht 
proposed plant site and design. 

9:15 A.M.’-IZ-OO Noon: Standard 
Boiling Water Reactors (Openh-l\i^ 
Committee will hear and discussa 
report by representatives of the Generd 
Electric Company regarding design 
changes in the NSSS for their staDdsrt 
boiling water reactors. 

Portions of this session will be doH 
as necessary to discuss Proprietary 
Information applicable to this matter 
l iX)P.M.^B0 PM: NRC Safety 
Research Program Budget (Chsedh 
The Committee members will disom 
the proposed ACRS report to the U.S 
Congress on the proposed NRC Safety 
Research Program Budget for FY1981 

This session will be closed to discusi 
matters which relate solely to the 
internal personnel rules and praetknof 
thc agency and information of a 
personal nature where disclosure wodd 
constitute unwarranted invasion of 
personal privacy and information the 
premature release of which would be 
likely to significantly frustrate propoid 
agency action. 

5:00 PM.-6:00 PM.: Reports of ACRS 
Subcommittees The Committee 

members will hear and discuss reporii 
of designated ACRS Subcommittees 
regarding the status of assigned 
activities including consideration of 
Class 9 accidents in the NRC liceniing 
process. 


Friday, January' 8.1982 

8:30 AM.^10:30 AM.: Standard 
Pressurized Water Reactors (Closed}-^ 
Thc Committee will hear and disciiMi 
report from representatives of the 
Westinghouse Electric Corporation 
regarding proposed chants in the NSSS 
of their standard pressurized water 
reactors. 

This session will be closed lo discuii 
Proprietary Information applicable to 
this matter. 

10:30 A.M.-J2:30 P.M. and 1:30P.M- 
3:30 P.M.: NRC Safety Research 
Program Budget (Closedf^-The 
Committee members will discuss the 
proposed ACRS report to thc U5. 
Congress on the proposed NRC Safety 
Research Program Budget for FY 1988 

This session will be closed to discusi 
matters which relate solely to the 
internal personnel rules and practices oi 
the agency and information of a 
personal nature where disclosure woaw 
constitute unwarranted mvasi^oi 
personal privacy and information tw 
premature release of which would 
likely to si^ficanlly frustrate proposeo 
agency action. 

3:30 P.M.-5:30 PM: Ww/nanfoctort 
Considerations (Open}-'^^ CommilW 
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f ^ hTAr the report of its Subcommittee 
iHuisuin Factors and consultants who 
MV be present regarding proposed NRC 
^rements regarding design of 

power plant control rooms and 
ttfety parameter display systems. 

S:ipM-S:OOPM,: Future Committee 
/|rfrv 7 t/e 5 fqpen/-The members will 
1 diicuss the proposed scope of and 
I |ch«lule for anticipated activities of 
I aCRS lobcommittees and full 
; Coowilttee iclivilles. 

: SiUifday. January 9. 1982 
i:30AM-10:30A.M^* Safety Research 
Ptoyum Budget (Chsed}^The 
• Committee members will discuss the 
proposed ACRS report to the U.S. 

Congress on the proposed NRC Safety 
gesearch Program Budget for FY 1903. 

Hus session will be closed to discuss 
matters which relate solely to the 
iflieroai personnel rules and practices of 
the agency and information of a 
personal nature where disclosure would 
oooititute unwarranted invasion of 
personal privacy and information the 
premature release of which would be 
likely to significantly frustrate proposed 
igency action. 

!C:30AM-JX:!5 AM.: Design of 
Cooiroi Booms and Safety Parameter 
Duplay Systems (Open)— ACRS report/ 
comments regarding proposed NRC 
requirements for design of control rooms 
lod safety parameter display systems. 

U:JSA.M^IZWNaon: Reports of 
ACBS Members Regarding Foreign 
Beguhtory Policies and Requirements 
fCfcstt//— Members of the Committee 
will report on recent activities related to 
foreign nuclear regulatory policies and 
practices. 

This session will be closed to discuss 
Information provided in confidence and 
oonsidered privileged by a foreign 
source. 

1200 Noorh-J:30 PM,: Concluding 
Swon lOpenh^The members will 
o^leie discussion of items considered 
twng this meeting. 

Members will also exchange views 
jjjwding the reliability of AC/DC 
Sttctrical systems in nuclear power 
pUnU. 

l*tt»posed changes in ACRS 
P^ures related to the conduct of 
A u(S KlivitiM will be discussed, 
""“dures for the conduct of and 
in ACRS meetings were 
jwabed in the Federal Register on 
‘«'>^r7.1fl«)(4SFR66535). In 
*®wn»n£e with these procedures, oral 
*mtten statements may be presented 
^r^bers of the public, recording will 
^tnuited only during those portions 
meeting when a transcript is being 
M questions may be asked only by 
“wbm of the Committee, its 


consultants, and Staff. Persons desiring 
to make oral statements should notify 
the ACRS Executive Director as far in 
advance as practicable so that 
appropriate arrangements can be made 
to allow the necessary time during the 
meeting for such statements. Use of still, 
motion picture and television cameras 
during this meeting may be limited to 
selected portions of the meeting as 
determined by the Chairman. 

Information regarding the time to be set 
aside for this purpose may be obtained 
by a telephone call to the ACRS 
Executive Director (R. F. Fraley) prior to 
the meeting. In view of the possibility 
that the schedule for ACRS meetings 
may be adjusted by the Chairman as 
necessary to facilitate the conduct of the 
meeting, persons planning to attend 
should check with the ACRS Executive 
Director if such rescheduling would 
result in major Inconvenience. 

I have determined in accordance with 
Subsection 10(d) Pub. L. 92-463 that it is 
necessary to close portions of this 
meeting as noted above to discuss 
matters which relate solely to the 
internal personnel rules and practices of 
the agency (5 U.S.C. 552b(c)(2)). 
Proprietary Information relating to the 
matters being considered and 
information considered privileged and 
provided in confidence by a foreign 
source (5 U.S.C. 552b(c)(4]]. information 
of a personal nature where disclosure 
would constitute unwarranted invasion 
of personal privacy (5 U.S.C. 552b(c)(6)) 
and information the premature release 
of which would be likely to significantly 
frustrate proposed agency action (5 
U.S.C. 552b(c)(9)(B)). 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call to 
the ACRS Executive Director. Mr. 
Raymond F. Fraley (telephone 202/634- 
3265). between 8:15 A.M. and 5:00 P.M. 
EST. the meeting. In view of the 
possibility that the schedule for ACRS 
meetings may be adjusted by the 
Chairman as necessary to facilitate the 
conduct of the meeting, persons 
planning to attend should check with the 
ACRS Executive Director if such 
rescheduling would result in major 
inconvenience. 

1 have determined in accordance with 
Subsection 10(d) Pub, L 92-463 that it is 
necessary to close portions of this 
meeting as noted above to discuss 
Proprietary Information relating to the 
matter being considered (5 U.S.C. 
552b(c)(4)). information which will be 
involved in an adjudicatory proceeding 


(5 U.S.C. 552b(c)(10)), and information 
considered privileged and provided in 
confidence by a foreign source (5 U.S.C. 
552b(c)(4)). 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call to 
the ACRS Executive Director. Mr. 
Raymond F. Fraley (telephone 202/634- 
3265), between 8:15 A,M. and 5:00 P.M. 
EDT. 

Dated: December 21.1961. 

John C Hoyle. 

Advisory Committee Management. 
int Doc ai~3aeil Piled U-24-«1; 1:45 ■ml 

mixma cooc rseo-oi-M 


Advisory Committee on Reactor 
Safeguards; Subcommittee on 
Advanced Reactors; Meeting 

The ACRS Subcommittee on 
Advanced Reactors will hold a meeting 
on January 21 and 22.1962. at the 
Argonne National Laboratory. Building 
206. Room C-234. Argonne. IL The 
Subcommittee will continue discussion 
regarding possible design 
considerations, issues, and criteria for 
future commercial advanced reactors 
and plans to prepare a report to submit 
to the ACRS. Experts in the field of risk 
perception and aversion will address/ 
discuss those matters with the 
Subcommittee. Notice of this meeting 
was published November 25. 

In accordance with the procedures 
outlined in the Federal Register on 
September 30.1981 (46 FR 47903). oral or 
written statements may be presented by 
members of the public, recordings will 
be permitted only during those portions 
of the meeting when a transcript is being 
kept, and questions may be asked only 
by members of the Subcommittee, its 
consultants, and Staff. Persons desiring 
to make oral statements should notify 
the Designated Federal Employee as far 
in advance as practicable so that 
appropriate arrangements can be made 
to allow the necessary time during the 
meeting for such statements. 

The entire meeting will be open to 
public attendance except for those 
sessions during which the Subcommittee 
finds it necessary to discuss proprietary 
information. One or more closed 
sessions may be necessary to discuss 
such information. (SUNSHINE ACT 
EXEMPTION 4). To the extent 
practicable, these closed sessions will 
be held so as to minimize inconvenience 
to members of the public in attendance. 
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The agenda for subject meeting shall 
be 08 follows: 

Thursday and Friday—January 21 and 
2Z 1982 

6:30 a.m. until the conclusion of 
business each day. 

The Subcommittee and its consultants 
will discuss possible design 
considerations, issues, or criteno for 
future commercial advanced reactors 
and plan to prepare a report to submit to 
the ACRS. 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call to 
the cognizant Designated Federal 
Employee. Mr. Elpidio Igne (telephone 
202/634-*1414) between 8:15 a.m. and 
SM p.m.. EST, 

1 have determined, in accordance with 
subsection 10{d] of the Federal Advisory 
Committee Act, that it may be necessary 
to close some portions of this meeting to 
protect proprietary information. The 
authority for such closure is Exemption 
(4) to the Sunshine Act. 5 U.S.C. 
552b(c)(4). 

Dated: December 21.1961. 

|ohn C Hoyle. 

Advisory Committee Management Officer 
int Doc 81-90912 FUod 12-24-ei: MS ami 
MLUNO COOC 7se0-01>4« 


Advisory Committee on Reactor 
Safeguards; Subcommittee on Fluid 
Dynamics; Meeting 

The ACRS Subcommittee on Fluid 
Dynamics will hold a meeting on 
January 2Z 1982 at the Holiday Inn 
Convention Center, 1020 South Figueroa. 
Windsor Room Right. Los Angeles. CA. 
The Subcommittee will continue its 
review of the Mark HI containment 
modifications and discuss the status of 
the Unresolved Safety Issues on Mark 1 
and II containments. 

In accordance with the procedures 
outlined in the Federal Register on 
September 30.1981, (48 FR 47903). oral 
or written statements may be presented 
by members of the public, recordings 
will be permitted only during those 
portions of the meeting when a 
transcript is being kept, and questions 
may be asked only by members of the 
Subcommittee, its consultants, and Staff. 
Persons desiring to make oral 
statements should notify the Designated 
Federal Employee as far in advance as 
practicable so that appropriate 
arrangements can be made to allow the 


necessary lime during the meeting for 
such statements. 

l*he entire meeting will be open to 
public attendance except for those 
sessions which will be closed to protect 
proprietary information (Sunshine Act 
Exemption 4). One or more closed 
sessions may be necessary to discuss 
such information. To the extent 
practicable, these closed sessions will 
be held so as to minimize inconvenience 
to members of the public in attendance. 

The agenda for subject meeting shall 
be as follows: 

Friday, January 22,1981^-8:30 a.m. Until 
the Conclusion of Business 

During the initial portion of the 
meeting, the Subcommittee, along with 
any of its consultants who may be 
present, may exchange preliminary 
views regarding matters to be 
considered during the balance of the 
meeting. 

The Subcommittee will then hear 
presentations by and hold discussions 
with representatives of the NRC Staff, 
their consultants, and other interested 
persons regarding this review. 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call to 
the cognizant Designated Federal 
Employee. Mr. Paul Boehnert (telephone 
202/634-3287) between 8:15 a.m. and 
5:00 p.m., EST. 

1 have determined, in accordance with 
Subsection 10(d) of the Federal 
Advisory Committee Act. that it may be 
necessary to close portions of this 
meeting to public attendance to protect 
proprietary information. The authority 
for such closure is Exemption (4) to the 
Sunshine Act. 5 U.S.C. 552b(c)(4). 

Diited: December 21.1981. 

|ohn C Hoyle. 

Advisory Committee Management Officer 

|PK Doc fl-jasil FllMi 12.24-01; 04S uinj 
BltUNQ CODE 


{Docket No. 50-10] 

Commonwealth Edison Co.; Issuance 
of Amendment to Facility Operating 
License 

The U.S. Nuclear Regulatory 
Commission (the Commission) has 
issued Amendment No. 35 to Facility 
Operating License No. DPR-2. issued to 
the Commonwealth Edison Company 
(the licensee), which revised the 
Technical Spedrications for operation of 
Unit 1 of Dresden Nuclear Power Station 


(the facility) located in Grundy Coimtt 
Illinois. The license amendment is ^ 
effective as of its date of issuance. 

This amendment authori 7 .ei the 
chemical cleaning of the Primary 
Cooling System and revises the 
Technical Specifications to allow 
deletion of requirements for roainUiiwa 
containment integrity dunng the ^ 
chemical cleaning of the cooling tysiaj 
and exclusion of the radioactive liquid 
storage tanks in the seismicaliy 
designed Chemical Cleaning Buildup 
from the above-grade curie limitalioni 
This amendment does not authorize 
operation of Unit 1 subsequent to the 
chemical cleaning. The Commission will 
consider such operation as a separate 
licensing action. 

The applications for the umendmeot 
comply with the standards and 
requirements of the Atomic Energy Act 
of 1954. as amended (the Act), and the 
Commission's rules and regulations. The 
Commission has made appropriate 
findings as required by the Act and the 
Commission's rules and regulations io K) 
CFR Chapter I; these findings are set 
forth in the license amendment. Prior 
public notice of thi.s amendment was sot 
required since the amendment does not 
involve a significant hazards 
consideration. 

The environmcntul impact of the 
chemical cleaning has been assessed in 
NUREG-0686 entitled 'Tlnal 
Environmental Statement Related to 
Primary Cooling System Chemical 
Decontamination at Dresden Nuclear 
Power Station, Unit No, 1**, dated 
October 1980. The Commission has 
determined that the issuance of the 
technical specification change portion d 
the amendment will not result In any 
significant environmental impact and 
that pursuant to 10 CFR 51,5(dH4)afl 
environmental impact statement or 
negative declaration and environineiitsl 
impact appraisal need not be prepared 
in connection with the issuance of that 
portion of the amendment. An 
environmental impact statement 
evaluating the chemical 
decontamination authorized by this 
amendment was prepared ond issued sn 
October 1900. 

For further details with respect to thn 
action, see (1) the applications for 
amendment dated December 19» 
supplemented, and November 14,19^ 
(2) Amendment No. 35 to License No. 
DPR-2. and (3) the Commission's 
Safety Evaluation and Final 
Environmental Statement.* Allottljese 

‘The Fmal Envtrocmenul Sutcmtftt 
OQM) It Mvutliiblc for ptirchtic va 

TBchnUail Inform, floo Servlet, SpnnjWa vn 
2Z1S1. 
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iitheCommiwion‘5 Public Document 

1717 H Street. Washington, 
nr jKSSand at the Morris Public 
Ubfir>‘. »4 Ubcrty Street. Morris. 

60451. A single copy of items (2) 
md (3) rosy be obtained upon re<juest 
j^fHsed to the U.S. Nuclear 
Rtfulotety Commission. Washington, 
0^20655. Attention: Director. Division 
(rfUcawing 


ftiiditBethesds. Maryland, this 18th day 

flfDtcfinber 1«1. 

For the Nuclear Regulatory Commission. 

V. Wamhach. 

tov Chf^> OpercUng Hendon Branch ^.5. 
t^^nhoofUceming. 


H ta r. Mm* FiWa u^^M-a1; a45 mi| 
•u«ooooc7fao-et-4i 


PRESlD€NrS COMMISSION FOR 
STUDY OF ETHICAL PROBLEMS 


Frfsident's Commission for the Study 
olEtNcal Problems in Medicine and 
Biomedical and Behavioral Research; 
Meeting 

Notice is hereby given pursuant to 
lection 10(a)(2) of the Federal Advisory 
Coflunittees Act. that the sixteenth 
■eetingof the President's Commission 
far the Study of Ethical Problems in 
Medidne and Biomedical and 
Behavioral Research will be held at the 
Witrx Resources Council. Ixiwer l.evel 
(Terence Room. 2120 L Street, N. W.. 
Washington. D.C. from 9:00 a.m. to 5:00 
pjn. on lantuiry 8,1982. and from 9:00 
ut to 4:15 p.. on ianuary 9.1982. and at 
fae offices of the Commission. Suite 555. 
3W0K Street. N.W.. Washington. D.C., 
faw70()p.m. to 9:30 p.m. on january 8. 


The meeting will be open to the 
public, lubjccl to limitations of availabl 
R»ce. The agenda for Friday. January E 
indode. among other things. 
Coaiinissfon deliberation (1) on 
wwKitation and orders not to 
i^^tale. (2) on the care of patients 
urho have permanently lost 
^ousness. imd (3) on the 
Commission’s projected schedule of 
®wiingsand projects through the 
completion of its mandated period of 
operation. The agenda for Saturday. 
J^r)'9 will include, among other 
teitimony on. and Commission 
®*^8ion of. the ethical and legal 
“«p!ication5 of decisions in the neonair 
“tensive care unit. 

At 1:15 p.m. on Ianuary 8. fifteen 

^ devoted to comments 
™ Ibe floor on the subject of the 
v»aa Hems for that day. and at 2:45 
^ Ianuary 9. fifteen minutes will 
woted to comments from the floor 
agenda items for that day. limlle 


on both days to three minutes per 
comment. Written suggestions and 
comments will be accepted for the 
record from those who are unable to 
speak because of the constraints of time 
and from those unable to attend the 
meeting. 

Records shall be kept on all 
Commission proceedings and will be 
available for public inspection at the 
Commission's office, located in Suite 
555. 2000 K Street. N.W.. Washington. 
D.C. 20006. 

For further information, contact 
Andrew Bumess. Public Information 
Officer, at (202) 653-8051. 

Alexander M. Caprofi. 

Executive Director, 

im Ooc. tl-aMtl rUod ms «iii| 

SttUNQ COO€ M20-AV-*I 


SECURITIES AND EXCHANGE 
COMMISSION 

[Release Wo. 18351; SR-Amex-81-13| 

American Stock Exchange. Inc.; Order 
Approving Proposed Rule Change 

December 18 . 1981 . 

In the matter of American Stock 
Exchange. Inc.. 86 Trinity Place, New 
York. New York 10006 (SR-Amex-81- 
13). 

On August 10.1981. the American 
Stock Exchange, Inc. (the "Amex") filed 
with the Commission, pursuant to 
section 19(b)(1) of the Securities 
Exchange Act of 1934.15 U.S.C. 
78(8)(b)(l) ("Act”) and Rule 19b-4 
thereunder, copies of a proposed rule 
change to amend Commentary .05 of 
Amex rule 155. Prior to the amendment 
the rule provided that if a specialist 
elected to take or supply for his own 
account securities named in an order 
entrusted to him by another member, the 
specialist was required to promptly 
notify the member who would then 
either confirm or reject the transaction. 
Under the amended rule, a specialist 
would no longer be required to provide 
notice to the member when he executes 
as principal limit orders received 
through the Post Executive Reporting 
System (**PER") or the Amex Options 
Switch System ("AMOS"). With respect 
to these transactions, a specialist is now 
required only to furnish the normal 
execution report which follows the 
execution of any PER or AMOS order, A 
member organization would then be 
permitted to reject such transactions 
provided that it acts promptly after 
receiving the execution report and 
provides written notice of the rejection 
to the specialist. Any transaction not 


rejected in this manner would be 
deemed to be confirmed. 

In addition, the rule change amends 
Commentary .05 with respect to 
customers* limit orders which floor 
brokers have entrusted to specialists for 
execution, or which specialists have 
received directly from the floor booths 
of member firms. The rule previously 
provided that when a specialist 
executed such an order, as principal, he 
was required to fill out a special form to 
give notice to the member who placed 
the order, who then either confirmed or 
rejected the order. Under the amended 
rule, specialists are relieved of the 
obligation to fill out special forms to 
give notice of transactions in which they 
acted as principal. Instead, specialists 
are permitted to give notice by stamping 
each such order ticket with a uniform 
notation such as "principal transaction." 
Moreover, any transaction not 
specifically rejected Is deemed 
confirmed. 

Notice of the proposed rule change 
together with the terms of substance of 
the proposed rule change was given by 
publication of a Commission release 
(Securities Exchange Act Release No. 
18033. August 14.1981) and by 
publication in the Federal Register (46 
ra 42387. August 20.1981). All written 
statements with respect to the proposed 
rule change which were filed with the 
Commission and all written 
communications relating to the proposed 
rule change between the Commission 
and any person were considered and 
(with the exception of those statements 
or communications which may be 
withheld from the public in accordance 
with the provisions of 5 U.S.C. 552) were 
made available to the public at the 
Commission's Public Reference Room. 

The Commission finds that the 
proposed rule change is consistent with 
the requirements of the Act and the 
rules and regulations thereunder 
applicable to a national securities 
exchange and. in particular, the 
requirements of Section 6 and the rules 
and regulations thereunder. 

It is therefore ordered, pursuant to 
section 19(b)(2) of the Act, that the 
above-mentioned proposed rule change 
be, and it hereby is. approved. 

For the Commission, by the Division of 
Market Regulation pursuant to delegated 
authority. 

George A. FltxsimnuHit. 

Secretory, 

|FK l>0C F(Ud 12-S4>S1; MS •ml 

•nXING COOf §010-0141 
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No. 22330; 70-46061 

National Fuel Gaa Co.; Proposal 
Relating to Rnandng of Oil and Gas 
Drilling Program; Order to Solicit 
Proxies; Reservation of Jurisdiction 

December 10,1981. 

In the matter of National Fuel Gas 
Company, 30 Rockefeller Plaza, New 
York, New York 10112 and Seneca 
Resources Incorporated. 10 Lafayette 
Square, Buffalo. New York 14203 (70- 
6586). 

National Fuel Gas Company 
(^^National"). a registered holding 
company, and Seneca Resources 
Corporation ('*Seneca**). a non*utility 
subsidiary of National, have filed with 
this Commission an application- 
declaration and an amendment thereto 
pursuant to sections 6(a). 7.12(b]. and 
12(e) of the Public Utility Holding 
Company Act of 1935 (“Act") and Rules 
45, ^a)(5). 62, and 65 thereunder. 
National filed an amended proxy 
statement on December 18,1981, 

Seneca is engaged in gas and oil 
exploration and development activities 
which are concentrated primarily in the 
Gulf Coast areas of Texas and Louisiana 
and also in East Texas. Seneca's 
operations were expanded in order to 
develop a base of reserves for the 
System that could be used to offset 
declining supplies due to curtailments 
from pipeline suppliers of the System 
which were common at the time. 

During its 1980 fiscal year. Seneca 
participated in the drilling of 50 wells of 
which 27 were found to be productive. 
During its 1981 fiscal year, Seneca 
participated in the drilling of 38 wells, 19 
of which were found to be productive. 

At September 30,1981, Seneca reported 
a net investment in oil and gas property 
of $38,158,403 after deducting $6,197,086 
of depreciation, depletion and 
amortization. At September 30,1981, 
independent engineering firms 
attributed to the significant properties of 
Seneca, net proved reserves of 
10.671,628 MCF of gas and 774.722 
barrels of oil and condensate. 

Seneca proposes to create a drilling 
fund ("Fund") and to sell interests 
therein to a limited number of 
institutional investors ("Investors"). The 
investors «vill concurrently receive 
warrants entitling each investor, at its 
election, to exchange its interests in the 
properties of the fund at the end of three 
years for common stock of National. If a 
warrant is not so exercised, it will 
expire and the investor will retain its oil 
and gas interest, while the exercise of 
the warrant will make Seneca, as 
National's subsididary, the owner of 
such interests. 


The warrants will be issued in 
proportion to each investor's initial 
investment at a rate approximately the 
present book value of National common 
shares. It is expected that the total 
investment will be $42 million and that 
930,000 warrants will be issued. 

National would receive $2 million as 
consideration for the warrants but 
reinvest this sum as additional equity 
capital in Seneca. The remaining $40 
million would be the fund. 

Seneca will spend the fund on 
exploratory prospects which have been 
generated by it or as a participant in 
prospects generated by others. It will 
receive interests in the fund properties 
and other compensation, as will be more 
fully described in the agreement with 
investors still being negotiated. The fund 
will not extend to development. Seneca 
and the investors will be obligated to 
carry their respective developments 
costs to the extent the exploratory 
program proves prospects worthy of 
development. 

Seneca is required to expend at least 
one third of the fund by the end of the 
first year, at least two thirds by the end 
of the second year and any balance by 
the end of the third year, but may 
expend more rapidly. It expects to apply 
the initial fund to retirement of its 
existing bank debt and finance 
expenditures under its own line of credit 
to economize on borrowing, but 
National will guarantee repayment to 
the fund of any sums spent for Seneca's 
own purposes, and Seneca is prohibited 
from mortgaging or placing a lien on any 
properties of tiie fund. 

If. at the end of the three year period, 
all investors exercise their warrants 
National would have issued 930,000 
shares of common stock in exchange for 
$2,000,000 that was previously paid to 
National by the Investors, and the 
properties that were acquired and 
drilled with the $40,000,000. It is 
expected that the investors would 
exercise the warrants if the results of 
the drilling program are unsatisfactory, 
but would retain the oil and gas 
interests earned if they appear to be 
more valuable than the stock. To this 
extent. National will indirectly share 
part of the risk of its subsidiary's 
exploration efforts through the warrants. 

National's Restated Certificate of 
Incorporation presently authorizes 
9,500,000 shares of common stock. As of 
November 30.1981, National has 
5.122,515 shares outstanding. The 
expected 930.000 warrants will represent 
a potential 18.16% increase to 6,052,515 
shares, but the percentage will be 
reduced to the extent other shares are 
issued by National during the three 
years. 


ApplicanU-declarants propose to use 
an investment banking firm to assist in 
negotiating and placing interests in the 
fund with institutional investors. 
National requests an exception fromiU 
competitive bidding requirements of 
Rule 50. The fees and expenses are 
estimated to be $702,000. inchiding 
$500,000 for commissions. 


National also proposes to amend its 
Articles of Incorporation, at its Animal 
Meeting of Shareholders currently 
scheduled for February la 1982. to 
modify the provisions with respect to 
preemptive rights of its common 
shareholders and the provisions as to 
the par value of its common stock to 
facilitate the proposed transaction. It 
requests authorization under section 
6(a)(l)(2) and 7(c) of the Act to solicit 
and adopt such amendments. It states 
that the affirmative vote of the majority 
of its common shareholders is required 
and a vote of preferred shareholders is 
not required. 

National has filed its proxy 
solicitation material and requests that 
the effectiveness of its declaration with 
respect to the solicitation be accdersled 
as provided in Rule 62. 

Tbe application-declaration and an 
amendment thereto are available for 
public inspection through the 
Commission's Office of Public 
Reference. Interested persons wishing to 
comment or request a hearing should 
submit their views in writing by January 
14.1982, to the Secretary. Seimritiei and 
Exchange Commission. Washingtoa 
D.C, 20549, and serve a copy on the 
applicants-declarants at the addresses 
specified above. Proof of service (by 
affidavit or, in the case of an attorney ai 
law, by certificate) should be filed with 
the request. Any request for a hearing 
shall identify specifically the issues of 
fact or law that are disputed- A persoB 
who so requests will be notified of any 
hearing, if ordered, and will receive a 
copy of any notice or order issued in thii 
matter. After said date, the application 
declaration, as amended, or as it 
further amended, may be granted and 
permitted to become effective. 

It appearing to the Commission mat 
National's declaration regarding^* 
proposed solicitation of proxies be 
permitted to become effective forthwi 
pursuant to Rule 62. that jurisdiction 
should be reserved with respect to tne 
fees and expenses associated with r 
proposed transaction, and that the 
transaction does not lend itself to 
competitive bidding: 

It is ordered That the applicatKMh 
declaration, as amended, regarding 


proposed solicitation of proxies 


be.aoti 


it hereby is, granted and permitted to 
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forthwith pursuant to 

Py{# 62 « 

II to further ordered That National is 
luAonred to DCgoiiale for the sale of 
ifcdBterestB as herein desenbed. 

II to further ordered That jurisdiction 
lod it hereby is reserved, with 
to all fees and expenses 
moaated with the proposed 
tnnsaction. 

Fef ihfOofiwiwsMjn, by Ihu Division of 
Caponir Regulation, pursuant to delegated 

A. fItuiminoDt, 

S/oftaty. 

0 Ok. It-an RM ll'24-ai. ass miJ 
Kjttcooc Nie-ot-ai 


IRtlsaM Mo. 34-18350; Flit Mo. SR-PSE- 


SMf-Rcgulatory Organizatioa; 
proposed Rule Change by Pacific 
Slock Exchange Inc. Relating to 
Spfdilist Responsibility for Execution 
Btpods Mot Received by Member 
Arms 


Punuant to section 19(b)(l| of the 
Securities Exchange Act of 1934, IS 
US^CTSsIbUl). notice is hereby given 
iat 00 December 7,1981, the Pacific 
Stock Exchange filed with the Securities 
ind Exchange Commission the proposed 
rale change as described in Items 1,11 
lodUl below, which Items have been 
prepared by the selfrcgulatory 
otginizatiorL The Commission is 
poblishing this notice to solicit 
oofemeoU on the proposed rule change 
hoQ mterested persons. 


I Self-Regulator>' OrganizaUon*s 
SUIement of the Terms of Substance of 
IIm Proposed Rule Change 


The proposed Floor Procedure Advice 
idites toa Spedalisfs responsibility fo 
orcution reports not received by 
firms. A Specialist is solely 
Mble for any loss resulting from a 
not received for a trade which 
■wd have been executed for the first 
^ days following the day on which 
M^tomer deserved an execution. Or 
wioarth and fifth day following the 
Myiheimde should have been 

the Specialist is liable for hall 
^ h)s« which resulted, and the 

firm is liable for half of any los 
resulted. After the close of 


following the 

«> ‘he trade shotild have been 


ihe membCT firm is solely 
for any loss resulting from 
^lure to receive an execution 


II. Self-Regulatory Organization's 
Statement of the Purpose of, and 
Statutory Basis for, the Proposed Rule 
Change 

In its filing with the Commission, the 
self-regulatory organization included 
V, statements concerning the purpose of 
and basis for the proposed rule change 
and discussed any comments received 
on the proposed rule change. The text of 
these statements may be examined at 
places specified in Item IV below. The 
self-regulatory organization has 
prepared summaries, set forth in 
Sections (A). (B) and (C) below, of the 
most significant aspects of such 
statements. 

(A) Self-Regulatory Organization^a 
Statement of the Purpose of and 
Statutory Basis for, the Proposed Rule 
Change, 

The proposed rule change sets forth 
time limitations on a Specialist's 
liability for execution reports which 
should have been received by a member 
firm that had placed an order with the 
Specialist. The rule specifies when any 
loss (hat is sustained as the result of a 
report not received shall be home 
entirely by the Specialist, split between 
the Specialist and member firm, or 
borne entirely by the member firm. 

The proposed rule change is 
consistent with Section 6(b) of the 
Securities Exchange Act of 1934. in 
general, and furthers the objectives of 
Section 6(b) (5) by promoting the 
cooperation and coordination between 
Specialists and Floor Brokers to achieve 
the clearing and settlement of securities 
transactions, 

(B) Self-Regulatory Organization's 
Statement on Burden on Competition, 

The proposed rule change imposes no 
burden on competition. 

(C) Self-Regulatory Organization's 
Statement on Comments on the 
Proposed Rule Change Received from 
Members, Participants, or Other, 

Comments on the proposed rule 
change were neither solicited nor 
received. 

III. Date of Effectiveness of the 
Proposed Rule Change and Timing for 
Commission Action 

Within 35 days of the date of the 
publication of this notice in the Federal 
Register or within such longer period fi) 
as the Commission may designate up to 
90 days of such date if it finds such 
longer period to be appropriate and 
publishes its reasons for so finding: or 
(ii) as to which the self-regulatory 
organization consents, the Commission 
will: 

(A) By order approve such proposed 
rule change: or 


(D) Institute proceedings to determine 
whether the proposed rule change 
should be disapproved. 

IV. Solicitation of Comments 

Interested persons are invited to 
submit written data, views, and 
arguments concerning the foregoing. 
Persons making written submissions 
should file six copies thereof with the 
Secretary, Securities and Exchange 
Commission. 500 North Capitol Street. 
Washington. D.C. 20549. Copies of the 
submission, ail subsequent amendments, 
all written statements with respect to 
the proposed rule change that are filed 
with the Commission and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. 552. will be available for 
inspection and copying in the 
Commission's Public Reference Section. 
1100 L Street. NW., Washington. D.C. 
Copies of such filing will also be 
available for inspection and copying at 
the principal office of the above- 
mentioned. self-regulatory organization. 
All submissions should refer to the file 
number in the caption above and should 
be submitted by january 18,1962. 

For (he Commission by the Division of 
Market Regulation, pursuant to delegated 
authority. 

Dated: December IB. 1961. 

George A. FlUsimmons. 

Secretary, 

iPR Doe. ai-MOM inud *45 •»! 

BNJJMQ COOC •Ota-ei'M 


I Release Mo. 34-18343; RIe Mo. SR-PSE- 
81-21] 

Self-Regulatory Organization: 
Proposed Rule Change by Pacific 
Stock Exchange Inc. Relating to 
Increase in Fees for Exchange 
Services 

Pursuant to section 19(b)(1) of the 
Securities Exchange Act of 1934. IS 
U.S.C. 788(b)(1). notice is hereby given 
that on December 10.1961, the Pacific 
Stock Exchange Incorporated filed with 
(he Securities and Ex^ange 
Commission the proposed rule change 
as described in Items I. It and 111 below, 
which Items have been prepared by the 
self-regulatory organization. The 
Commission is publishing this notice to 
solicit comments on the proposed rule 
change from interested persons. 
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I. Sell-Regulalory Organi7.ation*8 
Statement of the Terms of Substance of 
the Proposed Rule Change 

The Pacific Stock Exchange 
Incorporated is instituting rate increases 
in fees for Exchange services applicable 
to Member Orgonizations. Members, 
Specialists and Market Makers. 

II. Self-Regulatory Organization’s 
Statement of the Purpose of, and 
Statutor>* Basis for, the Proposed Rule 
Change 

In its filing with the Commission, the 
self-regulatory organization included 
statements concerning the purpose of 
and basis for the proposed rule change 
and discussed any comments it received 
on the proposed rule change. The text of 
these statements may be examined at 
the places specified in Item IV below. 
The self-regulatory organization has 
prepared summaries, set forth in 
Sections (A). (B). and (C) below, of the 
most significant aspects of such 
statements. 

(A) Self’Regulatory Organization's 
Statement of the Purpose of and 
Statutory Basis for, the Proposed Rule 
Change. 

The purpose of the proposed rule 
change is to offset, in part, the increased 
costs of supplying services provided by 
the Exchange. These costs include 
manpower, systems and utilities 
associated with providing marketplace 
services. No signiHcant fee increases 
have been effected for over two years, 
with many fees remaining unchanged 
since 1973. The basis under the Act for 
the proposed rule change is Section 
6(b)(4) permitting the rules of the 
Exchange to provide for the equitable 
allocation of reasonable dues, fees and 
other charges among its Members. 

(B) Self’Regulatory Organization's 
Statement on Burden on Competition. 

The proposed rule change imposes no 
burden on competition. 

(C) Self-Regulatory Organization's 
Statement on Comments on the 
Proposed Rule Change Received from 
Members, Participants, or Others. 

Comments on the proposed rule 
change were neither solicited nor 
received. 

III. Date of Effectiveness of the 
Proposed Rule Change and Timing for 
Commission Action 

The foiogoing rule change has become 
effective pursuant to section 19(b)(3) of 
the Securities Exchange Act of 1934 and 
subparagraph (e) of the Securities 
Exchange Act Rule 19b-4. At any time 
within 60 days of the filing of such 
proposed rule change, the Commission 
may summarily abrogate such rule 


change if it appears to the Commission 
that such action is necessary or 
appropriate in the public interest, for the 
protection of investors, or otherwise in 
furtherance of the purposes of the 
Securities Exchange Act of 1934. 

rV. Solicitation of Comments 

Interested persons are invited to 
submit written data, views and 
arguments concerning the foregoing. 
Persons making written submissions 
should file six copies thereof with the 
Secretary. Securities and Exchange 
Commission. 500 North Capitol Street. 
Washington. D.C. 20549. Copies of the 
submission, all subsequent amendments, 
all written statements with respect to 
the proposed rule change that are filed 
with the Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public In 
accordance with the provisions of 5 
U.S.C. 552. will be available for 
inspection and copying in the 
Commission’s Public Reference Section. 
1100 L Street. NW, Washington. D.C. 
Copies of such filing will also be 
available for inspection and copying at 
the principal office of the above- 
mentioned. self-regulatory organization. 
All submissions should refer to the file 
number in the caption above and should 
be submitted by january 16.1982. 

For the Commission by the Division of 
Market Regulation, pursuant to delegated 
authority. 

Dated: December 17.1981. 

George A. Fltzsimmoos. 

Secretary. 

int Doc Sl'Mnr FUvd 12-24-01; e4& »m\ 
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(Release No. 34*18352; File No. SR*PHLX- 
81-18) 

Self-Regulatory Organizations; 
Proposed Rule Change by Philadelphia 
Stock Exchange, Inc., Relating to 
Equity Specialist Rules 

Pursuant to Section 19(b)(1) of the 
Securities Exchange Act of 1934.15 
U.S.C. 788(b)(1). notice is hereby given 
that on December 16,1981, Philadelphia 
Stock Exchange. Inc. filed with the 
Securities and Exchange Commission 
the proposed rule change as described 
in Items 1. II and III below, which Items 
have been prepared by the self- 
regulatory organization. The 
Commission is publishing this notice to 
solicit comments on the proposed rule 
change from interested persons. 


I. Self-Regulatory Orgonizalkm’i j 

Statement of the Terms of SuhtUaceof ^ 
the Proposed Rule Change ^ 

The PHLX. pursuant to Rule 19Mof i 
the Securities Exchange Act of 1934 (^j 
•’Act”), hereby proposes to amend iti * 
equity specialist rules in order to coca 
with Securities Exchange Rule libT* 
Specifically the Exchange propotetio 
amend its rules in order to provide aa 
•’affirmative” obligation that a spedaliK j 
engage in a course of dealings for hit 
own account to assist in the 
maintenance, so far as procUcable,ofi 
fair and orderly market and a ’’negativt 1 
obligation that restrictsi a specUlist'i 
dealings, so far as practicable, to thoie 
reasonably necessary to maintain i bir 
and orderly market. In order to conform 
its specialists rules to certain current L 
practices and procedures, the PHLX iho| 
proposes certain other amendmcniito 
these rules. 

II. Self-Regulatory' Organization’s 
Statement of the Purpose of, and 
Statutory Basis for. the Proposed Rule 
Change 

In its filing with the Commission, the 
self-regulatory organization included 
statements concerning the purpose of 
and basis for the proposed rule change 
and discussed any comments it received I 
on the proposed rule change. The text of | 
these statements may be examined at 
the places specified in Item IV below. 
The self-regulatory organization has 
prepared summaries, set forih in 
sections (A). (B). and (C) below, of the 
most significant aspects of such 
statements. 

A. Self-Regulatory Organization’s 
Statement of the Purpose of. and 
Statutory Basis for the Proposed Rule 
Change. 

In Securities Exchange Act Release 
No. 18157 (October 7.1981), the 
Securities and Exchange Commission 
modified the exemptions provided to 
regional stock exchanges from Sccuntief | 
Exchange Act Rule llb-1. The release 
provides that, effective |nnuary 1.1982. 
the PHLX will be subject to the 
provisions of Rule 11b-1 with respect to 
any security which is listed on PIO 
and which is not also listed on cither t 
American or New York Stock 
Exchanges. The purpose of the proposw 
amendments to PHLX specialist J? 
to conform them to the requirements 
subparagraphs (al(2) (lil and (ill|of 
llb-1. However, the amendments 
go beyond the requirements of that rux 
by providing that the io-called 
’•affirmative and negative obliga»w«« 
required by it apply in conjunction wiw 
Rule 203 to trading in securities for 







Federal Register / Vol. 46, No. 248 / Monday. December 28, 1981 / Notices 


62731 


li t)K phinsry market is on another 


iLtfimdinents be made to PHLX 

Mioconfon” 

practices and procedures. For 
STthelerm-sp^iahst defined 

^an.asproj^s^mSR-PH^ 

1 to mean odd-lot dealer and odd-lot 

^specialist Thus, where 

BjKipnaie, the terms odd lol dealer 
Joid-lot dealer specialist have been 
iktedfrocn PHIJC rules Rule 216, 
ilitiM to record retention, has been 
to refer to Securities Exchange 
17a-4. Certain other rules 
^define the next sale In the 
awry market with reference to a two 
^tf time period (Rules 227 (c) and (d) 
ilKulef 228 (d) and (e)) have been 
litted because they arc obsolete in the 
n of the Consolidated Last Sale 
^ortio^ System. 

Ibeb^is under the Act for the 
Imposed rule change it in Section 
^](l)of the Act which provides, in 
iri that an exchange have the capacity 
oonply and to enforce compliance by 
^lembers with the provisions of the 
ct the roles and regulations 
mnder, and the rules of the 
Dshange. 

8 Self-Regulatory Organization's 
^^ment on Burden on Competition. 

TVe Exchange does not believe that 
a proposed change will impose 
ly burden on competition. 

C.Self-Regulatory Organization's 
taoeni on Comments on the 
topoied Rule Change Received from 
limbefs. Participants, or Others. 

No written comments were solicited 
rteceived. 


D. Dite of Effectiveness of the 
J®posed Rule Change and Timing for 
^oauniision Action 


Secretary, Securities and Exchange 
Commission. 500 North Capitol Street. 
Washington. D.C. 20549. Copies of the 
submission, all subsequent amendments, 
all written statements with respect to 
the proposed rule change that are Tiled 
with the Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. 552. will be available for 
inspection and copying in the 
Commission's Public Reference Section. 
1100 L Street NW.. Washington. D.C. 
Copies of such filing will also be 
available for inspection and copying at 
the principal office of the above- 
mentioned self-regulatory organization. 
All submissions should refer to the file 
number in the caption above and should 
be submitted by January 18.1982. 

For the commission by ihe Division of 
Market Regulation, pursuant to delegated 
authority. 

Dated: Decemtser IS. 1981. 

George A. Fitisimmoos. 

Secretary^ 

IFW Doc n-mn Filed tl>24-ai S45 em| 

situNO cooe Mio-ei-ii 


IReiease No. 12116; 811-3203) 


Union Acceptance Co,; Filing of an 
Application for an Order Declaring 
That Applicant Has Ceased To Be An 
Investment Company 


Widun 35 days of the date of 
^blkalion of this notice in the Federal 
1 »tff Of within such longer period (i) 
AeCommission may designate up to 
of such date if It fin(£ such 
period to be appropriate and 
its reasons for so finding or (il) 
•Ho which the self-regulatory 

5*^tion consents, the Commission 
m 

A.^* order approve such proposed 
*“«ungc,0T 

•Instituteproceedings to determine 
the proposed rule change 
f^ld be disapproved. 

^ •Solidt^iiQi) of Comments 

J ^gyested persons are invited to 
mitten data, views and 
deeming the foregoing. 

1^11 written submissions 
BIX copies thereof with the 


December 16.1081. 

In the matter of Union Acceptance 
Company. 415 Professional Building. 
Fairmont, W. Va. 26554 (811-3203). 

Notice is hereby given that Union 
Acceptance Company f‘Applicant"), 
registered under the Investment 
Company Act of 1940 ("Act") as a 
closed-end. non-diversified, 
management investment company, filed 
an application on September 3,1^1. 
requesting an order of the Commission, 
pursuant to section 8(f) of the Act. 
declaring that Applicant has ceased to 
be an investment company as defined 
by the Act. All interested persons are 
referred to the application on file with 
the Commission for a statement of the 
representations contained therein, 
which arc summarized below. 

The application states that Applicant, 
a Delaware corporation, registered 
under the Act by filing a notice of 
registration on Form N-8A on june 8. 
1981. Applicant has not filed a 
registration statement pursuant to 
section 8(b) of the Act and has not 
registered its shares under the Securities 
Act of 1933. Within the last 18 months, 


Applicant has not transferred any of its 
assets to a separate trust, whose 
beneficiaries were or are security 
holders of Applicant. 

Applicant states that at the time of 
filing of the application, there were 34 
security holders of the Applicant. 
Applicant is not a party to any litigation 
or administrative proceeding and there 
has been no winding up of the 
Applicant's affairs. As of June 30,1981, 
Applicant had total assets and liabilities 
of ^,832,197. Applicant continues to be 
in the business of investing. 

On June 27.1979, Applicant made an 
offer to purchase for cash all of the 
shares of its common stock at the price 
of $61.6a The offer was made to all 
stockholders other than members of the 
Hotchkiss family, the members of which 
then held and still hold a controlling 
interest in Applicant. Five thousand two 
hundred and nine (5.209) shares, or 
54.7% of the shares owned by persons 
other than the Hotchkiss family, were 
tendered and purcdiased by Applicant. 
Those purchases reduced the number of 
record holders of Applicant's common 
stock from 610 to 507 and the number of 
holders of round lots from 26 to 8. 
Applicant was not registered under the 
Act at that time and the offer, therefore, 
violated Section 7(a)(2) of the Act. This 
fact was disclosed to stockholders in the 
proxy statement of Applicant dated June 
9,1981. 

On March 17,1900. Applicant filed a 
preliminary copy of a Transaction 
Statement pursuant to Rule 13c-3 under 
the Securities Exchange Act of 1934 in 
connection with a proposed 1 -for-20 
reverse split of the then-outstanding 
common stock. In a letter dated April 4. 
1980, the Division of Corporation 
Finance of the Commission ("Division") 
advised Applicant that it was an 
Investment company subject to the Act. 
Upon further study of the Act Applicant 
determined that it had been an 
investment company since April. 1979, 
when a subsidiary of Applicant. Bell 
Furniture Company, was sold. 

Applicant advised the Division that it 
would register as an investment 
company under the Act and carry out a 
reverse split. The reverse split would 
leave Applicant with fewer than 100 
stockholders, and therefore, under 
section 3(c)(1) of the Act. Applicant 
would no longer be an investment 
company within the meaning of the Act. 

Section 3(c)(1) of the Act provides that 
any issuer whose outstanding securities 
(other than short-term paper) are 
beneficially owned by not more than 100 
persons and which does not presently 
propose to make a public offering of its 
securities is not an Investment company. 
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The reverse split was described in the 
Applicant's proxy statement dated {une 
9.1981. As a result of a vote of holders 
of common stock at a special meeting on 
June 30.1981. Applicant's certificate of 
incorporation was amended on July 1. 
1981. to effect a l-for-20 reverse split of 
its common stock. As a result of that 
transaction, the number of stockholders 
was reduced from 509 to 34. 

Applicant submits that it is no longer 
an investment company as defined by 
section 3(c)|l) of the Act since it now 
has less than 100 shareholders and has 
no plans to make a public offering of its 
stock. Section 8(f) of the Act provides, in 
part, that when the Commission, upon 
application, finds that a registered 
investment company has ceased to be 
an investment company, it shall so 
declare by order and upon the taking of 
such order, the registration of such 
company under the Act shall cease to be 
in effect. 

Accordingly. Applicant requests that 
the Commission issue an order pursuant 
to section 8(f) of the Act declaring that it 
has ceased to be an investment 
company. 

Notice is further given that any 
interested person may. not later than 
January. 11.1982. at 5:30 p.m., submit to 
the Commission in writing a request for 
a hearing on the application 
accompanied by a statement as to the 
nature of his interest, the reason for 
such request, and the issues, if any. of 
fact or law proposed to be controverted, 
or he may request that he be notified if 
the Commission shall order a hearing 
thereon. Any such communication 
should be addressed: Secretary. 
Securities and Exchange Commission. 
Washington. D.C 20549. A copy of such 
request shall be served personally or by 
mail upon Applicant at the address 
stated above. Proof of such service (by 
affidavit or, in the case of an attorney* 
at>law, by certificate) shall be filed 
contemporaneously with the request. As 
provided by Rule 0-5 of the Rules and 
Regulations promulgated under the Act. 
an order disposing of the application 
will be issued as of course following 
said date unless the Commission 
thereafter orders a hearing upon request 
or upon the Commission's own motion. 
Persons who request a hearing, or 
advice as to whether a hearing is 
ordered, will receive any notices and 
orders issued in this matter, including 
the date of the hearing (if ordered) and 
any postponements thereof. 


For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

George A. Fitzsimmons, 

Secretary, 

IPS Ooc t1 >30009 PU«d &M am) 

BILUNQ coot OOia-ei-lf 


DEPARTMENT OF TRANSPORTATION 

Coast Guard 

(CQD-ai-102) 

New York Vessel Traffic Service; 
Advisory Committee Meetlr>g 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act (Pub. 

L 92-463; 5 U.S.C. App. 1). notice is 
hereby given of a meeting of the New 
York Harbor Vessel Traffic Service 
Advisory Committee to be held on 27 
January 1982. in the conference room, 
second floor, U.S. Coast Guard Marine 
Inspection Office. Battery Park Office. 
New York. New York, b^inning at 9:30 
a.m. 

The agenda for this meeting of the 
New York Harbor Vessel Traffic Service 
Advisory Committee is as follows: 

Review of proposed operating procedures 
for Vessel Traffic Service New York. 

The New York Harbor Vessel Traffic 
Service Advisory Committee was 
established by Commander, Third Coast 
Guard District to advise on the need for, 
and development, installation and 
operations of a Vessel Traffic Service 
for New York Harbor. Members of the 
Committee serve voluntarily without 
compensation from the Federal 
Government, either travel or per diem. 

Attendance is open to the interested 
public. With advance notice to the 
Chairman, members of the public may 
make oral statements at the meeting. 
Persons wishing to present oral 
statements should so notify the 
Executive Director no later than the day 
before the meeting. Any member of the 
public may present a written statement 
to the Committee at any time. 

Additional information may be 
obtained by writing Captain D. J. Linde. 
USCG. Executive Director, NYHVTS 
Advisory Committee. New York Vessel 
Traffic Service, Governors Island. New 
York, New York 10004; or by calling 
(212) 668-7954. 

Dated: December 14.1961. in New York. 
NY. 

J. S. Grscay. 

Vice Admiral, US. Coast Guard, Commander, 
Third Coast Guard District. 

IfS Ooc FiM S4% Mof 

mLima cooc 4 sio>y4-m 


Federal Aviation Administration 

Availability of Final EnvIronmwW 
Impact Statement; Proposed Occm 
Shores Airport; City of Ocean« 
Washington 

The Nortwcsl Regional Office of 
Federal Aviation Administratioo (fiV 
announces the availability for public 
review of the Final EnvironmoiUl 
Impact Statement for the propoied 
Ocean Shores Airport at the City of 
Ocean Shores, Washington. Copies of 
the document are available for public 
review at the Offices of the Qty of 
Ocean Shores, the FAA Office in Sea 
(Airports Division), and the Oce« 
Shores City Library. Review comotui 
must be received by Mr. Mark 6ei$it 
Acting Chief, Planning and Program 
Branch. FAA Building. King Cksinty 
International Airport. Seattle. 
Washington 98108 by |anuary 2a 
For information or questions, please 
Mr, Beissc at (206) 767-2633. 

Dated: December 28.1981. 

Mark A. Betsae, 

Acting Chief, Planning and Progrommin$ 
Branch, ANWSW, 

IfH Ooc tl-aaaZT piled U>34-«t. t<5 
aiLUNO COOC 49t»-1»4l 


Office of the Secretary 

Minority Business Rtsourct Ctntsr 
Advisory Committee; Reiocatkxiol 
Meeting 

This notice is given to advise of tbe 
relocation of the Minority Business 
Resource Center Advisory Commiltef - 
meeting originally scheduled lobebetf j 
January 18.1982 in San Francisco. CA. i j 
Notice of meeting was published in thi]| 
Federal Register issue of December 7, 
1981 (46 FR 59690). 

Notice is hereby given of the 
relocation of said meeting for |aniiiry 
18,1982. at 10:00 ajn. until li» pin. in 
Room 9230-9232 at the Department of 
Transportation. 400 7th Street SW., 
Washington. D.C. 20590. The agends^ 
the meeting remains the same as 
published In the issue of November 27. 
1981. 

Attendance is open to the 
public but limited to the space aviil 
With the approval of the Chainnsu 
members of the public may present r 
statements at the meeting, 
wishing to attend and person 
to persent oral statements 
the Minority Business Resource Cenw | 
not later than the day 

meeting. Information pedai^ 

meeting may be obtained _ 

Chandler. Minority Business Resoun* 
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SB 7 lh Street. SW.. Washington. 

telephone (202)426-2852. 

;,n««berorthe public may present a 
jjjKj iigtenent to the Committee at 

luifd ■ Wuhing^oru D.C on Decombef 
LIIBl 

r. Off tee of Srtfoll and DiBodvontoged 
tViilnotton 

mu coof ••• W’ii 
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Sunshine Act Meetings 


Federal Regiiler 
Vol. 46, No. 248 


Monday. December 28. 1981 


This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the ''Government In the SunsNne 
Act" (Pub L 94-409) 5 U.S.C. 

552b<e)(3) 


CONTENT 

ifmm 


Federal Communications Commission . 1.2 

Federal Election Commission .. 3 

Federal Energy Regulatory Commis¬ 
sion . 4 

Postal Service ... 5 

United States Railway Association ....... 6 


1 

FEOEflAL COMMUNICATIONS COMMISSION. 

Additional Item To Be Considered at 
Commission Open Meeting, Thursday, 
December 17,1961 

The Federal Communications 
Commission will consider this 
additional item on the subject listed 
below at the Open Meeting scheduled 
for Thursday, December 17,1981. 
starting at 9:30 A.M. in Room 856. at 
1919 M Street, NW., Washington, D.C. 

Agendo, Item No., and Subject 

Common carrier—lO—Title: CC Docket No. 
80-286. Amendment of Part 67 of the 
Commission's Rules. 

Summary: The CommiMion will dedde 
whether to request comments on the Federal- 
Slate joint Board's recommended decisions 
phasing CPE out of the jurisdictional 
separations process and freezing SPF. 

The prompt and orderly conduct of 
Commission business requires that less 
than 7-day8 notice be given 
consideration of this additional item. 

Additional information concerning 
(his meeting may be obtained from 
Maureen Peratino FCC Public Affairs 
Office, telephone number (202) 254-7674. 

Issued: December 16.1981. 

VVUltam |. Tricarico. 

Secretary, Federal Communications 
Commission, 

|S IBSMII PM tl- 2 S-ai; ai5 M»| 

■ILUNO CODE f712-ai-M 


2 

FEDERAL COMMUNICATIONS COMMISSION. 

Deletion of Agenda Items From 
December 17th Open Meeting 

The following item has been deleted 
at the request of the Office of 
Commissioner Rivera from the list of 


agenda items scheduled for 
consideration at the December 17,1981, 
Open Meeting and previously listed in 
the Commission*s Notice of December 

10.1981. 

Agenda, Rem No., and Subject 

Common Carrier—9—Title: Prescription of 
Revised Depreciation Rates (ATftT). 
Summary: The Commission will consider 
revised whole-life and remaining-life 
depreciation rates for all or portions of the 
plant for long lines department and the 
operating companies of the American 
Telephone h Telegraph Co. 

Title: Prescription of Revised Depreciation 
Rates (GTE). 

Summary; The Commission will consider 
revised remaining-life depreciation rates for 
all or portions of the plant of the companies 
of the CTTE Service Corporation for which the 
Commission prescribes depreciation rates. 

Title: Prescription of Revised Depreciation 
Rates (Continental Telephone Co. of 
Virginia). 

Summary: The Commission will consider 
revised remaining-life depreciation rates for 
all of the plant of the Continental Telephone 
Co. of Virginia. 

Issued: December 16.1981. 

William). Tricarico. 

Secretary, Federal Communications 
Commission. 

The following item has been deleted 
at the request of the Office of 
Commissioner Fogarty from the list of 
agenda items scheduled for 
consideration at the December 17,1981, 
Open Meeting and previously listed in 
the Commission's Notice of December 

10.1981. 

Agenda, Item No., and Subject 

Broadcast—5—Title: Third Further Notice of 
Proposed Rule Making in Docket No. 21474 
(Broadcast Equal Employment Opportunity 
Rules). 

Summary: The Commission will consider 
whether to issue a Third Further Notice of 
Proposed Rule Making in its ongoing equal 
employment opportunity ("EEO") proceeding. 
The proposals under consideration would 
modify various data filing requirements. 

|& IttMMn FM IS-a-fl: MS un| 

MU.INQ cooc sni-ei-M 


3 

FEDERAL ELECTION COMMISSION. 

DATE AND TIME: Thursday, December 10, 
1981 (followed the conclusion of the 
open meeting). 

place: 1325 K Street, NW., Washington. 
D.C. 


STATUS: Due to extra ordiruiry 
circumstances, the CommiisloiihtWi 
meeting which was closed to the pubke] 
for the purposes of discussing the 
release of the Reagan/Bush Audit 
Report on December 11,1981. 

DATE AND TIME: Thursday, Decemtm tl) 
1981 at 10.W a,m. 

place: 1325 K Street. NW., WashijunooJ 
D.C. (Fifth Floor). ^ 

STATUS: Due to the lack of a quoruniik 
open meeting was not held 

PERSON TO CONTACT FOR INFORMATtOK 
Mr. Fred Eiland, Public Informatios 
Officer, Telephone: 202-523-406 Sl 
Marjorie W. Emmons. 

Secretary of the Commisston 

(S1S32^ PU*<1 U.23-St: 1017 mi| 
aiLLOHO CODE f71S-0l-« 


4 


FEDERAL ENERGY REGULATORY 
COMMISSION. 

Meeting December 22, 1961 

The following notice of meetiog is 
published pursuant to section 3(i) ofdal 
Government in the Sunshine Act (Pah Lj 
No. 94-^). 5 U.S.C. 552b: 

AGENCY HOLDINQ MEETING: Federil 
Energy Regulatory (Commission. 

TIME AND date: December 29,1981. \0M 
a.m. 

place: 825 North (Capitol Street SJL 
Washington. D.C, 20426. Room 9306 

STATUS: Open. 

MATTERS TO BE CONSIDERED: Ageodi. 

Nolo. —Items listed on the ageods Bijf be 
deleted without fufther notice- 


CONTACT PERSON FOR MORI 
information: Kenneth F. Plumb. 
Secretary, Telephone (202) 357-6400 

This is a list of matters to be 
considered by the Commissiort It doN 
not include a listing of all papers 
relevant to the items on the *8^**^. 
however, all public documenU^y 
examined in the Division of Public 
Information. 


msent Power Agenda 

ath Meeting-^December 29, 1981. 

eeting i lOdX) a.m.) 

\P-1.—Docket No. Pabw 

Service Company of O*^**^*^^ • ^ 
\P- 2 .-Dockcl No. BR78-338 (P^ 
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MiiciUftiieo^ Agends 
^t-Oockfi Na CPSa—. SecUon 107 
tlefTTnlnatioo. Amoco 
Cowp^ny* USA Amoco T #1 

rui-l-Oockfi No QFSZ-O-OOa Mercy 
Hoipiuliod Center. Small Power 

PiodactioQ ind Cogeneration Facilitiet— 
qnHfytng itatuf 
^,^1 Get Agenda 

-Oockri No RF82-13-OOa National 
fadCeaSopply Corporatloo 

Oockrt No. RFH2~16-000, United 
Gif Ape line Company 
5^C4.-0ockf t Na TA8M-30-000. 
T^viiOineCas Company 
;/tC-4-0ocltel Na CUn-46CM)0a Pennzoil 
ptgikicng Ooiapany; Oocka! No. CI81-356- 
0t.Aainoil Development Inc.: Docket No. 

Arco DU and Gas Company: 
On^ of Atlantic Richfield Company; 
Dockft Na a7d-'201. Chevron U.SiA. Inc.; 
Oedd No. C181<Z-00a Arco Oil and Gat 
Conpany, Division of Atlantic Richfield 
Onpany Docket Na CS71>571-OOa 
ftaum Oil ^ Gas Company. Inc.; Docket 
NaCm-ias-OOO. Southweet Gas Storage 
. CoBpiRy 

AC-k—Dcndf! No RP76~S, The Inland Cat 
CoagMoy. Inc 

AM-Oockel Na TC82-5-C00, Mid 
UMiafia Gas Company 
AG-r.-Dockel No. CPS1-47S-G00, 

TiRDatsee Gas Pipeline Company, a 
I dimioe of Tenneco Inc, 

AC-i-Dockrt No. CPSl-lSl-OOO, United 
Cat Pipe line Company and Florida Cat 
Tisaifliiiiion Company 


N«tr Ageoda 

Ucttied Project Matters 
M,—Reserved 
lOcctricRateMaMert 

ER-t Docket No ER82-S7-00a Witconafn 
Ptiblic Service Company 

Dxket No. l!:R82-79-OOa Ohio 
Gdiion Company 

EM Docket Not. EK 77 ^S 5 and ER 77 ~ 551 . 
Carolina Power & Light Company; 

Dackei No. E-9606. North Carolina 
Ekctnc Membership Corporation, et al.. 
v.Cifoiina Power A Light Company 

Agenda 

If'l-Rtawvcd 


*^Cas Agenda 

^Mine Rate Matters 
aP-1 Reserved 
•Mocer Matters 
^l-Rcscnred 


HI. Pipeline Certificate Matters 
CP-1. Docket Not. RP72-99 and TC7D-6 
(compensation). Transcontinental Gas 
Pipe Line Corporation 
CP-2. Docket No. CP82-73-000. Northwest 
Pipeline Corporation 
Kenneth F. Plumb. 

Seentary. 

|8-ts3s-at nM ii-aa-ai: losi miI 
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POSTAL SERVICE BOARD Of GOVERNORS. 

Vote to Close Meeting 

On December 21,1981. by recorded 
vote taken during a telephone 
conference call, the Board of Governors 
of the United States Postal Service voted 
to close to public observation a portion 
of its meeting scheduled for January 7, 
1982. Bach of the members voted in 
favor of closing this portion of the 
meeting, except Mr. Benson (who was 
absent) and Mr. Sullivan (who had rung 
off before the vote was taken). The 
meeting is expected to be attended by 
the following persons: Governors 
Hardesty, Babcock. Camp. Hughes. 
Jenkins and Sullivan; Postmaster 
General Bolger, Deputy Postmaster 
General Benson; Secretary of the Board 
Cox; and Counsel to the C^vemors 
Califano. 

The portion of the meeting to be 
closed will consist of a discussion 
among the members of compensation for 
certain postal executives. 

The l^ard is of the opinion that public 
access to this discussion would be likely 
to disclose information of a personal 
nature where disclosure would 
constitute a clearly unwarranted 
invasion of personal privacy. 

Accordingly, the Board of Governors 
has determined that, pursuant to section 
552b(c)(6) of title 5. United States Code, 
and § 7.3(0 of title 39. Code of Federal 
Regulations, the meeting is exempt from 
the open meeting requirement of the 
Government in the Sunshine Act (5 
U.S.C. &52b(b)), in that it is likely to 
disclose information of a personal 
nature where disclosure would 
constitute a clearly unwarranted 
invasion of personal privacy. The Board 


has also determined that the public 
interest does not require that the Board’s 
discussion be open to the public. 

In accordance with section 552b(f)(l) 
of title 5, United States Code, and 
$ 7.6(a) of title 39, Code of Federal 
Regulations, the General Counsel of the 
United States Postal Service has 
certified that, in his opinion, the meeting 
to be closed may properly be closed to 
public observation, pursuant to section 
552b(c)(6] of title 5. United States Code 
and § 7.3(0 of title 39. Code of Federal 
Regulations. 

Louis A. Cox. 

Secretary. 

W. Alton Sanders. 

Liaison Officer for the US. Postal Service. 

|S-1«11>S1 Fltod tl<S»-S1.9:SS •fli| 
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UNITED STATES RAILWAY ASSOCIATION. 

AGENCY HOLDING THE MEETING: United 
States Railway Association. 

DATE AND TIME: January 7,1982: 2:00 
p.m. 

PLACS: Board Room. Room 2-500. Fifth 
Floor. 955 L’Enfant Plaza North, SW, 
Washington. D.C. 

STATUS: The first portion of this meeting 
will be closed to the public; the 
remainder will be open to the public. 

MATTERS TO BE CONSIDERED BY THE 
USRA BOARD OF DIRECTORS: 

Portions Closed to the Public (ZVO p.m.) 

1. Internal Personnel Matters. 

2. Litigation Report. 

3. Review of Conrail Proprietary and 
Confidential Financial Information. 

Portions Open to the Public (Z30 p.m.J 

4. Approval of Minutes of December 3 
Meeting. 

5. Conrail Monitoring. 

CONTACT PERSON FOR MORE 
information: Alex Bilanow, (202) 426- 
4250. 

ts IfOS-St n\ 0 d 1S>ZS-S1: 4Z4 pm) 
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Minimum Wages for Federai and 
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DEPARTMENT OF LABOR 

Ernployment Standards 
Administration, Wage and Hour 
Division 

Minimum Wages for Federai and 
Federally Assisted Construction; 
General Wage Determination 
Decisions 

General wage determination decisions 
of the Secretary of Labor specify, in 
accordance with applicable law and on 
the basis of information available to the 
Department of Labor from its study of 
local wage conditions and from other 
sources, the basic hourly wage rates and 
fringe benefit payments whi^ are 
determined to be prevailing for the 
described classes of laborers and 
mechanics employed on construction 
profects of the character and in the 
localities specified therein. 

The determinations in these decisions 
of such prevailing rates and fringe 
benefits have been made by authority of 
the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3.1931, as amended (46 Stat 
1494, as amended, 40 U.S.C. 276a) and of 
other Federal statutes referred to in 29 
CFR 1.1 (including the statutes listed at 
36 FR 306 following Secretary of Labor's 
Order No. 24-70) containing provisions 
for the payment of wages which are 
dependent upon determination by the 
Secretary of Labor.under the Davis- 
Bacon Act; and pursuant to the 
provisions of part 1 of subtitle A of title 
29 of Code of Federal Regulations, 
Procedure for Predetermination of Wage 
Rates (37 FR 21138) and of Secretary of 
Labor’s Orders 12-71 and lS-71 (36 FR 
8755, 8756). The prevailing rates and 
fringe benefits determined in these 
decisions shall, in accordance with the 
provisions of the foregoing statutes, 
constitute the minimum wages payable 
on Federal and federally assisted 
construction projects to laborers and 
mechanics of the specified classes 
engaged on contract work of the 
character and in the localities described 
therein. 

Good cause is hereby found for not 
utilizing notice and public procedure 
thereon prior to the issuance of these 
determinations as prescribed in 5 U.S.C. 
553 and not providing for delay in 
effective date as prescribed in that 
section, because the necessity to issue 
construction industry wage 
determination frequently and in large 
volume causes procedures to be 


impractical and contrary to the public 
interest. 

General wage determination decisions 
are effective from their date of 
publication in the Federal Register 
without limitation as to time and are to 
be used in accordance with the 
provisions of 29 CFR Parts 1 and 5. 
Accordingly, the applicable decision 
together with any modifications issued 
subsequent to its publication date shall 
be made a part of every contract for 
performance of the described work 
within the geographic area indicated as 
required by an applicable Federal 
prevailing wage law and 29 CFR, Part 5. 
The wage rates contained therein shall 
be the minimum paid under such 
contract by contractors and 
subcontractors on the work. 

Modifications and Supersedeas 
Decisions to General Wage 
Determination Decisions 

Modifications and supersedeas 
decisions to general wage determination 
decisions are based upon information 
obtained concerning changes in 
prevailing hourly wage rates and fringe 
benefit payments since the decisions 
were issu^. 

The determinations of prevailing rates 
and fringe benefits made in the 
modifications and supersedeas 
decisions have been made by authority 
of the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3,1931, as amended (46 StaL 
1494, as amended. 40 U.S.C. 276a) and of 
other Federal statutes referred to ig 29 
CFR 1.1 (including the statutes listed at 
36 FR 306 following Secretary of Labor’s 
Order No. 24-70) containing provisions 
for the payment of wages which are 
dependent upon determination by the 
Secretary of Labor under the Davis- 
Bacon Act; and pursuant to the 
provisions of part 1 of subtitle A of title 
29 of Code of Federal Regulations. 
Procedure for Predetermination of Wage 
Rates (37 FR 21138) and of Secretary of 
Labor’s orders 13-71 and 15-71 (36 FR 
8755, 6756). The prevailing rates and 
fringe benefits determined in foregoing 
general wage determination decisions, 
as hereby modified, and/or superseded 
shall, in accordance with the provisions 
of the foregoing statutes, constitute the 
minimum wages payable on Federal and 
federally assisted construction projects 
to laborers and mechanics of the 
specified classes engaged in contract 
work of the character and in the 
localities described therein. 

Modifications and supersedeas 


decisions are effective from thor d*tJ 
publication in the Federal 
without limitation as to time and 
be used in accordance with the 
provisions of 29 CFR Parts 1 aod& 
Any person, organizatioo, or 
governmental agency having an inti 
in the wages determined as previi] 
encouraged to submit wage rate 
information for consideratkmby the 
Department. Further information and 
self-explanatory forms for the pm 
of submitting this data maybeobtiui, 
by writing to the U.S. Department of 
Labor, Employment Standards 
Administration. Wage and Hour 
Division. Office of Government Coijti 
Wage Standards, Division of 
Government Contract Wage 
Determinations. Washingtoa D.C: 
The cause for not utilizing the 
rulemaking procedures prescribed in SI 
U.S.C. 553 has been set forth in the 
original General Determinatimi 
Decision. 


Modiflcatiocift to Gaoeral WagB 
Deienninjition Dadiions 

The numbers of the decisioM beti^ 
modified and their dates of publicatioeio^ 
Federal Register are listed with each Stats 1 


C^aorr— 


CAS1-S4S4 _ 

sipiami 

CASl-5129 _ 


lOihO'IDS 1-6157 ... 

oa 1 ^ j 

Kansas: ICS81-4(M7 


Marylw¥l lSOiO-3047 



4^ tIM 

Hmm Jwsw Njet-S053 

Oai«i.| 

eMnsyiwaras: 


PAaO-3055 - 

OalMiJ 

PASO-»74___ _ 

Otcrimi 

fWSO^TS 

OwiW 

PAai<-3Q20 _ 

Me < ^ 

PAai-ao4i _ 


PAai-3043....^ _ 


PAS1-30S0 

oeta«d 

PAS1-3044 


paai-3o?e —. 

oaf te 


Supersedeas Dedsioris to Gensfil Wife 
Determinatioa Decisions 

The numbers of the dedikmi h«fl4 
superseded and their dates of pobBcaw u 
the Federal Register arc listed with 
State. Supersedeas decision 
parentheses following the numbers of the 
decisions being superseded: 


jwtw Njao-»i3 <Hjei-x»t 

PAio-3on 


jee/t.il 

WS21« 


c next wage determinations wiD be 
shed on January 5,1982. 
pied at Washington. D C. 
s 18th day of December 1981. 

Ihy P. Come. 

tiant Administrator. Wags and Hoar 


I coot 4iie-27^ 
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PANAMA CANAL COMMISSION 

Privacy Act of 1974; Systems of 
Records; Annual Publication, 

Deletions, Revisions 

agency: Panamu Canal Commission. 
action: Deletions and revisions to 
Panama Canal Commission systems of 
records; and annual publicatic^ 

summary: The Panama Canal 
Commission is required by the Privacy 
Act of 1974. 5 U.S.C 552a(e)(4). to give 
annual notice in the Federal Register of 
tiie existence and character of Systems 
of records it maintains. 

This agency last published such a 
notice at 45 FR 65256 (December 24. 
1960). In addition, this agency gave 
notice on December 9.1981 (40 FR 60173) 
of two proposed new systems of 
records, Ombudsman Investigation 
Files. PCC/OM-1. and Marine Accident 
Investigation Reports/StatisUcs. PCC/ 
MRBL-2. and called for public comment 
on the proposed routine uses of the 
systems by December 29,1981. If no 
comments arc received requiring 
modification of the routine uses of those 
systems, the routine uses take effect on 
lanuary 8.1982. 

The purpose of this document is to 
publish In full those systems to which 
this agency has made minor 
moclifications since the December 24. 
1980. publication. This document also 
fulfills the annual notice requirement of 
the Privacy Act for 1981. 
address: K. E. Goldsberry, Agency 
Records Officer {Chief. Administrative 
Services Division). Panama Canal 
Commission. APO Miami 34011. 

FOR FURTHER INFORMATION CONTACT: 
Hazel Murdock, AssUtanl to the 
Secretary, Panama Canal Commission, 
Suite 312. Pennsylvania Building. 425 
13lh St.. NW.. Washington. D.C. 20004 
(Telephone: 202-724-0104.) 
SUPPLEMENTARY INFORMATION: Editorial 
modifications have been made to a 
number of systems to reflect changes in 
system locabon, system monager, 
system name, and notification and 
access procedures, where applicable. 
Chitnges have olso been made for the 
purpose of completeness, clarity and 
correctness, where opplicable, to the 
routine uses, categories of records in the 
system, and storage. 

In addition, this agency is deleting 
four systems of records as follows: 

Two syslerns. Privacy Act Request 
Records. PCC/AMRM-3. and Freedom 
of Information Act Request Records. 
rcC/AMRM--4, arc being delated 
because the records are no longer 
rntrievuble by individuals* names or 
personal Identifiers. 


One system. Panama Canal 
Commission Board of Directors, PCC/ 
WO-1. is being deleted because the 
records are already covered by the 
description of Panama Canal 
Commission Board of Directors 
Biographical and Correspondence Files, 
PCC/AF^2. 

One system. Police Headquarters 
Confidential File, PCC/CSPL-2, is being 
deleted because the system has been 
discontinued and the records destroyed. 

Three systems of records arc being 
placed in an inactive status: 

Two systems. Employee Application 
for Outside Employment. PCC/AMSA-2. 
and Expert and Consultant Records. 
PCC/GSSP-1, are being discontinued as 
active Privacy Act systems because 
information is no longer being collected 
and maintained by name or personal 
identifier. However, because the 
noncujTont records in these systems 
have been retired to the Agency Records 
Center for storage and eventual 
disposition in accordance with Federal 
records retention schedules, the systems 
will continue to be described in the 
Commission's notice of Privacy Act 
system of records as inactive. An 
updated alphabetical listing of this 
agency's inactive systems appears in the 
latter part of this notice. 

One system. Contractor Employee 
Payroll Records. PCC/ECCN-2, was 
discontinued because there was no 
longer a requirement to collect the 
information. The records were retired to 
the Agency Records Center, and the 
system will continue to be noticed as on 
•'inactive” system. 

One inactive system. Marriage 
License Records. PCC-CZG/CALS-9. 
has be<?n modified to include a portion 
of a second inactive system. M^lcal 
Administration System-Nonexempt. 
PCC-CZG/HI/-3. and has been 
redesignated Records of Births, Deaths, 
and Marriages lliat Occurred in the 
Former Canal 2^ne. PCC/AMSE^ 
Although these records of births, deaths 
and marriages are inactive, there are 
frequent requests for access to the 
records by members of the public and 
all three types of records are now 
maintained in one location for ease of 
reference. It is therefore desirable to 
include ail of these records in a single 
system notice. The description of liLr-3 
has been modified accordingly. 

The revisions and CMclitorial 
corrections to the Panama Canal 
Commission's systems of records do not 
affect the general character or purpose 
of any systems described, nor do they 
expand the population of individuals to 
whom the systems apply or change any 
individual rights. Since the 
modifications merely provide a more 


accurate description of thin agency's 
systems of records, the revisions m noi 
deemed to be within the purview of tbs 
provisions of 5 U.S.C. 552a (o) of the 
Privacy Act and Office of MnnagciDeal 
and Budget (OMB) Circular A-100 
(Transmittal Memoranda Nos. l and!), 
which require submission of a report on 
a new system. 

Published below are the fulhtcxl 
descriptions of the Commission's 
systems to which editorial changes bsvi 
been made, as well as the text of the 
new systems. Ombudsman Investigation 
files. PCC/OM-l, and Marine Accident 
Investigation Reports/Statislics, POC/ 
MRBL-2. Also published are a listing of 
systems deleted, an alphabetical lilting 
of all of this agency's active systemi of 
records, and an alphabetical listing of 
atl inactive systems. Those systems of 
records for which a full text description 
is not published here have not been 
modified since the Decemt)cr 24.1980 
publication. 

Dated: Decemtwr 17,1961 
K. E. Goldsberry. 

Chief, Administrvtive Services Dirism, 
Agency Records Officer, Fonamc Cana! 
Commission, 


Systems Delated: 

The following systems, identified by 
their alphanumerical desimatiem and 
system name, have been discontinued 
and deleted 

PCC/AMRM-3. Privacy Act RiNjucft Recofdi 
PCC/AMRM-4. Freedom of Infomuithm Act 
Request Records 

PCC/GSPU2. Police Htadquarten 
Confidentiiil File 

PCC/WO-1. Panama Canal Commiislua 
Board of Directors 


The following systems have been 
discontinued and have been added to 
the Commission's list of inactive 
systems. 

PCC/AMSA-2. Employru Applitation for 
Outside Employment 
PCC/ECCN-2. Conlrsctof Employee Payroll 
Records . 

PCC/CSSP-1. Expert and Coniulian.t RecBem 


Alphabotioil Title Li»Ung of I’onam* 
mat CominlB»ion'* Notice of Systemi 
Records. 

counts Payable Disbufscmenl Records 
fXX/FMAC-a 

counts Rec-r?lvable Records, , 

Impiisiu-er Exomlnallon Fdc. PCC/ 
ipciils. Criavuncea. Complaints, and 
Assistance Records. 
ipluialUms for Exoneration. 
rest Record File. PCC/CbPL-D 

>grapbical Data, PCC/ADPA-1 

nal Protection Division Acth.it> Rspuft 

Kites. PCC/GSa»-2 

nal Commission Awords and 
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La Aadrt Flk«. PCC/FMCA-1 
^CoBection Agent* and SubagcnH. KX/ 

L£IS1».k:c/fmak-i 

AgfliiifI Poficrmcn FtW. PCC/ 

CSP^'5 ^ 

CdnTidFtf«^PCC/CSiy4 

Auihoriry fur PrcKmwnenf. 

CoiiCdcnIiil FIIm. PCC/GSPL-3 
Qjability Group 

^ SuppiemwUify Ufe fnsurancc Records. 
ICC/PR'T 

! Control Syiteot PCC/AMSE-2 

Durglariei* end Cash 
I SbnrtsfMt PCC/FMAC-1 
! hutrtncj Phfparednett Records (Cm! 
Oe(«we/EmeT|cency Manngemcfnl!, PCC/ 
CSCE-1 

I tnipJo>fe BeocliU Records. PCC/PR-2 
1 b 9 l 0 )*Ms* end Dcpendentir Travel Orders. 
ICC/AMTR-1 

' £i)ia(Eaq>loynMmt Opportunity CompUtnl 
i Rk.PCC/EO-2 
iFertpriolWePCC/CSPL-T 
I Cotfn! PBet 0 / iKe Panama Cana! 

Oaimmttioft. AMRM-1 

I CcBTil Identincation. Photo ldimtlflcation. 
nd Pundiase Authority Records. PCC/ 
AMSA-1 

Cnrviscet. Appeals, aod Adverse Actions 
l<cordt.PCC/lR-2 

Hottsinx Complaints File. PCC/CSCS-2 
iMng rOes. PCC/GSCS-1 
: hoatiTc Awards Program Files, PCC/PR-fl 
hdoftrial Accident Prevention Supervisor/ 

Unit AwMdi FUe. PCC/HLSF-1 
Isdiftrial Health Records, PCC/Hl-1 
Idomanl Name FUe. PCC/CSPt-« 
itftfy ComptnsaCkMi PsyroQ Records. PCC/ 
FMAP-a 

iBtemsl Revenue Service Notice of Levy 
Rlw* PCC/PMTR—2 

land Utilisation Records. PCC/AMSA-3 
UvEaforcemmt Case Report Files. PCC/ 
eSPUl 

Services Brandi Registration 
®ic«di.PCC/CSCUl 
llirine Aeddeot [nvettigation Reports/ 
SUtiitics.PCC/htRDL-2 

Aeddeni Reference Cards. PCC/ 
MRW-i 

W Urnse Files. PCC/MRBL-1 
W Name File, PCC/C.SPL-10 

Sytfffis Reaiiiting. Examining, arid 
^cement Recced. PCC/PB-t 

Croup Designator (MGO) Records. 
KX:/PR.n 

Designator SialisUcal Data, 

PCC/EO-i 

Morgue Records. PCC/IO-1 
^whinan Investigation Files. PCC/OM-1 

tc/opr*2* 

^^IngUnil Personnel Records, PCC/ 

Canal Commission Board of 

Biographical and Corrrspondanca 
W^^/WO/AF^ 

^ [Ructions. PCC/FMAP/AC-^ 
^J^ster File for Panama Canal 
J^Mion Fjoployees, PCC/FIVlAP-l 

for Vessel Employees, PCC/ 

fa*vcHigatioB Records. 


Personal Data Records. PCC/PR-3 
Personnel Information System. PCC/PR-7 
Personnel Investigation Records. PCC/PB-3 
Personnel Security Piles, PCC/PR-4 
Pilot Workload Slotistics. PCC/MRNV-2 
Plumbing and Welding License Piles. PCC/ 
ECCN-1 

Police Photo Files. PCC/GSPt^ 

Poor Risk/Delinquent Citation/Warrant File, 
PCC/CSPL-19 

Post Office Boxhokier Records, PCC/AMRM- 
5 

Postal Claims and Inquiries. PCC/A-MRM-6 
Presentence and PreTHirDle InvesHgation 
Reports, PCC/AEPR-2 
Piiso^r Property Record. PCC/GSPL-18 
Prisoner Record Cards. PCC/GSPL-5 
Probation and Parole Unit Child Custody 
Reports. PCC/AEPR-1 
Probation and Parole Unit Statistical File. 
PCC/AEPR-3 

Protocol Unit Operational Files, PCC/ADPA- 
2 

Quarterly Report of Employee Union Dues 
Deductions. PCC/IR-1 

Recruiting and Placement Records. PCC/PR-5 
20/30/40-Year Safely Key Awards Files. 
PCC/HL5F-2 

Statements of Employment and Financial 
Interest, PCC/AE-1 

Suspension of C^cck (Joshing Privileges Files. 
PCC/FMTR-3 

Telephone Exchange Directory, PCC/ECLE-1 
Termination of Employment Actions Records. 
PCC/FMTR-1 

Traffic Accident Reports, PCC/GSPLr-16 
Training and Employee Development 
Records. PCC/PR-8 
Trust Fund Records, PCC/FMAC-^ 
Unnegotiatod Checks Over One Year Old, 
PCC/FMAC-0 

U.S Army Element. Panama Canal 
Commission Military Administration 
Syslen, PCC/MlL-l 
U.S. Civil Service Commission Systems 
Applicable to the Panama Canal 
Commission General Personnel Records. 
Retirement, Life Insurance, and Health 
Benefits Records Systems (See PCC/PR-B 
U.S. Government Vehicle Operator's 
Identification and Material Handling Card 
Application Files. PCC/AMSA-4 
Vessel Employee Records. PCC/GSLS-1 
Youth Unit Name Index File. PCC/GSPL-12 

PCC/WO/AE-2 

SYSTEM NAME: 

Panama Canal Commission Board of 
Directors Biographical and 
Correspondence Files, PCC/WO/AE-2. 

SYSTEM location: 

Office of Executive Administration, 
Administration Building. Balboa 
Heights, Republic of Panama: and Office 
of the Secretary. 312 Pennsylvania 
Building. 42513th Street. N.W., 
Washington. D.C. 

CATEOOaieS or INOtVIOOALS COVCNEO SY tnc 

system: 

Past and present members of the 
Panama Canal Commission Board of 
Directors. 


CATEGOatES or RECORDS IN THE SYSTEM: 

Records in Office of Executive 
Administration contain names and 
addresses, newspaper clippings, 
personal resumes, biographies and 
official correspondence between 
Commission officials and board 
members. May also include other 
information as may be provided by 
Office of Executive Administration in 
the process of routine responses to 
inquiries by Board of Directors. Records 
in Office of the Secretory contain 
general biographical Information only 
and are for use in press releases to news 
media. 

AUTHORfTV FOR MAINTENANCE OF THE 

system: 

22 U.S.C. 3611 and 3612 (Supp. Ill 
1R79) and Article III of the Panama 
Canal Treaty of 1977. 

ROUTINE USES OF RECORDS OIAINTAINEO IN 
THE SYSTEM, MCUiOINO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Records in Office of the Secretary 
disclosed to news media for press 
releases. See general routine use 
paragraphs in 35 CFR Part 10. Appendix 
A. 


POUCIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
OISPOStNQ OF RECORDS IN THE SYSTEM: 

STORAGE: 

Paper records in file folders. 

RETRIEVAaiUTV: 

Filed by name of board member. 
safeguards: 

Lockable file cabinets. Access and use 
are restricted to authorized personnel. 

RETENTION AND OISPOSAU 

Permanent. 

SYSTEM MANAGER(8) AND ADDRESS: 

Director, Office of Executive 
Administration, Panama Canal 
Commission, APO Miami 34011; 
Assistant to the Secretary, Panama 
Canal Commission, 312 Penn. Bldg., 425 
13th St. N.W.. Washington. D.C. 20004. 

NOTIFICATION FROCfDURE: 

Information may be obtained from the 
System Managers or the Agency 
Records Officer, Administration 
Building, Balboa Heights, R. P. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to any 
of the addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECOROS PROCEDURES: 

See rules published in 35 CFR Pari 10. 
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RECOaO SOURCE CATEGORIES: 

Information obtained from the 
individual, public media and protocol 
sources. 

PCC/AMRM-1 

SYSTEM name: 

General Files of the Panama Canal 
Commission, PCC/AMRM-1 

SYSTEM location: 

Records Management Branch. Panama 
Canal Commission, Administration 
Building, Balboa Heights, Republic of 
Panama 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Individuals who are the subject of 
correspondence or who correspond with 
the Office of the Administrator and staff 
offices on a variety of subjects related to 
the operation, maintenance, and 
protection of the Panama Canal. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Files retrievable by reference to 
individuals include records on subjects 
such as eligibility to engage in private 
business, purchase goods and services, 
and use Canal facilities; licenses and 
permits in connection with utilization of 
land, water, resources and facilities: 
Congressional inquiries about or on 
behalf of individuals: biographical data 
on former Governors of the Canal Zone; 
certificates of good conduct; contracts 
with individuals, reports of Court 
dispositions of cases: Coroner reports: 
and inquiries and answers on Canal 
operations, laws and regulations 
pertaining to the Panama Canal 
Commission and policies related 
thereto, generally. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.S.C 3611 (Supp. Ill 1979): ArUcIe 
111 of the Panama Canal Treaty of 1977; 
44 U.S.C. 3101 and 3102. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDING CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CTO Part 10. 

POUDES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING. RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Paper records in file folders or on 
backers and card indexes. 

RETRIEVABMJTr. 

Filed by subject subdivided 
alphabetically by name, or file 
alphabetically by name only. 


SAFEGUARDS: 

Stored in metal file cabinets in file 
room locked when not in use in a 
building with around-the-clock guard. 
Access and use are restricted to 
authorized personnel. 

retention and disposal: 

Certificates of good conduct 6 months: 
eligibility files, 3 years after last entry: 
general inquiries and answers, 3 years. 
Other transfer to Agency Records 
Center after 8 years and retained 
permanently. General files prior to 1935 
have been accessioned by the National 
Archives of the United States. 

SYSTEM MANAaER(S) AND ADDRESS: 

Chief, Records Management Branch, 
Panama Canal Commission, APO Miami 
34011 

notification procedure: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Administration Building, Balboa 
Heights. R.P. Rules are published in 35 
CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Subject individuals. Canal officials, 
and information from records. 

PCC/AMRM-5 

SYSTEM name: 

Post Office Boxholder Records, PCC/ 
AMRM-5. 

SYSTEM L0CATK>N: 

Postal Assistance Unit at Bldg. 446, 
Albrook and Bldg. 8040, Margarita. 
Republic of Panama. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Persons who obtained boxholder 
service at former Canal Zone Post 
Offices. Persons who gave notice of 
change of address. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

The boxholder or recipient's name, 
employee identification number, 
residence post office number, and the 
names of persons other than the 
boxholder who were authorized to 
receive mail at the assigned box or 
station: APO box number, forwarding 
address. 


AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

22 U,S.C. 3741 (Supp. Ill 1979): and 
Article 111 and Annex of the Panama 
Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAJNTAINEON 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USCS: 

See general routine use paragnphs la 
prefatory statement or in 35 CFR Part 10 
Appendix A. 

POUCIES AND PRACTICeS FOR STOWNC. 
RETRIEVING, ACCESSING, RETAINING, Am 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Individual cards. 

retrievabiuty: 

Originals filed numerically by box 
number, and cross-refercnccd by name, 
duplicates filed alphabetically in the 
unit master directory. 

SAFEGUARDS: 

Maintained in metal file drawers. 
Access and use are restricted to 
authorized personnel. 

RETENTION AND 0JSPO8AU 

Destroyed two years after box is 
closed. 

system manaoer(s) ano address: 

Chief, Records Management Branch. 
Panama Canal Commission, APO MUmi 
34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Administration Building Balboa 
Heights R.P. Rules arc published in 35 
CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Individual boxholder. 

PCC/AMRM-6 


SYSTEM name: 

Postal Qalms and Inquiries. PCC/ 
AMRN<-6 


SYSTEM location: 

Postal Assistance 
(Bldg. 446) and Margarita (Bldg. 
Republic of Panama. 
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CITI oowes 0# iNOivrDOAis coveeto by tmi 
trfTCi*: 

Persons requesllng Iracing of 
Boddirered mail or parcels, or 
presenting claims for loss or damage of 
ffgislertMj mail or insured parcel post. 

catwowss or Rf coBof m tmb SYSTeir. 

The record contains the information 
oecessary to properly examine, prepare, 
process ind aditidicate claims for loss 
or damage of registered mail or Insured 
parcel post or tracing of ordinary 
artides. including: names and addresses 
offenders and addresses, date of 
Builing. description of article's value, 
fljeregislralion, insured, or certified 
Bomber or description of an 
rnmumbered ordinary article, purpose of 
daim. post office disposition and any 
other pertinent information relating to 
the dsmi or inquiry* 

umoturt fob luiHTeNANCi os thb 

lYSTOl: 

22U.S.C 3741 (Supp. 811979). and 
Article III and Annex of the Panama 
Gmal Treaty of 1977. 

BOOTK uses OF Bf CORDS MAINTAmCD M 
m SYSTf M, ll»CUiO«NO CATCOOfUCS OF 
VSCBS AND THC PURPOSES OF SUCH USES: 

Referred to Foreign Postal 
Adflunistrations or law enforcement 
sgrades when applicble See also 
general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10, 
Appendix A. 

HOUCKS ANO PRACTICES FOR STORIMO, 
•maviBO, ACCESSlwa, retaihino. ano 
WFOSINO of bccoros in the system: 

troiUOE: 

Individual file folders. 

•narvABiUTY: 

Filed alphabetically by name of 
addressee. 

UFICUABOS: 

In metal lockable cabinets 
®rdwk drawers. Access and use are 
twtficted to authoriz*:d personneL 

AND OlSPOSAU 

of^'iln^^ ycHrs after disposition 

HANAGIAtS) ANO ADDRESS: 

R^cm^s \fanagement Branch, 
^ma Canal Commission. APO Miami 

‘*®^TH>wPRocEOiiRe: 

obtained from the 
e Agency Records 
n Building, Balboa 
t published in 35 


m/ormulion may b 
Manager or I 
Jj^'^.Admmistrati 
WR.P.Rulesa 
OTtPartia 


RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Natification Procedures, preceding. 

CONTESTIWO RECORD FROCiOURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

The sender, addressee, and. as 
applicable, the Postal Service or 
Administration officials of the country 
of origin or destination. 

PCC/AMSA-1 

SYSTEM name: 

* General Identification* Photo- 
Identification and Purchase Authority 
Records, PCC/AMSA-1 

SYSTEM location: 

Employee Documentation Unit, 
Building 5140, Diablo, Republic of 
Panama and Building a04a Margarita, 
R.P. 

CATEGORIES OF IHOfVIOUALS COVERED BY THE 
SYSTEM: 

All individuals who have oppltctf for 
Panama Canal Commission general 
identiBcation, photo-idcntification and/ 
or purchase authority cards* l.e., 
employees and annuitants of the 
Panama Canal Commission (including 
its predecessor agencies) dependents 
and other individuals who reside in 
Commission housing: employees of the 
United States District Court of the Canal 
Zone and the U.S. Attorney's Office: 
employees of private companies 
(contractors) or other organizations: 
visitors of U.S. Commission employees 
and certain other Federal agencies. 

CATEGORIES OF RECOROS IN THE SYSTEM: 

Applicants name, identifying number, 
home address, postal address, birthdate, 
citizenship, employment status and/or 
employing unit, position title, marital 
status, purchase authority status, 
medical privilege status, work and home 
telephone number. Name, date of birth, 
relationship, physical impairments and 
citizenship of dependents of applicant 
and history of identificatjon cards 
issued. Subsystem containing photomat 
ciirds reflecting card holder's name, 
sponsor's name, date of birth of card 
holder, identification number, 
citizenship, employing agency or agency 
retired from, separation ^te. card 
expiration date, residence address and 
card control number. Types of 
identificatfon cards maintained by this 
office include, but are not limited to. 
Form 737, Photo ID privilege card for 
U.S. citizen ;inrf eligible third-country 
national employee. Form 738, Photo fD 
card for dependents of U.S citizens and 


eligible third-country national 
employees; Form 739, Photo ID for non- 
U.S. citizen employees; Form 740, Photo 
ID for contractor employees and their 
dependents; Form 748, Annuitant ID 
card; Form 691. Application for Visitors 
Card: Form 1680. Recreational Facilities 
Identification; Form 5295, Resident 
Identification; Form 3004. Hospital ID for 
non-U.S. citizen employees* dependents; 
Form 37, Official Government Driver's 
Licenses. Computer listings reflecting 
name, identification number, tenure, 
duty station, social security number, 
leave balance, gross pay and social 
security payments to the Government of 
Panama, of active Panama Canal 
Commission employees eligible for 
medical benefits. Name* identification 
number, passport number, date of birth, 
birthplace, nationality of Panama Canal 
Commission employees and their 
dependents who have been issued 
official U.S. passports. For persons who 
have been i.ssued visitor identification 
cards, photocopies of their passport 
tourist card, and their sponsor’s 
Commission identification card are 
maintained. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.S.C 3611 (Suppi 811979): Articles 
III and Vlll of the Panama Canal lYeaty 
of 1977. 

ROUTINE USES OF RECORDS MAINTAlNfiD IN 
THE SYSTEM, INCLUCMNQ CATEGORIES OF 
USERS ANO THE PURBOSCS OF SUCH USES: 

Information from this system cmiy be 
disclosed to officials of the U.S. 

Embassy, U.S. Armed Forces and the 
Government of Panama, with a need to 
know. See general routine use 
paragraphs in prefatory statement or in 
35 CFR Part 10, Appendix A. 

POUaES ANO PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, ANO 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Printed forms, standard photomat 
cards and paper records. 

RETRICVABIUTV: 

Indexed by name and identiDcation 
number. 

SAFEGUARDS: 

Records maintained in locked metal 
filing cabinets when not in use. Access 
and use are restricted to authorized 
personnel. 

RETENTION ANO DISPOSAU 

Destroyed six years after inactive, 
cancelled or termination of employee. 
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SYSTEM MAMAQER(S) AND AODSESS: 

Chief, Staff and Administrative 
Support Branch, Panama Canal 
Commission, APO Miami 34011. 

NonriCATKMi peoceouAE: 

Information may be obtained from the 
system manager or the Agency Records 
Officer, Administration Building. Balboa 
Heights. R.P. Rules are published in 35 
CFR Part 10. 

RECOIU) ACCESS PROCEDURES: 

Requests should be addressed to 
either of addressees designated in 
notification procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

From individual, U.S. Embassy and 
Data Processing. 

PCC/AMSE-2 

SYSTEM NAME: 

Documents Control System PCC/ 
AMSE-2 

SYSTEM location: 

Cargo Documentation Unit in Bldg. 
5140, Diablo. R.P. and Bldg. 1105, 
Cristobal, R.P. 

CATEGORIES OP INDIVIDUALS COVERED 8Y THE 

system: 

Commission employees, contractors, 
dependents, and other persons, and 
other persons for whom the PCC is 
responsible for issuing documentation, 
reported to be. or suspeded of 
involvement in activities which are 
violations of treaty provisions governing 
identification documentation, and 
importation, purchase, use. transfer of 
goods or services, including but limited 
to transfer of duty free goods and 
services into the Republic of Panama 
without proper Panama customs 
clearances; shoplifting in military’ retail 
facilities; and abuse of APO mailing 
privileges. 

CATEGORIES OP RECORDS IN THE SYSTEM: 

Name, number, address, place of 
employment, case numbers, charge or 
violation, administrative or court action 
taken, and name of investigator. Other 
information as may bo uncovered by 
investigating officers, including the 
name, dates and places of violations, 
names of accessories etc. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.S.C. 3811 (Supp. Ill 1979); Article 
Ill of the Panama Canal Treaty of 1977; 
and Articles XIII and XVI of the 
Agreement in Implementation of Article 
111 of the Panama Canal Treaty of 1977. 


ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. tNCLUOING CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Disclosure as required to U.S. military 
component investigators, U.S. District 
Court officials, and Panamanian 
Customs officials having an interest in 
such information in connection with law 
enforcement or regulatory procedures. 
See also general routine use paragraphs 
in prefatory statement or in 35 CFR Part 
10. Appendix A. 

POUCteS AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING. AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Cards, logbooks (chronological), case 
reports and supporting documentation 
maintained by the Cargo Documentation 
Unit which are accessible by the cardex 
system. 

retrievabiuty: 

Accessible by name and case number 
on cardex forms. Backup data, Including 
case reports accessed by cardex 
designators, otherwise filed by 
investigator's name. 

SAFEGUARDS: 

Card file drawers. Access and use are 
restricted to authorized personneL 

RETENTION AND DISPOSAL: 

Destroyed after 10 years. 

SYSTEM MANAGCR(8) AND ADDRESS: 

Employee and Cargo Documentation 
Section. Panama Canal Commission. 
APO Miami 34011. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT. 

All information in this system is 
exempt from certain subsections of 5 
U.S.C. S52a and from the procedures for 
access and contest set forth in the 
agency's regulations. See 35 CFR 10.21 
and 1622. 

PCC/AMSE-3 

SYSTEM name: 

Records of Births. Deaths, and 
Marriages that occurred in the former 
Canal Zone, PCC/AMSE-3. 

SYSTEM location: 

Employee Documentation Unit, 
Building 5140, Diablo. Republic of 
Panama. 

CATEGORY OF INDIVIDUALS COVERED BY THE 

system: 

Individuals who were bora and their 
parents, individuals who died, 
individuals who were married, parents 
who experienced fetal deaths, in the 
former Canal Zone, and/or in a U.S. 
Government Hospital in the Republic of 


Panama, from 1904 to September 3a 
1979. 


CATEGORIES OF RECORDS IN THE tVSTlM: 

Names and characteristics of the 
Individuals associated with eachevcjji 
(i.e.. birth, death, stillbirth, marriage, 
delayed registration, legitimacy, 
adoption) such as dates of birth, death, 
marriage, age. sex. color or race; 
relationship of individuals; occupalioo; 
residence and/or mailing address; place 
of birth, death, marriage; marital status: 
legitimacy; adoption; delayed 
registrations: citizenship. Stillbirth and 
death records also contain medical 
information relating to cause of death. 
System also contains records concerning 
legitimacy, adoptions, delayed birth 
registration: birth and death registry 
books dating back to 1904; reference 
indexes and card files containing name, 
date of event and certificate or registr) 
number. Certificates for each birth and 
death arc serially numbered and 
indexed by month. 


ROUTINE USES OF RECORDS MAINTAMEO IN 
THE system: 


1. Upon written request to Federal 
Agencies and other organizations 
responsible by statute or other 
competent authority for programs to 
which the information is pertinent, such 
as the Social Security Achninistratioiu 
National Center for Health Statistics, 
components of the U.S. Armed Forces. 

2. To officials of other agencies, 
foreign governments, in connection with 
adoptions and other social service 


programs. 

3. To law enforcement officlHls when 
such disclosure is essential for 
investigations. 

4. U.S. Embassy upon wquest usually 


for issuing visas. 

6. Civilian Personnel Offices, 
Retirement Branch, and Agents 
\ccuunts Branch (new deaths). 

6. Parents or legal guardians, or next 
3 f kin. if the agency’s Vital Statistics 
Registrar is satisfied that the applic^l 
^«8 a direct and legitimate interest in 
[he matter recorded or that the 
nformation therein contained ii 
ifcessiiry for the determination of 
;)crsonal or property rights. 

7. Records concerning adoption or 
legitimation may be opened only upon 
[he demand of the person involved or 
[he adopted person if of legal age or oy 
in order of the Court. 

8. Sec also the general routine uses 
isted in 35 CFR part 10. Appendix A 
\uthority for maintenance of the 
lystcm: 7 P.C.C, 576; 8 P.C.C. 4.5,8 and 
k and 335. 387; 78A Stal. ^ 71 .671 

QQ 1A17' 92 U.S.C 3611 
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fSapp ni 1979): Article III of the Panama 
Canal Treaty of 1977 and related 

iTO^cr 

Paper certificates In S-drawer Piling 
cabinets; 3x5 index cards; registry 
booii. microfilm. All certificates for 
liirths. deaths, and marriages are on 
mScrofilm. All index cards for births and 
deaths are also on microfilm. 

■TinfVABH.mr: 

By name, date of birth, date of death, 
date of marriage, and number of 
certificate. 

sarcouASOS: 

Records kept in locked cabinets in a 
room which is locked after duty hours. 
Access is restricted to authorized 
personnel only. 

KTfUmON AMO OISPOSAU 
Permanent 

mroi mamaocr: 

Chief, Employee and Cargo 
Dooumentution Section, Panama Canal 
CommisBion. APO Miami 34011. 

sonncATtON pnoctoxmiz 
Information may be obtained from the 
System Manoger or the Agency Records 
Officer. Administration Building, Balboa 
Heights, R.P. Rules are published in 35 
CFRPartlO. 


CATCQonics or necoRos in thi system: 

License numbers, name of licensed, 
date license issued, test results, category 
of license, name of certification board or 
examiner. 

AUTHORITV FOR MAINTENANCE OF THE 

system: 

22 U.S.C 3611 (Supp. Ill 1979): Article 
111 of the Panama Canal Treaty of 1977; 
35 CFR Parts 251 and 253. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM, INCLU04NQ CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

License information routinely released 
to contractors, employers, and license 
examining and review boards. See also 
general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10. 
Appendix A. 

POUCIE8 AND PRACTICES FOR STORING, 
RETRIEVING. ACCESSING. RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Maintained in file folders. 
retricvabiuty: 

Filed by type and number of license. 
SAFEGUAROS: 

Records maintained In file cabinets. 
Access and use are restricted to 
authorized personnel. 


MCORO ACCESS PROCEDURES: 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures, preceding. 

C0MTE$n»#O RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

MCORO SOURCE CATEGORIES; 

Parents of subject of the birth 
certificate, individual applicanL 
physicians, hospital charts, next of kin. 
PCC Police Division, neighbors or 
rdatives, 

^/ECIN-1 


•mcN name: 

Wumbing and Welding License Files. 

rcc/EQN-i 


location: 

(Plumbing License Files) Director’s 
Wice. Engineering and Construction 
Administration Building. Balboa 
HrighU. R. p,; (Welding License Files) 
j^^^«lpD»vi8ion, Building 5082, Ml. 


retention and disposal: 

No retention and disposal schedule 
established. Actively maintained as long 
as licensee is known to be actively 
engaged in employment. Retained 
permanently for record purposes. 

SYSTEM MANAOER(S) AND ADDRESS: 

For plumbing license Tile, Director, 
Engineering and Construction Bureau. 
Panama Canal Commission. APO Miami 
34011. For welding license file. Chief. 
Industrial Division. Panama Canal 
Commission, APO Miami 34011. 

notification procedure: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Administration Building. Balboa 
Heights, R.P. Rules are published in 35 
CFR Part la 

record access PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 


S OF INDIVIOUALS COVERED SY T>fE 

I All persons who have welding 
JgJ^on nie with the Industrial 


CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Examining officials and licensee. 


PCC/ECLE-1 

SYSTEM NAME: 

Telephone Exchange Directory, PCC/ 
ECLE-1. 

SYSTEM location: 

Electrical Division, Building 69. ^ 
Biilboa. Republic of Panama. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Panama Canal Commission telephone 
service subscribers, including persons or 
organizations requesting residential, 
office, and/or pay phone installations, 
directory listings, repair services, etc. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Name, employee identification and/or 
customer number, of all persons and 
organizations having listed and unlisted 
telephone numbers. Dates of 
installation, work order numbers, types 
of equipment and numbers of 
installation, location, etc. are also 
included. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.S.C. 3611 (Supp. in 1979); Article 
111 of the Panama Canal Treaty of 1977 
and Annex thereto. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM, INCLUOINO CATEGORIES OF 
USERS AND THE FURPOSE8 OF SUCH USES: 

Information from this system is used 
to compile listings used to produce the 
Panama Canal Commission Telephone 
Directory (available to the public), 
answer requests for telephone directory 
assistance etc. Telephone numbers 
which are requested to be kept unlisted, 
while a part of the system, are 
maintained under lode and key. Such 
numbers are only divulged to the party 
to whom they pertain, and only upon 
positive face-to-face identification, 
information from this system may also 
be used to provide assistance to INTEL 
for the collection of outstanding charges 
for long distance services. For other 
routine uses see general routine use 
paragraphs in prefatory statement or in 
35 CFR Part 10, Appendix A. 

FOUCiCS ANO PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Information maintained on printed 
cards, diskettes, and word processing 
equipment. 

RETRICVABIUTY: 

Filed by name and telephone district. 
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SAFCGUAeOS: 

Cards maintained in lockable 
revolving files, 

RCTCPiTIOfl AND OISPOSAU 

Maintained for five years after 
individual cancels or terminates service, 
then destroyed, 

SYSTEM MAHAOEHtS) AND ADDRESS: 

Chief, Electrical Division, Panama 
Canal Commission. APO Miami 34011. 

NOTIFICATION procedure: 

Infoimation may be obtained from the 
S>"stera Manager or the Agency Records 
OfRccr. Administration Building. Balboa 
Heights. R.P. Rules are published in 35 
CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of address designated in 
NotiRcation Procedures, preceding. 

CONTEST1NQ RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

From employee on whom record is 

maintained. 

« 

PCC/EO-1 

SYSTEM name: 

Minority Group Designator Statistical 
Data. PCC/EO-1. 

SYSTEM location: 

Office of Equal Opportunity and Data 
Processing Division. Administration 
Building, Balboa Heights, Republic of 
Panama. 

CATEGORIES Of INDIVIDUALS COVERED BY THE 

system: 

Active employees of the Panama 
Canal Commission 

CATEGORIES Of RECORDS IN THE SYSTEM: 

A minority group designator, together 
with information in the payroll system 
of Uie Panama Canal Commission, 
including such information as name, 
employee Identiftcation number, date 
hired roll and gang, position number, 
occupation, pay level, base rate, work 
week, social security code and number, 
residence, citizenship, sex. marital 
status, birth date. Federal service date. 
PCC service date and employee status. 

AUTHORrrV FOR MAINTENANCE OP THC 

system: 

5 U.S.C, 554: 22 U.S.C. 3611 (Supp. Ill 
lf?79); 42 U.S.C 2000 e-18; E.0.11478 of 
August 8.1969; Articles 111 and X of the 
Panama Canal Treaty of 1977.' 


ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS AND THE PURPOSES Of SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10. 
Appendix A. The System Manager is 
prohibited, by the provisions of 29 CFR 
1613.302. from disclosing minority group 
data in the system except in the form of 
gross statistics (except insofar as an 
individual is entitled under the Privacy 
Act. to access to information pertaining 
to him which Is contained in the 
system.) 

pouats AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING. RETAJNINO, AND 
DISPOSING Of RECORDS IN THE SYSTEM: 

storage: 

Magnetic tapes or discs, computer 

printouts and Panama Canal forms No. 

2823, used for computer input 
* 

retrievabiuty: 

By any or all of the categories of 
records in Ihe system. 

safeguards: 

Printouts containing names or other 
personal identities together with the 
minority group designator code 
maintained in locked file cabinet and 
accessible only to the Director of the 
Office of Equal Opportunity or that 
officiaPs designated representative. 
Magnetic tapes stored in locked rooms 
when not in use: access and use 
restricted to authorized personncL 
Printouts will be produced only upon 
written request from the Director of the 
OBlce of ^ual Opportunity. 

retention and OISPOSAU 

Printouts retained up to five years and 
then destroyed Records on magnetic 
tape retained until six weeks after the 
end of the calendar year in which the 
employee terminates. Tapes and discs 
erased and reused Panama Canal forms 
No. 2823 destroyed after minority group 
information entered in computer and 
checked for accuracy. 

SYSTEM MANAOER(S) AND ADDRESS: 

Director of Equal Opportunity. Office 
of Equal Opportunity. I^nama Canal 
Commission. APO Miami 34011, 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Administration Building. Balboa 
Heights. R, P. Rules arc published in 35 
CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of the officials designated in 
Notification Procedure, preceding. 


CONTESTINO RECORD PROCEDURES: 

Rules governing how an Indlviduil 
may request the amendment of sny 
information about him in this system m 
published In 35 CFR iai2. 

RECORD SOURCE CATEGORIES: 

Minority group designator code: A 
visual identification of the employee*! 
race and ethnic category made by the 
employee*8 supervisor for those 
employed as of lunc 30,1977 and, for 
those entering service after june la 
1977, by staff of the Employee 
Processing Unit of the Office of 
Personnel Administration, and for tboM 
employees entering service on january 1. 
1981, voluntary self identification will be 
employed. All other data: Subject 
employee, personnel actions forms (SF 
50], employing unit, time reports, 
computer-generated and manual 
calculations from varied input data. 

PCC/EO-2 

SYSTEM name: 

Equal Employment Opportunity 
Complaint File, PCC/EO-2. 

SYSTEM location: 

Office of Equal Opportunity. 
Administration Biiildiiig. Balboa 
Heights. Republic of Panama. 

CATEOORttS OF NiOfVIOUALS COVERED ST TMi 

system: 

Employees and applicants for 
employment who complain of 
discrimination based on race, color, mx. 
age. religion, national origin, or physical 
and mental handicap. 

CATEGORIES OF RECORDS M THE SYSTBC 

A. Pre-complainl record, consisting o( 
informal complaint, final report from ih« 
Equal Employment Opportunity 
Counselor, and related documents, 

B. Investigative file, consisting of 
formal complaint; acceptance of formal 
complaint; sworn statements from 
complainant, witnesses, and alleged 
discriminatory offidaKs). enrirtimncotal 
survey for comparison purposes 
(depersonalized); and summary made by 
Investigator, and reUiled documents. 

a Complaint file, consisting ot 
proposed disposition of complaint, 
transcript of EEO hearing, hearing 
examiner's recommended dedsum. iifl 
decision by agency head, documents 
forwarded to Ihe Office of Review a 
Appeals of the Equal Fmployni^t 
Opportunity Commission and the 
Commissioners, and related papers 
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THS 

^&.C. 200CIC-16:5 U.8.C. 554; E.O. 
tSA ugust a 1960: E.0.11590 of 

Z Articles Ul and X of the Panama 
T^iily of 1977. 

.flumif USES OF WCOROO MAIKTAWf D IN 
M SYTfli iWCtOOINO CATfOOfUES OF 
Jott AI-0 TMI PliRFOSf S OF WiCN USES: 

PlickMd to Ibo Equal Employment 
Qppoftiinity Cocninission In connection 

wStoconducting a hearing or 

tvuicnag a decision on an appeal oi this 
1^1 decision; and to the U.S. courts 
gicanuectlcm with the filing of a civU 
icto related to your complaints. (See 
iIioGefienil Routine Uses set forth in Z5 
OK Part la Appendix A.) 

lOUQtS AND FRACnCSS FON STOWNO, 
HTiarVMOt ACCCSSfNO, ATTAUflMO, ANO 
OiPOflllQ OF ftSCOAOS IN THE SYSTEM: 

irouof: 

Piper records in Hie folders. 

MTilEVASlUTV: 

Fidd alphat>cticany by name of 
oonpUinsat. 

IMCGUAAOS: 

Stored in locked file cabinets; office 
ockfd when not in use. Access and use 
iremtrtcted to authorized personneL 

■mrriON and disposal: 

Retained In office for 2 years after 
fell disposition of case and transferred 
Ip Agency Records Center for 
dntniction 4 years after final 
ibpoiitlon of case. Tapes of EEO 
hnirkigi are fsased and reused. 

irniM IPAIilAGEA(S) ANO AODflESS: 

DreeJof, Office of Equal Opportunity. 
ftoMw Canal Commission. APO Miami 
mi 


examiner: and officiiils making 
determinations in the case. 

SYSTEMS EXEMPTED FROM CENT AIN 
PROVISIONS OF THE ACT: 

All Information in this system which 
is investigatory material compiled for 
law ehforcement purposes or would 
reveal the identity of confidential 
sources is exempt from certain 
subsections of 5 U.S.C. 5S2a and from 
the procedures for access and contest 
set forth in the agency’s regulations. See 
35 CFR 10.22. 

PCC/FMAC-2 

SYSTEM name: 

Accounts Receivable Records. PCC/ 
FMAC-2 

SYSTEM location: 

Agents Accounts Branch. Bldg. 305. 
Ancon. Republic of Panama: Panama 
Canal Commission, 4400 Dauphine St.^ 
New Orleans. Louisiana; and Data 
Processing Division. Administration 
Building. Balboa Heights, R.P. 

CATEGORIES OF tNOIVIOUALS COVERED BY THE 

system: 

Individuals billed by the former Canal 
agencies for services and purchases, and 
individuals billed by the Panama Canal 
Commission for services, housing, etc. 
Included are: all former employees of 
the Canal agencies, and all present and 
former employees of the Commission, 
employees and active duly personnel of 
U.S. military commands, employees of 
other U.S. Government agencies, 
including U.S. Embassy and Slate 
Department personnel located In the 
Republic of Panama, Civil Service 
annuitants and all other persons having 
charges or unpaid balances payable to 
the Panama Canal Commission. 


authority for maintenance of the 
system: 

5 U.S.C. 301; 5 U.S.C. 5511-14: 22 
U.S.C. 3721 (Supp, Ul 197S): 31 U.S.C. 05 
et scq. and 951-3; 42 U.S.C 2651-3; 44 
U.S.C. 3101; Article lU of the Panama 
Canal Treaty of 1977, 

routine uses of records maintained in 

THE SYSTEM. INCLUDfNO CATEC0RJE8 OF 
USERS ANO THE RURMSES OF SUCH USES; 

Disclosure is authorized to General 
Accounting OfUce for audit and 
collection assistance: Depurtmemt of 
lustice for collection assistance; Internal 
Revenue Service for determination of 
tax liability; Veterarrs Administration 
for its administration of laws pertaining 
to veterans; and other U.S. government 
organizations, private employers, labor 
unions. lending and credit institutions, 
foreign consulates and embassies, 
foreign goveramonts. insurance carriers, 
attorneys, courts, and executors of 
estates for collection assistance, credit 
information, offset of accounts 
receivable against omountsd due 
customers, and possible UtigoHon. See 
also general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10. 
Appendix A. 

POUCIES AND FRACTfCES FOR STORING, 
RETRIEVING. ACCESSING. RETAININQ, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Paper records in folders, index cards; 
magnetic tapes/disks and punched 
cards; computer printouts: 16 mm rolls of 
silver halide micronim. 

retrievabiuty: 

Paper records and microfilm 
retrievable alphabeticaUy by name; 
information retrieved from computer 
and micronim by cuslomcr/account 
number. 


MTFiCAnOH froceoure: 

Information may be obtained from the 
%item Manager. See Chapter 713 of 
Ptsims Canal Personnel Manual (PCPM 
ni). 

•CORD ACCESS PROCEDURES: 

Requests should bo addressed to Ihe 
Sjitero Manager. Investigatory records 
teleas^ until iovestiguUon has 
^completed. Hc'aring records arc not 
unii) fmal decision has been 

Bade. 

BMTlSmao RCCORO PROCEDURES: 

^ Panama Canal Personnel Manual 
SOURCE CATEGORIES; 

^^plalnanl; individuals involv<.*d in 
Pwinl;other witnesses; investigator. 


CATEGORIES OF RECORDS IN THE SYSTEM*. 

Records maintained to support and 
effect customer billings, collections, and 
credit standing, including customer 
listings and data files (name, oddress, 
account number and balance, roll and 
gang, history of debit and credit 
transactions, etc.), charge account 
applications, transaction detail and 
analysis and statistical accumulations, 
active and inactive credit accounts, 
schedules of advance payments and 
security deposits, and account written 
off. Information relates to such charges 
as former retail store and storehouse 
sales, hospital services, other services 
provided by the former Canal agencies, 
and housing, electricity, etc., currently 
provided by the Commission to DoD 
personnel and other individuals. 


safeguards: 

Paper records filed in locked and 
unlocked motol file cabinets, shelf files, 
tub files, desks, and table lops in 
building locked when not in use. 
Magnetic lapes/disks and punched 
cards filed in locked rooms when not in 
use. Two microfilm silver copies made 
simultaneously. One sectirily copy 
stored in Treasurer’s Vault in locked 
fireproof film filo cabinet. Second copy 
used for retrieval of information and is 
stored in a fireproof, film file cabinet, 
which is locked when not in use. Access 
and use restricted to authorized 
personnel. 

RETENTION ANO DISPOSAL: 

Paper records destroyed six years and 
three months after account closed, 
except those pertaining to accounts 




\ 
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written off (destroyed after fifteen 
years) and customer listings (destroyed 
when superseded by new listings). 
Information retained on computer for 
one year after closing of account. 
Microfilm retain six years and three 
months. Request pending to destroy 
paper copies which have been 
microfilmed in three years. 

SYSTEM MANAGER(S) AHD AOORESS: 

Chief. Agents Accounts Branch. 
Accounting Division. Panama Canal 
Commission. APO Miami 34011. 

NOTlflCATK>N PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Administration Building. Balboa 
Heights. R.P. Rules are published in 35 
CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES! 

See rules published In 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Units providing chargeable services, 
billing offices, collection agents, subject 
individuals, officials authorized to 
forgive debts and to authorize 
adjustments of existing charges, and 
offices making inquiries or to which 
inquiries are directed. 

PCC/FMAC-3 

SYSTEM name: 

Trust Fund Records. PCC/FMAC-3 
SYSTEM location: 

Agents Accounts Branch. Building 305. 
Ancon. Republic of Panama. 

CATEGORIES Of MOIVIOUALS COVERED BY THE 
system: 

Estates escheated to the former Canal 
Zone Government by court order. 

CATEGORIES Of RECORDS IN THE SYSTEM! 

Records maintained on funds held for 
persons incapable of handling their own 
affairs. The records show the 
beneficiary's name, amounts received 
and earned, dates received and earned, 
account and receipt. 

AUTHORtTY FOR MAINTENANCE Of THE 
system: 

22 U.S.C. 3611. 3721 (Supp. Ill 1979); 31 
U.S.C 65 cl seq.; Articles 111 and XI of 
the Panama Canal Treaty of 1977. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES: 

Disclosure of information is 
authorized to the Public Administrator, 


for use in the performance of duties. See 
also general routine use paragraphs in 
prefatory statement or in 35 CFR Pari la 
Appendix A. 

POUCIES AND PRACTICES FOR STORING. 
RETRIEVING. ACCESSING. RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM! 

STORAGE: 

Paper records in file folders. 
retrievabiuty: 

Filed or retrievable alphabetically by 
name. 

SAFEGUARDS: 

Stored in locked desk in building 
locked when not in use. Access and use 
are restricted to authorized personnel. 

RETENTION AND DISPOSAL: 

Destroyed when 3 years old. 

SYSTEM MANAG£R(8) AND ADDRESS: 

Chief. Agents Accounts Branch, 
Accounting Division. Panama Canal 
Commission, APO Miami 34011. 

NOTIfICATION procedure: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Administration Building, Balboa 
Heights, R.P. Rules are published in 35 
CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
cither of addressees designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Fund administrators and agent 
cashiers. 

PCC/FMAC-a 

SYSTEM name: 

Accounts Payable Disbursement 
Records, PCC/FMAC-0. 

SYSTEM location: 

Agents Accounts Branch. Building 365, 
Ancon. Republic of Panama. New 
Orleans Office. Panama Canal 
Commission. 4400 Dauphine Street, New 
Orleans. Louisiana. 


payment authorizolions and apnn,„-, 

thcck follow copies. anB accountin, 
classifications. ^ 


AUTHOWTV FOa MAIKTEMANCE OF TW 
SYSTEM: 


u.o.v.,. ooll. J/Zl 


****^^' 13«PP 111 19791:fl 
U.S.C. 65 el seq.; Article 111 of the ^ 
Panama Canal Treaty of 1977 


ROUTINE USES OF RECORDS MAJlTTAMfS B 
THE SYSTEM. INCLUDING CATEOORCf OF 
USERS AND THE PURPOSES OF SUCH USCl 

Disclosure is authorized to freighl 
carriers and rale making institutions 
connection with the dctcrminalioDof 
rales, other Federal agencies gathertM 
statistical information, contracting 
officers, banks with which the 
Commission maintains cheding 
accounts, and the District Court and 
other Government organizations for 
which the Panama Canal Commiinoa 
disburses funds. See also general rouiin 
use paragraphs in prefatory statcmciila 
In 35 CFR Part 10, Appendix A 

POUCIES AND PRACTICES FOR STOMNO. 
RETRIEVINO, ACCESSING. RETAWINO. AND 
DISPOSING OP RECORDS IN THE SYSTEM: 

storage: 

Paper records in folders and 
individual forms. Microfilmed on ICna 
rolls of silver halide film. 

retrievabiuty: 

Filed alphabetically by name. 

SAFEGUARDS: 

Paper records stored in metal file 
cabinets in building locked when no' a 
use. Two silver halide rolls of miool 1 
made simultaneously. One securil)* 
filed in Treasurer's Vault in locked ^ 
fireproof film file cabinet. Second copj 
kept in Agents Accounts Branch for 
retrieval of information and stored in 
locked metal, fireproof film file cabiscl. 
Access and use are restricted to 
authorized personnel. 

retention and disposal: 

Paper copies and mircofllm 
6 years and 3 months after the period « 
the account. 


CATEGORIES OF INDIVIDUALS COVERED BY THC 

system: 

Persons to whom payments have been 
made by the former Canal agencies and 
the Panama Canal Commission. 

CATEGORIES OP RECORDS IN THE SYSTEM: 

Records maintained to show 
payments from accounts of the former 
Ginal agencies and the Commission 
including such documentation as 
purchase orders, vendors invoices. 


SYSTEM MANAQER(S) AND ADDRESS: 

Chief. Agents Accounts Branch. 
Accounting Division. Panama Canal 
Commission. APO Miami 34011. 

NOTIFICATION PROCEDURES: 

Information muy be obtained fromlhrl 
Systems Manager or the Agency 
Records Officer. Administration 
Building. Balboa Heights. R-P* 
published in 35 CFR Part 10. ^ 
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»CCf S8 PROCtOWC 

RrquMts should be addressed to 
p;ih« of addresses designated m 
Kolincation Procedures, preceding 

jjIrttSDNO MCOTO PROCtOOMS: 

5 ee rules published in 35 CFR Part 10. 

MCOW SOOaCt CATtOORIW: 

ftucuremeni Officer, contracting 
oDicer. officials authorized to Incur 
liabilities and approve payments 
disbused by the Panama Canal 
Coaisrission. and subject Individuals. 

KC/FMAP-I 

siSTUmaet: 

Payroll Master File for Panama Canal 
Cooimission Fanployces, PCC/FMAP-1. 

rtsrraiocATtOM: 


ROUTIME USES OP RECORDS MAINTAINED IN 
THE SYSTEM, INCLUOIftK) CATEOOHIES OF 
USEAS ANO THE PUHPOSES Of SUCH USES. 

Information may be disclosed to the 
following agencies and organizations, in 
connection with their authorized 
functions: Office of Personnel 
Managment: Internal Rovemio Service; 
Social Security Agency: General 
Accounting Office; U.S. military 
agencies: state unemployment 
compensation offices: city, county, and 
state tax offices; employee credit union; 
banks: labor unions; Insurance carriers; 
and Combined Federal Campaign. See 
also general routine use paragraphs in 
prefatory statement or In 35 CFR Part 10, 
Appendix A. 

POLICIES AND phactices for storing, 

RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING Of RECORDS IN THE SYSTEM: 


RECORD SOURCE CATEGORIES: 

Subject employee, personnel action 
form (SF-SO). employing unit, lime 
reports, and computer-generated and 
manual calculations from varied input 
data. 

PCC/FMAP-2 

SYSTEM name: 

Payroll System for Vessel Employees. 
PCC/FMAP-2 

SYSTEM location: 

Payroll Branch, Panama Canal 
Commission. Bldg. 365, Ancon. Republic 
of Panama. 

CATEGORIES Of INDIVIDUALS COVERED BY THE 

system: 

Former vessel employees on Panama 
Canal Commission steamships. 


Pa)Ton Branch, Building 365. Ancon. 
Republic of Panama; and Data 
Pruewsing Division, Administration 
Boikling. Balboa Heights. R.P.; and New 
Orleans Office, Panama Canal 
Cocimission. 4400 Dauphine Street, New 
Orleans. Louisiana. 

CATfOOaiES OF RECORDS IN THE SYSTEM: 

Present and former employees of the 
Paasnui Canal Commission. 

UTCCOMES OF RECORDS IN THE SYSTEM: 

Master pa>ToU system consisting of 
payrolt-retated or employment -related 
iaformation necessary to compute gross 
aad net pay, retirement credit, leave 
balances, overtime. etCL, and to account 
br payments. Includes such information 
as name, employee identification 
number, rate number, rate of pay 
drductions. date hired, where hired, roll 
and gang, position number, occupation, 
pay level, base rate, frozen or saved 
rate, tropical differential code, onnual 
premiom compensation, security 
dassification, step due date, labor 
dutribulion accounts, work week, 
trtirment code, tenure, rchired 
anruiilant. part-time hours, social 
wmiy code and number, FEHBA plan, 
TOU income tax data. Fair Labor 
SUndardi Act code, medical 
•dcntificalion card, residence, 
otiienship, sex, marital status, veterans 
prciem^, physical examination, 
•winded leave, employee address, 

«nh date. Federal service date. Canal 
travel leave, check 
o^bution code, employee status, and 
Uiinbined Federal Campaign pledges. 

^OR MAINTENANCE OF THE 

•ystem: 

Chapter 55; 22 U.S.C, 3611 
3721 (Supp. Ill 1979); Article Ill of 
’“^Panama Canel Treaty of 1977. 


storage: 

Magnetic tape/disks, punched cards, 
computer printouts, and microfilm of 
printout. 

RETRICV ability: 

Retrievable by employee’s name, 
identification number, and pay rate 
code. 

SAFEGUARDS: 

Paper record and microfilm stored in 
building locked when not in use. 
Magnetic tape/disks and punched cards 
filed in locked rooms when not in use. 
Access and use restricted to authorized 
personnel. 

RETENTION ANO DISPOSAL: 

Paper records or microfilm destroyed 
sixty years after individuara first day of 
employment, provided individual has 
been separated from service for five 
years. Terminated employees are 
carried on the computer unitl six weeks 
after the end of the calendar year In 
which they terminate. 

SYSTEM MANA0ER(8) ANO ADDRESS: 

Chief. Payroll Branch. Panama Canal 
Commission. APO Miami 34011. 


Information may be obtained from the 
System Manager or the Agency Records 
Officer. Administration Building, Balboa 
Heights. R.P. Rules are published in 35 
CFR Part 10, 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures preceding. 

CONTESTING RECORD PROCEDURES: 

S4‘G rules published in 35 CFR Port 10. 


CATEGORIES OF RECORDS IN THE SYSTEM: 

Records maintained to accumulate 
pay-related data, calculate pay, and 
account for payments former to crew 
members of Commission steamships, 
including such information as name, 
Social Security number, article number, 
rate, and position title. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

5 U.S.C. 301; 22 U.S,C. 3611 and 3721 
(Supp. Ill 1979); Article III of the Panama 
Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS ANO THE PURPOSES OF SUCH USES: 

In connection with their authorized 
functions, disclosure is authorized to the 
Office of Personnel Management; 

Internal Revenue Serv^ice, Federal Social 
Security Administration: municipal 
county and state tax offices in the 
United States, employee credit unions, 
financial Institutions, labor unions, 
insurance carriers, slate unemployment 
compensation offices. See also general 
routine use paragraphs in prefatory 
statement or in 35 CFR Part 10. 

Appendix A. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVINO, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

loumals and cards, and 16 mm rolls of 
silver halide microfilm. 

retrievability: 

Filed by Social Security number and 
retrievable by name. 

safeguards: 

Stored in building locked when not in 
use. Two microfilm silver copies made 
simultaneously. One security copy 


notification procedure: 


b 
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stored in Treasurer’s Vault In locked, 
fireproof, film file cabinet. Second copy 
used for retrieval of information and is 
stored in a fireproof, film file cabinet, 
which is locked when not in use. Access 
and use are restricted to authorized 
personnel. 

RETEPmOH AND DISPOSAL: 

Paper records and microfilm 
destroyed sixty years after first day of 
employment of vessel employee by 
Panama Canal Commission. 

SYSTEM MANAGERtS) AND ADDRESS: 

Chief. Payroll Branch. Panama Canal 
Commission, APO Miami 34011. 

NOT1F»CATK>M PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer. Administration 
Building. Balboa Mcights, R.P. Rules are 
published In 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES*. 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Subject individual and ship’s parser, 
and captain. 

PCC/FMAP/AC-4 

SYSTEM name: 

Payroll Deductions. PCC/FMAP/AC-4 

SYSTEM location: 

Payroll Branch. Building 365. Ancon. 
Republic of Panama. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Active and retired employees of the 
Panama Camtl Commission. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Records maintained by the Payroll 
Brunch as part of the Payroll Master File 
for Panama Canal Commission 
employees and used also by Agents 
Accounts Branch ns part of the 
Accounts Receivable Records System 
for accounts collectible by payroll 
deduction. Records contain individual's 
gross pay, net pay. and payroll 
deduction detail and support data. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

5 U.S.C. 5511-27; 22 U.S.C. 3611 and 
3645 (Supp. in 1979); Article III of the 
Panama Canal Treaty of 1977. 


ROUTINE uses Of RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDING CATEGORIES OF 
USERS ANO THE PURPOSES OF SUCH USES: 

Disclosure is authorized to insurance 
carriers in connection with payments of 
health insurance benefits. See also 
general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10. 
Appendix A. 

POLICIES AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSING. RETAINING, ANO 
OISPOSINO OF RECORDS IN THE SYSTEM: 

storage: 

Cards, ledgers, and papers in file 
folders. 

RETRIEV ability: 

Filed and retrievable alphabetically 
by name and by identification number. 

SAFEGUARDS: 

Stored in metal file cabinets and 
ledger buckets in building locked when 
not in use. Access and use are restricted 
to authorized personnel. 

RETENTION AND OISPOSAU 

Destroyed 4 years after fiscal year 
involved. 

SYSTEM MANAGERfS) ANO ADDRESS; 

For Payroll Master File use: Chief, 
Payroll Branch, Accounting Division, 
Panama Canal Commission. APO Miami 
34011. For accounts receivable use: 

Chief. Agents Accounts Branch, 
Accounting Division. Panama Canal 
Commission. APO Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer, Administration 
Building. Balbo a He ights. R.P. Rules arc 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Billing units and subject individuals. 

PCC/FMGA-1 

SYSTEM NAMC: 

Cash Audit Files, PCC/FMCA-1. 

SYSTEM location; 

General Audit Division. Building 6530, 
CorozaL Republic of Panama. 

CATEGORIES OF INOIVIOUALS COVERED BY THE 

system: 

Panama Canal Commission collecting 
agents whose accounts are audited by 
the General Audit Division. 


CATEGORIES OF RECORDS IN THE fYSTf)^ 

Records of cash audits to evalusts 
internal controls over cash and 
determine whether the cuslodian is 
carrying out his responsibilities with 
respect to GovemmenI property and to 
identify weaknesses In cash controls 
and to make necessary changes In thtas 
controls. In case of cash shortages, 
records are used to determine amount 
recoverable from agent Records coniaia 
information such as the Identifying 
agent number, employee’s name, 
employing unit, and employee’s 
accountability at the lime the audit wai 
performed. In instances where cash 
shortages arc found, the records will 
also contain information on the rccowy 
of these amounts from the agents. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.aC. 3811 and 3721 (Supp. Ifl 
1979) and Article 111 of Ihe Panama 
Canal Treaty of 1977. 

routine uses of bccoros maintained m 

THE SYSTEM, INCLUOINQ CATEOOnsS OF 
USERS ANO THE PURPOSES Of SUCH USES: 

See general routine use paragraphs in 
prefatory statement or In 35 CFR Part 1C, 
Appendix A. 

POLICIES ANO PRACTICES FOR STOmNO, 
RETRIEVING. ACCESSING, RETAININO, AND 
OISPOSINO OF RECORDS IN THE SYSTUK 

STORAGE: 

Payee records in file folders. 

RETRIEV ability: 

Filed by fiscal year and agent number 
audited. Retrievable by name. 

SAFEGUARDS: 

Stored in locked file cabinets in 
building locked when not in use. Access 
and use are restricted to authorized 
personnel. 

RETENTION AND DISPOSAL! 

Destroyed by burning afler ten yean. 

SYSTEM MANAQER(S) ANO ADDRESS: 

General Auditor. Panama Cinal 
Commission. APO Miami 34011. 

NOTtFICATtON PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer. Administration 
Building. Balboa Heights. R.P. Rules «« 
published In 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to • 
either of addresses designated In 
Notification Procedures, preceding. 

CONTESTINO RECORD PROCEDURES: 

See rules published In 35 CFR Pad 







SAFEOUAItOS: 


hicoM) source categories: 

ejjied individuaU. auditors, and 
jBiployee* of Agents Accounts Branch. 

pfivn atsisTio fbom cciitaim 

„0«I$«SSOfTME*CT: 

All infomation in this system which 
ii Investigatory material compiled for 
enforcement purposes or would 
mesl the idenUty of confidential 
mrers is exempt from certain 
MbKCtions of 5 US.C. 552a and from 
Ihe procedures of access and contest set 
lotth in the agency’s regulations. See 35 

cntia 22 . 

fCC/CSC€-1 
I Ysrcii name: 

Emergency I’reparedness Records 
(DviJ Defense/Emergency 
Stanagemenl), PCC/GSCE-1 

system location: 

Various locations in the Commission 
IS may be designated by the Agency 
Records Officer, Personnel Director, or 
other appropriate officials. 

CATfOOmiS Of INOfVIOUALS COVERED BY THE 

System: 

Thosc persons to whom, and by 
Rhom. emergency services would be 
rendered in times of emergency or 
natural disaster. 

UTEOORICS Of RECORDS IN THE SYSTEM: 

As may be required, the names, 
addresses, ages, employment, 
citizenship, next of kin and other 
iafbrmation needed to identify persons 
tsho may provide, or require, temporary 
housing assistance, medical care, etc., in 
times of emergency or natural disaster. 

AUTHORITY fOR MAINTENANCE OF THE 

system; 

22UJS.C 3611 (Supp, III 1979) and 
Article III of the Panama Canal Treaty 
of 1977: EO. 11490 of October 28.1969. 

■OUTINC USES Of RECORDS MAINTAINED IN 
THI SYSTEM, INCLUOINQ CATEGORIES OF 
05W AND THE PURPOSES OF SUCH USES: 

Sec general routine use paragraphs in 
prefatory statement or in 35 CFR Pari la 
Appendix A. 

^OUCltS ANO PRACTICES FOR STORING. 
•^TWEVINC, accessing, RETAINING, ANO 
OF RECORDS IN THE SYSTEM: 

Stosaoc: 

Forms in file folders, 

ability: 

By name. 

•^OUAROS: 

Stored in lockable file cabinets, 
and use are restricted to 
•tiUiorixed personnel. 


retention ANO DISPOSAL: 

Retained until revised or no longer 
required. 

SYSTEM MANAOER(S) AND ADDRESS: 

Chief. Emergency Preparedness 
Officer, Panama Canal Commission. 
Aro Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer, Administration 
Building, Balboa Heights, R.P. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
cither of addressees designated in 
NotiHcation Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 Cl’R Part 10. 

RECORD SOURCE CATEGORIES: 

The individual, employer and, 
Housing and Personnel Bureau records 
as required. 


SYSTEM NAME: 

Ubrary Services Branch Registration 
Record, PCC/GSCL-1 

SYSTEM location: 

IJbrary Services Branch, Bldg. 0610. 
Ancon. Republic of Panama. 

categories of INDIVIDUALS COVERED BY THE 
system: 

Individuals authorized to borrow 
material from Library. 

CATEQORUES OF RECORDS IN THE SYSTEM: 

Boiroweris name, identirication 
number or Serial number, mailing 
address, citizenship, dependents, 
employer, 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

5 U.S.C. 301, 22 U.S.C, 3611 (Supp. Ill 
1979); and Article 111 of the Panama 
Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUOINQ CATEGORIES Of 
USERS ANO THE PURPOSES OF SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10, 
Appendix A. 

POUCIES AND PRACTICES FOR STORINO, 
RETRIEVING, ACCESSING, RETAINING, ANO 
DI8POSINQ Of RECORDS IN THE SYSTEM: 


RETRIEV ability; 

By borrowers name and card number. 


Records arc maintained in locked Tile 
cobinets. Access and use arc restricted 
to authorized personnel. 

retention and disposal: 

Destroyed one year after borrowing 
privilege has been cancelled. Destroyed 
by burning. 

SYSTEM MANAOER(8) AND ADDRESS: 

Library Services Branch, Clerk Typist. 
Panama Canal Commission Library- 
Museum. APO Miami 34011. 

NOTIFICATtON PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer. Administration 
Building, Balboa Heights. R.P. Rules ore 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published In 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

From individual on whom record is 
maintained. 

PCC/GSCP-2 

SYSTEM name: 

Canal Protection Division Activity 
Report Files, PCC/GSCP-2 

SYSTEM location: 

Canal Protection Division Pacific and 
Atlantic Area Commanders* Offices, at 
Building 729. Balboa. Republic of 
Panama and Building 140. Gatun, R.P. 
respectively. 

categories of individuals covered by the 
system: 

Persons who are or have been 
subjects of investigation by Canal 
Protection Division personnel, including 
those detained and those who have 
committed, or are alleged to have 
committed, violations of laws or 
regulations in areas protected by the 
Canal Protection Division. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Activity reports, index cards and 
logbooks containing information such as 
subjeefs name identification number, 
occupation and employing unit and. 
when a subject has been barred from 
vital areas, a notation to that effect; date 
and time of incident and report: name of 
person making the report; information 
concerning the Incident or detention; 
and witnesses or victims* names. 


PCC/QSCL-1 


STORAGE: 

Card file cabinets of forms. 
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identification numbers and employing 
units. 

AUTNonrrv for maintcnanoe of thc 
SYSreAt: 

22 U.S.C. 3611 (Supp. UJ1979); ArUde 
111 of the Panama Canal Treaty of 1977; 
and Article Ill. paragraph 8, of the 
Agreement in the Implementation of 
Article 111 of the Panama Canal Treaty 
of 1977. 

ROUTINf uses OF RCCOftOS MAINTAtNEO IN 
THC SYSTEM, INCUIDINQ CATlOOfUCS OF 
USERS ANO THE FURFOSES OF SUCH USES: 

See general routine use paragraphs in 
35 CFR Part 10. Appendix A. 

Information in connection with actual or 
potential violations of the security of 
areas guarded by the Canal Protection 
Division may also be disdosed to 
intelligence units or agencies of the 
United States Government including the 
State Department and the Department of 
Defense, and officials of the 
Government of Panama. 

POUCIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, ANO 
DiSPOStNO OF RECORDS IN THE SYSTEM: 

STORAGE: 

Printed forms 8Vi by 11 inches and 
index cards. 

retrievabiuty: 

Alphabetical card file of names of 
subjects gives cross-reference to activity 
reports filed in numerical order. 

SAFEGUARDS: 

Active files maintained in file 
cabinets in Area Commanders* offices. 
File cabinets and offices locked when 
not in use. Inactive files maintained at 
Agency Records Center, a building 
locked when not in use. Access to files 
and filing areas restricted to authorized 
personnel. 

retentk>n and disposal: 

Activity reports retained at Area 
Commanders* offices for two years, 
subsequently held at Agency Records 
Center for three more year, then 
destroyed Index cards retained for up to 
ten years after date of last entry. 

SYSTEM MANAGER(S) ANO ADDRESS: 

Chief. Canal Protection Division. 
Panama Canal Commission. APO Miami 
31011. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THC ACT: 

All information in this system is 
exempt from certain subsections of the 
IVivacy Act of 1974. 5 U.S.C. 552a. and 
fram the procedures for access and 
contest set forth in the agency's 
regulations. See 35 CFR 10.21 and 10.22. 


PCC/GSCS-1 

SYSTEM NAME: 

Housing Files, PCC/GSCS-1 
SYSTEM location: 

Housing Offices, Community Services 
Division. Balboa Heights and Margarita. 
Republic of Panama. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Persons residing in Panama Canal 
Commission quarters and in housing 
maintained by religious, commercial and 
charitable organizations in thc Canal 
area. 

CATEGORIES OF PtECORDS IN THE SYSTEM*. 

Assignment and occupancy of 
Panama Canal Commission quarters, 
including information on assignee's 
name, eligibility, service dale, 
identification number, address, family, 
size, and citizenship; name of spouse 
and dependents; dates of occupancy: 
rental and other related information: 
persons allowed to reside or visit with 
assignees: investigations of misconduct 
in quarters: and reports of violations of 
quarters regulations. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.S.C 3611 (Supp. Ill 1979); Article 
111 of the Panama Canal Treaty of 1977 
and Articles 111 and VI of the Agreement 
in Implementation of Article Ill of the 
Panama Canal Treaty. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THC SYSTEM, INCLUDING CATEGORIES OF 
USERS ANO THC PURPOSES OF SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10, 
Appendix A. 

POLICIES AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSING. RETAINING, ANO 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Paper records in file folders. 
retrievabiuty: 

Filed or retrievable alphabetically by 
name. 

SAFEGUARDS: 

Stored in locked metal file cabinets in 
buildings locked when not in use or with 
around-the-clock guard. Access and use 
are restricted to outhorized personnel. 

RETENTION ANO OISPOSAU 

Destroyed lhn»e years after occniponts* 
tcrminotion of service. 

SYSTEM MANAOER(S) ANO ADDRESS: 

Chief. Community Services Division, 
Panama Canal Commi.s.sion, APO Miami 
34011. 


NOTIFICATION PROCEDURE: 

Information may be obtained from the 
Systems Manager of the Agency 
Records Officer, Administration 
Building. Ballioa Heights. R.P. Ruin art 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Pan ia 

RECORD SOURCE CATEGORIES: 

Subject individuals, official persoimd 
files, entry permits, dependency 
determinations, housing personnel 
maintenance personnel, neighbors, and 
officials of other organizations 
maintaining housing in the Canal Area. 

PCC/GSCS-2 

SYSTEM NAME: 

Housing Complaints File. PCC/GSCS- 

2 

SYSTEM location: 

General Services Bureau. General 
Services Building. No. 729 Balboa. 
Republic of Panama. 

categories of individuals COVERED SV THf 
system: 

Occupants of Panama Canal 
Commission quarters whose cases have 
been referred to the Quarters Retention 
Committee. 

CATEGORIES Of RECORDS IN THf SYSTEM 

Complaints. Investigations, 
testimonies, hearings, and dedsiom 
bearing op an occupant's eligibility to 
retain Panama Canal Commission 
quarters. 

AUTHORUY FOR MAINTENANCE OF THE 

system: 

22 U.S.C. 3611 (Supp. m 1979): Article 
Hi of the Panama Canal Treaty of 1977; 
and Articles III and VI of the Agreemeiit 
in Implementation of Article III of the 
Panama Canal Treaty. 

ROUTINE USES OF RECORDS MAINTAINEO IN 
THE SYSTEM. INCLUDING CATEGORIES OF 
USERS ANO THE PURPOSES Of SUCH USES: 

Sec general routine use paragraphs in 
prefatory* statement or in 35 CFR Part 
Appendix A. 

POLICIES ANO PRACTICES FOR STORING. 
RETRIEVING, ACCESSING. RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM 

STORAGE: 

Paper records in file folders. 
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r>d« retrievable alphabeticHlly by 

gjlEi' 

I stoied In locked mclal file caWnett in 

^ locked when not in use or with 
«^.lhe-dock guard. Aocea# and uie 
*f iwtricted to authorized perBonncl. 

and chsposal: 

Octroyed by bumin^or shredding 
flit wars aher occupont is no bnger 
for residence in the Commission 

koBfinj^ 

IVfTIM MAMACtS(8) AND AD0HS8S: 

Admisistralive Officer, General 
$crvic«>i BuresiL Panama Canal 
QmiHtsloii* APO Miami 34011. 

|| 9 rVKATlOM PSOCtOUlUt: 

Infomiiilion may be obtained from the 
S)itcmf Manager or the Agency 
geoonis Officer. Administraticni 
BiikiiQg. Balboa Heights, RP. Rules are 
|abltthedio35CJRPari ia 


CATioofncs OF nEConos m the svstiii: 

Personal data on former 
crewmembers of S.S. Cristobal, 
including information on qualifications, 
positions occupied. number, next of 
kin. and adverse and disciplinary action 
record. 

AUTHORITY FOR MAINTENANCC OF THt 

system: 

5 U.S.C, 301:22 U.S.C 3611 (Sapp. HI 
1979): 46 O.S.C. Chapter 18; Articles III 
and X of the Panama Canal Treaty of 
1977. 

ROUTIKE USES OF RECORDS MAINTAIHEO IN 
THE SYSTEM, INCUIDtNO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CFR ^rt 10, 
Appendix A. 

POUCIES AND PRACTICeS FOR STORING, 
RETRIEVING, ACCESSING, RETANUNG, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Cards. 


NCORO ACCESS frocedurc: 

Requests should be addressed to 
either of addressees designated in 
iotirication Procedures, preceding. 

cosrsfTMO record procedures: 

See niles published in 35 CFR Part 10. 

KCORO SOURCE CATEGORIES: 

Subject individuals; comphiinunis 
iovestigstory personnel, including police 
lad customs offlcialr, officials of the 
Caodl agencies; witnesses: Quarters 
Retention Committee: and court officials 
ifld records. 


tvmus EXEMPTED FROM CERTAIN 
>"0V»I0NS OF THE ACT: 

All information in this system which 
biovestigatory material compiled for 
liw inforocDient purposes or would 
leveal the identity of confidentuil 
•wcw is exempt from certain 
JJ^llons of 5 U.S.C 552a and from 
•a procedures for access and contest 
jrt forth in Ike ugency*s regulations. See 
3SCFRICL22. 

W/CSLS-1 

*^MliAME: 

V«wl Employee Records. PCC/ 

CSlS -1 


•mtutoMTioie 

bigitnc) Support Division. Ocean 
TniMiNirUfion Building 1-5-A, 4400 
“rtphineSircBl. Now Orleans. 

•wslana 7D146 

Of INIHVUlUAti COVERCO BV IMS 

members of Ihc S.S. 


retrievabiuty: 

Filed or retrievable atphatetlcaHy by 
name. 

safeguards: 

Stored in locked metal file ciabinels in 
building with ajt)und>lhc*clock guard. 
Access and use are restricted to 
authorized personnel 

RETENTION AND DISPOSAL: 

PemuinenL 

SYSTEM MANAOER(S) AND ADDRESS: 

Chief, I^istical Support Division, 
Panama Coj^ Commission, 4400 
Dauphine Sireel New Orleans, 
Louisiana 70140. 

NOTIFICATION PROCEDURE: 

Information may be olitainad from the 
Sysloni Manager or the Agency Records 
Orncer, Administration Building, Balboa 
Heights. Republic of Panama. Rules are 
published in 35 CFR Purl 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated In 
NoUrication Procedures, preceding. 

CONTESTINO RECORD PROCEDURES: 

See rules published in 35 CPK Port 10. 

RECORD SOURCE CATEGORIES: 

Subject individunl sopervisors, union 
officials, and U.S. Coast Guard. 

PCC/GSFL-1 

SYSTEM name: 

Law Rnfbroemciit Case Report Files, 
PCC/CSPUl. 


SYSTEM LOCATION: 

Police Records Section, Bldg, 729, 
Balboa, Republtc of Panama: Agency 
Records Center, Building 42-D. Diablo. 
Republic of Panama: Cristobal Police 
Station, Administration Building. 
Cristobal, R.P.; and Police HcadquarleiSt 
Bldg. 729. Balboa, R.P. 

CATEOORIES OF INOfVIOUALS COVERED BY THE 

system: 

Persons who are or have bcfin 
subjects of police investigations. 
Including persons who have committed 
crimes or are alleged to have cotnmiHed 
crimes: persons witnessing or reporting 
criminal activities; missing persons: and 
persons filing official complaints about 
the conduct of other persons when such 
conduct is not a violafion of law, 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Subject's and/or suspect's name, 
witness' or witnesses' names, 
complainant's name, identification or 
cedula number, residence, birth date, 
age, sex. citizenship, occupation, 
employer, date and time of incident, 
name of the investlgating/nrrestfng 
officer, investigative facts concerning 
the case. Subsystem contains aubiect'a 
name. identlB^tion number, residence, 
birth date, age, sex. dtizenship. 
photograph number, fingerprint 
classification, dote and time of inddcnl, 
location of case report, and notations of 
arrests and outstanding wamuiU. 

AUTHOIUTV FOR MAINTENANCE OF THE 

system: 

6 Panama Canal Code 3701-44, 76A 
Stat. 503-5: 22 U.S.C. 3631 (Supp. Ill 
1979): Article XI of Ihc Panama Canal 
Treaty of 1977. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE system, INCLUOmO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Released to law enforcement 
agencies, court officials, and local 
military cororoonds as necessary to 
assist in the apprehension and 
identification of criminnla, and to 
conduct investigations related thereto. 
See also general routine use paragraphs 
in prefatory statement or in 35 CFR Part 
10, Appendix A. 

POUCUES AND PRACTICES FOR STORING, 
RETR1EVINO, ACCESSING, RETAINIHO, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Printed forms BMi by 11 inches: 
computer printouts; magnetic tape: 
piimJi cards; logbooks: and index cards. 

RETRSEVABlLfTY: 

Logliookt and index cards permit 
retrieval of case report by name of 
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arrestee, complainant, or person about 
whom complaint has been made. 
Information on computer not retrievable 
by personal identincr. 

safeguahos: 

Active nies maintained in locked file 
cabinets in Police Records Section while 
not in use. Inactive Ttlcs maintained in 
Agency Records Center, a building 
locked when not in use. Care Report 
files in Agency Records Center normally 
released only to designated Commission 
Police officials. Magnetic tapes stored in 
locked rooms when, not in use. Access to 
and use of all records restricted to 
authorized personnel. 

RCTCNTIOH ANO DISPOSAL! 

Case reports retained by police for 
four years, subsequently held for seven 
years at Agency Records Center, and 
then destroyed. Case information and 
arrest roconis on magnetic tape 
automatically expunged five years after 
date of report unless longer retention 
specifically requested. Computer* 
produced reports retained at Police 
Records Brunch up to ten years and then 
destroyed. 

SYSTEM MANAOER(8) AMD ADDRESS: 

Chief. Police Division. Panama Canal 
Commission. AIK) Miami 34011. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS Of THE ACT! 

All information in this system is 
exempt from certain subsections of 5 
U.S.C. 552a and from the procedures for 
access and contest set forth in the 
agency's regulations. See 35 CFR 10.21 
and 10.22. 

PCC/GSPL-3 

SYSTEM NAME: 

Detective Confidential Files. PCC/ 
GSPU3. 

SYSTEM L0€ATK>N: 

Balboa Police Station. Balboa. 

Republic of Panama, Cristobal Police 
Station, Administration Building, 
Cristobal. R.P. and the Police Records 
Section. Bldg. 729. R.P. 

CATEGORIES OF INDIVIDUALS COVERED 8V THE 

system: 

Persons who are or have been 
subjects of police investigations; 
persons who have made official 
complaints to the police, who have been 
reported to the police on offical 
complaints, persons involved in pending 
criminal investigations, and persons 
involved in incidents of police interest. 

CATCOORIES OF RECORDS IN THE SYSTEM: 

Subject's name, identifying number, 
residence, birth date, age, sex. 


citizenship, occupation, employer, date 
and lime of incident, date and time of 
investigation, facts of investigation, 
confidential source information, the 
nature and disposition of the incident, 
and w itnesses statements. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

6 Panama Canal Code 3701^4. 7eA 
Slat. 506-5: 22 U.S.C. 3831 (Supp. Ill 
1979]; Article XI of the Panama Canal 
Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCLUOINQ CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Disclosure to law enforcement units of 
the local military commands. U.S. 

Courts, etc., consistent with identifying 
and apprehending criminal offenders. 

See also general routine use paragraphs 
in prefatory statement or In 35 CFR Part 
10. Appendix A. 

ROUCIES AND PRACTICES FOR STORING. 
RETRIEVING. ACCESSING, RETAINING. AND 
DISPOSING Of RECORDS IN THE SYSTEM: 

storage: 

Printed and typed forms. 

RETRtev ability: 

Filed by name of subject. 

SAFEGUARDS: 

Maintained in lockable file cabinet. 
Access and use are restricted to 
authorized personnel. 

RETENTION AND OtSPOSAU 

Retained indefinitely for reference 
purposes. Destroyed pursuant to Agency 
procedures. 

SYSTEM MANAOERfS) AND ADDRESS: 

Chief. Police Division. Panama Canal 
Commission. APO Miami 34011. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT. 

All information in this system is 
exempt from certain subsections of 5 ' 

U.S.C. 552a and from the procedures for 
access and contest sot forth in the 
agency's regulations. See 33 CFR 10.21 
and 10.22. 

PCC/OSPL-4 

SYSTEM name: 

Convict Files. PCC/GSPL-4. 

SYSTEM LOCATION: 

Cristobal Police Station. 

Administration Building. CrislobaL R.P., 
Agency Records Center. Bldg. 42-D. 
Diablo. R.P. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

All persons who have been sentenced 
and have serv'ed any length of time in 


the Panama Cannl ComnilMion 
Penitentiary. 

CATEOOmeS Of mCORDS M TW ,Y<Ta; 

Convict’s number, name, fingerprini 
classification, entrance and disduina 
dates, charge against convict. rciidpHL* 
cilzenship, names of family, and relatfA 
personal information. Also has hist^ 
record of slay in penitentiary. ^ i 
disciplinary comracnls. briefcase 
history of arrest and conviction, other 
pertinent information concerning case 
Involved. 

authority for MAINTENANCE OF TNI 
SYSTEM: 

6 Panama Canal Code 5501-7,76A 
Slat 555-8; 22 U.S.C 3831 (Supp. HI 
1979J; Article XI of the Panama Canal 
Treaty of 1977. 

ROUTINE USES OF RECORDS MAWTAMBIR 
THE SYSTEM, INCLUDING CATfOORia OF 
USERS AND THE PURPOSES OF SUCN USES: 

Used to provide historical data and 
reference information, regarding releaii 
parole, probation, pardon, and other 
pertinent data on former and present 
inmates of the Panama Canal 
Commission penal facilities; topolica, 
courts, and investigatory agcnciei sritk 
o legitimate interest in such infonnatia 
See also general routine use paragraph! 
in prefatory statement or in 35 CFR Pvt 
10. Appendix A, 

POLICIES ANO PRACTICES FOR STORMO. 
RETRIEVING. ACCESSING, RETAiNMO, ANO 
DISPOSING OF RECORDS IN THE SYSTEIl: 

storage: 

Printed forms and typed pages 

RETRfEV ability: 

Filed by convict number. 

SAFEGUARDS: 

Access and use are restricted to 
authorized personnel. 

RETENTION AND DISPOSAL: 

The original of the record Is 
forwarded to the Current Records 
Section. Records Management Branch 
upon sentencing. Duplicates ^ 
maintained at the Police Records 
Section, Bldg. 729, and Cristobal Police 
Stations. The original record is 
maintained indefinitely. 

SYSTEM MANAaER(S) ANO ADOSESS: 

Chief. Police Division. Panama Canal 
Commission, APO Miami 34011. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT. 

All information in this system is 
exempt from certain subsections w 
U.S.C 552a and from the procedures wr 
access and conlcsl set forth in 
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—mej'* regulations. See 35 CFR 10.21 

jod 1(122. 

KC^CS«.-5 

Record Cards. r*CC/GSPI^. 

frSTCS tOCATK>Hi 

Pobce Records Section. Building 729, 
Bdiboa, R-P. and Cristobal Police 
Stdiboe. Cristobal, R.P. 

CllWOWtS OF INOIVIOOALS COVCRED BY THB 
MTOC 

am persons who have been arrested 
f y the Panama Canal Commission 
Police. 

unGoaifS OF acconos in the system: 

Sabicct’s name, identifying number, 
fwidcnce. birth date, age. citizenship, 
occupation, employer, date and time of 
iffHl. arresling officer, sex. convict 
number, alias, arrest charge, name of 
coospbiiuint. ftnul disposition received. 
Jiad brief account of activities while 
I todividtuil was incarcerated. 

mKmrt for maintenance of the 
tmtn: 

6 Rinama Canal Code: 22 U.S.C. 3831 
iisd38S2(S4ipp. Ill 1979); Article XI of 
^ Panama Canal Treaty of 1977. 

I SOVTUtf USES OF RECORDS MAINTAINED IN 
TM SYSTEM. maUDINQ CATEGORIES OF 
KOS ANO THE PURPOSES OF SUCH USES: 

I Released to law enforcement 
Htnides, courts, and investigatory 
igencifs. See also general routine use 
l fYr.^phs in prefatory statemenT or in 
JSempart 10, Appendix A-8. 

FOUOU ANO PRACnCtS FOR STORING, 
MTMEVINa, ACCESSING, RETAINING, ANO 
OISPWINO OF RECORDS IN THE SYSTEM: 

irOEAQE: 

Prtntcd forms, 8 by 10 inches and 
ofcro-film cassettes. 

•nMIVASIlfTY: 

filed by name of prisoner, and dale of 

miii 


tAFfCUAAOS: 

Mintaincd at main desk until 
then stored in locked file 
ttbinets. and in locked micro-film 
^inetv Copies of micro-film arc stored 
•ccunty vault. Access and use are 
twukted to authorized personnel. 

ANO OiSPOSAL: 

inciefinitely, no disposition 
**^Wule in effect. 


•ttMOIl,(8) ANO AOORCSS: 

Police Division, Punama Canal 
'mission. APOMiama 34011. 


SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT: 

All information in this system is 
exempt from certain subsections of 5 
U.S.C, 552a and from the procedures for 
access and contest set forth in the 
agency's regulations. See CFR 10.21 and 
10.22. 

PCC/GSPL-a 
SYSTEM NAME: 

Pending Detective Investigation 
Records. PCC/GSPL-B 

SYSTEM location: 

Balboa Police Station, Balboa. 

Republic of Panama. Cristobal Police 
Station, Administration Building, 
Cristobal, R.P. 

CATEGORIES Of INDIVIDUALS COVERED BY THE 

system: 

Offenders, alleged offenders, 
witnesses, victims, investigating officer, 
and informants who are subjects of or 
involved in cases pending investigation 
by the Dcctective Unit. Panama Canal 
Commission Police. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Names of offenders, alleged offenders, 
witnesses, victims, investigating officers, 
facts of investigations, statements of 
witnesses, type of crime or offense being 
committed, date and time of case 
actions, locations of offense, warrants, 
individual data: such as age, sex. 
residence, telephone number, 
citizenship, occupation, employer, etc. 
and informant information. 

AUTHORITY f OR MAINTENANCE Of THE 

system: 

6 Panama Canal Code 3701-44. 76A 
Slat. 503-5: 22 U.S.C. 3831 (Supp. Ill 
1979); Article XI of the Panama Canal 
Treaty of 1977. 

routine uses Of RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES Of 
USERS ANO THE PURPOSES Of SUCH USES: 

Disclosed in the process of 
investigations to interested law 
enforcement agencies. Investigatory 
agencies, courts, and federal and stale 
justice agencies. Sec also general 
routine use paragraph in prefatory 
statement or in 35 CFR Part 10. 
Appendix A. 

POLICIES AND PRACTICES fOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING Of RECORDS IN THE SYSTEM: 

storage: 

Printed forms, memorandums, and 
typed pages. 

retricvabiuty: 

By case name or by name of person 
under investigation. 


SAfEOUAROS: 

Maintained in locked file cabinets and 
safe. Access and use are restricted to 
authoried personnel. 

retention and disposal: 

Maintained for the duration of the 
investigation. No fixed disposition 
schedule. 

SYSTEM MANAQER(S) ANO ADDRESS: 

Chief. Police Division. Panama Canal 
Commission. APO Miami 34011. 

SYSTEMS EXEMPTED fROM CERTAIN 
PROVISIONS Of THE ACT 

All information in this system is 
exempt from certain subsection of 5 
^U.S.C. 552a and from the procedures for 
access and contest set forth in the 
agency's regulations. See 35 CFR J0.21 
and 10.22. 

PCC/GOPL-13 

SYSTEM name: 

Arrest Record File. PCC/GSPL-13. 

SYSTEM location: 

Police Records Section, Building 729, 
Balboa. R. P. 

CATEGORIES Of INDIVIDUALS COVERED BY THE 

system: 

All individuals who have been 
arrested, fingerplntcd, photographed for 
violations of law. Also includes those 
persons required to appear in 
Magistrates Court for traffic violations. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Name, alias, age, birth date, marital 
status, color, sex. felony or 
misdemeanor, charge, type of arrest, 
convict number, photograph number, 
nationality, residence, occupation, 
employer, drivers license number, 
identifying numbers, complainant, 
location of arrest, court dates and 
disposition. 

AUTHORITY fOR MAINTENANCE Of THE 

system: 

6 Panama Canal Code 1691-1716. 
3701-44. 76A Slut. 474-6, 503-5: 22 U.S.C, 
3831 (Supp. m 1979): Article XI of the 
Panama Canal Treaty of 1977. 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS ANO THE PURPOSES OF SUCH USES; 

To provide statistical data, to identify 
criminal offenders, and to index such 
information for use by law enforcement 
agencies, courts, consular and 
diplomatic officials and others with a 
valid need to know. See also general 
routine use paragraphs in prefatory 
statement or in 35 CFR Part 10, 
Appendix A. 
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POUC1C8 AND PfUCTICeS FOR STORING, 

RETRIf VINO, ACCCSSINO, RETAINING, AND 
OtSFOSINO OF RECORDS IN THE SYSTEM: 

STORAGE: 

Printed cards 4 by 6 inches and micro> 
film cassettes. 

retrievasiuty: 

Indexed by name. 

SAFEGUARDS: 

Maintained in locketi Kord-Veycr 
(rotary file) and locked micro-nim file 
cabinet. Access and use are restricted to 
authorized personnel 

RETENTION AND DtSPOSAU 

Maintained indefinitely, no 
disposition schedule established, 

SYSTEM MANAGER<8) AND ADDRESS: 

Chief. Police Division. Panama Canal 
Commission. APO Miami 34011, 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer, Administration 
Building, Balboa Heights. R.P. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES; 

Requests should be addressed to 
either of addressees designated on 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10, 

RECORD SOURCE CATEGORIES: 

Compiled from individual arrest 
reports, from person arrested, and from 
identifying case report serial numbers. 

PCC/GSPL-15 

SYSTEM name: 

Complaints Against Policemen File, 
PCC/GSPl,-15. 

SYSTEM location: 

Balboa Police Station, Balboa, 

Republic of Panama. Cristobal Police 
Station. Administration Building. 
Cristobal. R.P. and Police Headquarters, 
729. Balboa, R.P. 

CATEGORIES OF INDIVIOUALS COVERED BY THE 

system: 

All police personnel about whom 
written complaints have been submitted 
from citizens. 

CATEOORteS OF RECORDS IN THE SYSTEM: 

Subject*8 name, badge number, date 
and time of the complaint, facts of the 
complaint as stated by the complainant, 
officer’s statement as to his actions, 
decision on complaint, actions taken by 
person investigating the complaint, 
results of the complaint. 


AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.S.C. 3031 (Siipp. Ill 1979); Article 
XI of the Panama Canal Treaty of 1977, 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDINQ CATEOORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CTO Part 10, 
Appendix A. 

pouacs AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Original letter of complaint 
retrievabiuty: 

By name of subject-police ofTicer. 
safeguards: 

Maintained In lockable file cabinet 
Access and use are restricted to 
authorized personnel. 

RETENTION AND DISPOSAL; 

Maintained indefinitely. No 
disposition schedule established. 

SYSTEM MANAOCR(S) AND AOORESS: 

Chief, Police Division, Panama Canal 
Commission, APO Miami 34011. 

NOTIFICATION PROCEOURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer. Administration 
Building, Balboa Heights. R.P. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Request should be addressed to either 
of addressees designated in Notification 
Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CF’R Part 10. 
RECORD SOURCE CATEGORIES: 

From person making complaint; from 
employee; witnesses: investigating 
officerfs). 

PCC/GSPt-16 

SYSTEM name: 

Traffic Accident Reports, PCC/GSPL- 
10 

SYSTEM location: 

Police Records Section, Building 729. 
Balboa. Republic of Panama and 
Cristobal Police Station. Administration 
Building Cristobal R.P.; and the Data 
Processing Division. Administration 
Building. ^Iboa Heights, R.P. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Persons involved in traffic accidents 
occurring in the Canal area. 


CATEGORIES OF RECORDS IN THE SYSTCS: 

Driver’s name, identifying number 
license number, residence, birth dal^ 
age. sex. citizenship, occupation, 
employer, address of employrr, 
description of vehicle or vehidn 
Involved, name, address and lelcpboee 
number of owner of vehicle, violatkms 
committed. noUitions of court 
proceedings and dispasitions. 
investigating officer’s name, and fscti 
and observations of the investigatioo. 
Subsystem contains diver’s name, 
identifying number or date of birth, and 
traffic accident number. 

AUTHORITV FOR MAINTENANCE OF THE 

system: 

22 U.S.C. 3831 (Supp Ilf 1979); ArHdc 
XI of the Panama Canal Treaty of 1977:0 
Panama Canal Code 1091. 

ROUTINE USES Of RECORDS MAINTAIMED « 
THE SYSTEM, INCLUDING CATEGORNS OF 
USERS AND THE PURPOSES OF SUCH USES; 

Routinely released to court ofTiciati. 
owners of vehicles, insurance 
companies, and law enforcement 
agencies with a need to know. See abo 
general routine use paragraphs in 
prefatory statement or in 35 CFR Pirt KL 
Appendix A. 

POLIOES AND PRACTICES FOR STORSlO, 
RETRIEVING, ACCESSING. RETAININQ, AMO 
OISPOSINQ OF RECORDS IN THE SYSIfM; 

STORAOe: 

Printed forms 8Mr by 11 fnchei; index 
cards: punch cards; magnetic tape; and 
computer-produced reports. 

retrievabiuty: 

Accident reports filed by accident 
number and date, cross-indexed by 
name of driver. Information on rniigDetic 
tape not retrievable by personal 
identifier. 

SAFEGUARDS: 

Active files maintained in file 
cabinets in offices locked when not IQ 
use. Magnetic tapes stored in locked 
rooms when not In use. Inactive files 
maintained in Agency Records CenteTiS 
building locked when not in use. 
Accident report files in Agency Recordi 
Center normally released only to 
designated Ponama Canal Commis^o® 
PoHce officials. Access to and use of sB 
records restricted to oulhorized 
personnel 

retention and disposal: 

Manual files destroyed five year afi» 
final disposition of case. Information 
magnetic tape automatically expungco 
three years after date of report unless 
longer retention is specifically 

requested. Computer-produced repOT 
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Rttinfd at Police Records Branch up to 

M year* and then destroyed. 

tyirta |MN*CtR($) *«> ADORSSS; 

Chief, of Police Division. Panama 
C»nal Commission. APO Miami 34011. 

wocroune: 

loformation may be obtained from the 
Suiem .Manager or the Agency Records 
dfliccr. Administration Building. Balboa 
Hfighls. R P. Rules are published in 35 
(JR Part la 

Mcoso access pboccouhe 
Requests should be addressed to 
filber of addressees designated in 
Kolification Procedures, preceding. 

COUTCSrmC RfCOflO P1«)Q€DUR£S: 

See rules publlshcnl In 35 CFR Part 10. 

«C0W SOURCE CATEGORICS: 

Compiled from information provided 
by the vehicle operator, v.’^tnesses, and 
theimesligating officer. 

KC/HL-t 

tmoiMAME: 

Occupational Mealth Records, PCC/ 
liL-1 


tmci location: 

Occupational Health Division. DIdg. 
721. Balboa. Republic of Panama; and at 
Occupational Health Centers in Balboa 
(Bldg 101. Miraflores (Bldg. 11, Pedro 
Miguel (Bldg. 6). Gamboa (Bldg. 63), Mt. 
Hnpe (Bldg. 5106). Gatun (Bldg. 122), 

Coco Solo Army Hospital (Building 
W06). Republic of Panama. 

CiTfOOaiCS Of INDIVIDUALS COVERED BY THE 
imoi: 

Employees of the Panama Canal 
Commission. 


UTICOWCS OF RECORDS IN THE SYSTEM: 

Pte-employment and periodic physical 
ttwniMtlons; medical examinations to 
wterone continuing fitness for duty 
®wni5tent with job qualifications and 
wj^irements. Documentation of medical 
B'wlmenl received by an individual on 
wouipaiient basis from hospitals. 

occupational health centers, and 
health facilities. Also may contain 
•ytracts in inpatient hospitulizutions* 
p^ailon on communicable diseases, 
•formation on participation in 
rehabilitation program. 

for maintenance of the 
Jg ' J^^22US.C.3611(Supp.IlI 

C^iScTcI. 


ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDINQ CATEGORIES OF 
USERS AND THE PURPOSES Of SUCH USES: 

Information that does not relate to 
alcohol or drug abuse may be released 
from these records to the extent needed 
as follows: To the Communicable 
Disease Center, Atlanta, Georgia, other 
Federal agencies, or Government of 
Panama health officials. See also 
general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10. 
Appendix A, 

POUCIES AND PRACTICES FOR 8TOR1NO, 
RETRIEVINO, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Paper records in Tile folders, 
individual forms, and cards. 

RETRIEV ability: 

Records of crossH^fercnee Index 
cards providing access to records are 
filed alphabetically by name. 

SAFEGUARDS: , 

Stored in metal file cabinets in 
buildings locked when not in use. or 
buildings with arounddhe^clock guards. 
Access and use are restricted to 
authorized personnel. 

RETENTION AND DISPOSAL! 

Retained until employee terminates 
employment with the agency. Thereafter 
retired to the Agency Records Center for 
disposition in accordance with Federal 
retention schedules. 

SYSTEM MANACER(S) AND ADDRESS: 

Director, Office of Health and Safety, 
Panama Canal Commission, APO Miami 
34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained as 
appropriate from the following officials: 

1. Assistant Director-Administration, 
Office of Health and Safety, Panama 
Canal Commission, APO Miami 34011. 

2. Chief. Occupational I lealth 
Division. Panama Canal Commission. 
APO Miami 34011. 

Rules are published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to the 
Systems Manager. Procedure for 
disclosure of information from the 
medical records of the individual 
requesting access arc set forth in 35 CFR 
10.9. 

RECORD Source categories: 

The individual to whom the 
occupational health record pertains, 
attending physicians and allied health 
personnel involved in the individuars 
treatment. 


PCC/MRBL-2 

SYSTEM NAME: 

Marino Accident Investigation 
Rcports/Statistics, PCC/MRBI.r-2. 

SYSTEM location: 

Board of Local Inspectors. Bldg. 5140, 
Diablo. Republic of Panama, and Data 
Processing Division, Administration 
Bldg., Balboa Heights. Republic of 
Panama. 

categories of individuals covered in the 
system: 

Panama Canal Commission pilots 
involved in marine accidents during 
transit operations: and persons injured 
in murine accidents during transit 
operations (since 1960). 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Pilot's name, case number, vessel 
description (name, type, length, beam), 
date, time and location of accident, 
direction vessel was traveling, damage 
type and dollar estimate, fault or no 
fault, transcript of hearing held by the 
Board of Local Inspectors, 
administrative reports prepared by 
Navigation Division regarding marine 
accidents, name of injured parties, 
medical report on injured parties, and 
other information which may be 
pertinent to the Board's investigation. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

22 U.S.C. 3777-3778 (Supp. Ill 1979); 
Article III of the Panama Canal Treaty 
of 1977; 35 CFR Parts 115 and 117. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDINQ CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

The final published report of findings 
of an investigation is available to the 
publia Information about an accident 
under investigation may be disclosed to 
parties having a legitimate interest 
therein, such as owners or operators of 
vessels, insurance underwriters, legal 
counsel. See also general routine uses in 
35 CFR Part 10. Appendix A. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVING. ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Computer tapes, paper printouts; logs, 
and charts, tapes, paper files, transcripts 
of Board proceedings. 

RCTRIEVABIUTV: 

Pilot's name code, case number, and 
most other data elements in the system. 

SAFEGUARDS: 

On-line access restricted to a limited 
number of authorized personnel who use 
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a confidential identifying code and 
access code. One person has been 
designated to maintain control of all 
input documents and issuance of repi>rt 
information. Reports and tapes are kept 
in a locked cabinet or secure area when 
not in use. 

RETtNTIOM AND DfSPOSAU 

No retention schedule established. 
Retained Indefinitely. 

SYSTEM MAMACERtS) AMO AOORCSS: 

Chairman. Board of I^cal Inspectors. 
Panama Canal Commission. APD Miami 
34011. 

NOTIFICATION PROCCOURC: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer. Panama Canal Commission. 
APO Miami 34011. Rules are published 
in 35 CFR Part 10. 

RECORD ACCESS PROCECXiRES: 

Requests from individuals should be 
addressed to either of addressees 
designated in Notification Procedures, 
preceding. 

CONTE 8TINO RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCt CATEGORIES: 

Individuals involved in accident, 
administrative reports from Marine 
Transit Operations Division personnel 
investigations by the Board. 

PCC/MRNV-1 

SYSTEM NAME: ^ 

Marine Accident Reference Cards, 
PCC/MRNV-1. 

SYSTEM location: 

Navigation Division. 2nd floor. 
Building 28. Balboa Industrial Area. 
Balboa. Republic of Panama. 

CATEGORIES OF INOIVIOUALS COVERED SY THE 
SYSTEM: 

Panama Canal Commission. Pilots 
employed by the Navigation Division. 

CATEGORIES OF RECORDS IN THE SYSTEM; 

Rmployec’s name, identification 
number, date of birth, dates of 
promotion, and ship accident data: 
including the ship's name, description, 
date of occurrence and fault or no fault 
of employee involved When a ship 
incident does not require a Board of 
Ijocal Inspector's investigation, an 
administrative report noting the date, 
ship's name and description is included. 

AUTHORTTY FOR MAINTENANCE OF THE 

system; 

22 U.S.C 3777-3778 (Siipp. Ill 1979): 
Article 111 of the Panama Canal Treaty 
of 1977; 35 a-K Part 117. 


ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCtUOfNQ CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CTO Part 10. 
Appendix A. 

POLICIES AND PRACTICES FOR STORING. 
RETRIEVING. ACCESSING. RETAINING. AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Paper cards and sheets. 

RCTRIEVAeiUTY: 

Filed alphabetically by last name. 
safeguards: 

Kept in lockable file cabinet or desk. 
Access and use are restricted to 
authorized personnel 

RETENTION AND DISPOSAL: 

No retention schedule established. 
Retained indefinitely. 

SYSTEM MANAOEiqs) ANO ADDRESS: 

Administrative Officer. Navigation 
Division. Panama Canal Commission. 
APO Miami 34011. 

NOTlFtCATION PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer, Administration 
Building. Balboa I ieights. R.P. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEOURCr. 

Sec rules published In 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Chairman, Board of Local Inspectors. 
Deputy for Support Operations. 

PCC/MRNV-2 

SYSTEM NAME: 

Pilot Workload Statistics. VCCl 
MRNV-2 

SYSTEM location: 

Navigation Division. Transit 
Operations. Murine Traffic Control 
Center. Bldg. 910. La Boca. Republic of 
Panama; and Data Processing Division. 
Administration Building Balboa Heights. 
R.P. 

categories of mdiviouals covered by the 
system: 

Panama Canal pilots. 

categories of records in the system: 

A pilot master file and information for 
producing reports on the workload of 
the pilot force. The master file contains 
information such as pilot's name. 


identification number, moiling addn»$i 
home telephone number, residence 
education level professional iJcen^ 
data, and officer and maritime ^ 
experience. Also included it such 
Panama Canal Commission employment 
information as employee status, pilot'i 
home district, qualification and group 
numbers, seniority number and dale, 
and termination dates and reasons. 
Reports produced include, for each pikg, 
such information as dally details of 
transits, hours worked, travel hours, ind 
available time. 

authority for maintenance of tmi 
system: 

22 U.S.C. 3811 (Supp. Ilf 1979h Artlds 
111 of the Panama Canal Treaty of 1977; 
35 CFR Part 105. 

routine uses of records MAINTAINeO M 
THE system. mCtUDINO CATEOORtES OF 
USERS AND THE FURROSES OF tUCN USES: 

Sec general routine use paragraphs in 
prefatory statement or In 35 CFR Par! ta 
Appendix A, 

FOUCIES AND PRACTICES FOR STORSM. 
RETRIEVtNQ, ACCESSING, RETAINING, ANO 
DISPOSING OF RECORDS IN THE SYtTEM: 

storage: 

Magnetic tape and punched cards; 
computer printouts; cximputer input 
forms. 

RETRIfiV ability: 

By name of pilot. 

safeguarob; 

Computer printouts and input forms 
kept in lockable cabinets in rooms 
locked when not In use. Magnetic tapes 
kept in locked rooms when nol in use. 
Access and use restricted to authorized 
personnel 

RETENTION ANO DISPOSAL.* 

Input forms kept at Marine Traffic 
Control Center up to three months then 
sent to Agency Records Center, where 
retained for three years and then 
destroyed. Pilot master file purged ai^ 
updated weekly; workload data retained 
on magnetic tape indefinitely. Computer 
printouts retained up to one year at 
Transit Operations Center, then sent to 
Agency Records Center, where refahica 
for three years and then destroyed. 

SYSTEM MANAOER(S) ANO ADDRESS: 

Adminstrative Officer. Navigalw® 
Division. Panama Canal Commissi*^®* 
APO Miami 34011. 

NOTIFICATtON PROCEDURE: 

Information may be obtained from ^ 
system .Manager or the Agency Recor 
Officer. Administration Building, Iw 
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Hrijjhl*- Rl*. R"!** published in M 
CFBPiirtia 

Kcem Access rwocciHiws: 

itoquestt should be addrcswHl to 
„i]utofaddrcssct>s designated in 
SoliRMlionPnKUHlun«. preceding. 

(jBTisnNO «£COW enoctoonss: 

SrenilM poblishtid in S5 CFR Part 10. 

IfCOM) SOUWet CATtGOPtICS; 

Pilots. 

PCC/OII-1 

ffSTtMfMMr 

Ombuitsmun Iuv4^lig4itkMi Files, PCC/ 
OM-1 

SySTUILOCATIOfi: 

OfTicf of fhr Ombudsmon. Dull ding 37, 
Balboa, Rqniblir of f’nmimii. 

UTtCOfVeS Of IMDIVIOUALS COVCRCO IN THE 
SYSTUl: 

Rmployres and former employcf^s, and 
depeodents of the Punama Canal 
Conunisslon. Ot partrafnit of Defense. 
SnitiMonLan Tropical Research Institute. 
Federal Avistioa Administration, and 
any other US. Covemmeol agency 
opfTahng prior to October 1,1979 in the 
{onner C^il Zoiie^ who have submitted 
comphiints. grievanoes, roqiu^ls, or 
luggestions to ibc Ombudsinan. 

unoowfs Of Rccoaos m the svsTEnr 
Pjrployce’s or dt^pimdent's name, 
deflt^ing number, residence, 
blizenship. employing unit, mailing 
•ddreat, description or history of 
poblem. facts and observations of 
investigation, and other materials 
pbeed into the record to complete the 
tw file and to document the actions, 
rfjciuwns. findings, or recommendations 
of the Ombudsman. 

K>S MAINTEMAHCI Of THE 

mrnt 

22 U.S.C. 3611 and 3623 (Supp. Ill 
Article HI of the Panama Canal 
Tfftily of 197a 

uses Of RECOaOS MAINTAiPatO IN 
WCUNMNO CATCOOINES Of 
AIR) THE eURPOSES Of SUCH USES: 

Wonnstion tn the system may be 
to other U.S. Government 
or Covemment of Panama 
as necessary to investigate the 
under review by the 

See also the general 
j^'me UM, in 35 cm p„rt 10. Appendix 


►"Acnctt FOR STOWNO. 

NCTAmiNO. AN 
OF MCOWM in TMf SYSTEM 


iTOMOt 

records in file folders; aiH 


ncTmEVAaiuTv: 

Filed by case number; reff.»rence to log 
enables relrioval by indivniluars name. 

SAfEOUAROS: 

Reconis muinlained in locked security 
filing cabinet or safe in building which is 
locked after duly hours. Access and use 
ore restricted to authorized pirrsonnci. 

RETENTION AND DtSPOSAU 

Retained 5 years after final 
disposition of case, then destroyed. 

SYSTEM MANAGER(S) ANO AOORESS: 

Ondiudsmon. Panama Canal 
Commission, APO Miami 34011. 

NOTIfICATION RROCEOURC: 

Information may be obtainixl from the 
System Manager or the Agency Records 
Officer, Panama Canal Commission, 
APO Miami 34011. Rules an* published 
in 35 CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests from individuals should bo 
addressed to oither of addressees 
designated in Notification Procedure, 
preceding. 

CONTESTIMO RECORD PROCEDURES: 

S(!e mies published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Information is obtained from Ibe 
fximplainant/suggeslor. and from 
various othf*r sources in Ibe course of 
investtgatlons. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT: 

All iiiformulion in this system whidi 
is investigatory material compiled for 
law enforcement purposi^s or would 
reveal the identity of confidential 
sources is exempt from certain 
subsections of 5 LJ.S.C. 552a and from 
the procedures for access and contest 
set forth in the agency's regulations. Sec 
35 CFR 10.22. 

PCC/PR-2 

SYSTEM NAMr. 

Fjnployce Benefits Records. PCC/PR- 

2 

SYSTEM LOCATION: 

Personnel Operations Division, Bldg. 
366, Ancon, Republic of Panama. 

CATEGORIES Of INOIVIDUALS COVERED SY THE 
SYSTEM: 

Current and former employetni and 
their dopeiidenls or other members of 
their household. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Determinations of employees' 
eligibility for, or entitlement to, the 
tropical differential, home leave and 


repatriation travel. Commission housing, 
and other employee benefits. 
Detcrminiition of an individual's status 
us dependent or member of household of 
employee to establish his or her 
eligibility for residence in Commission 
housing, medical treatment, education, 
purchase authority, and transportation 
benefits. These records arc maintained 
in addition to and interfiled with the 
records in Official Personnel Folders 
belonging to the Office of Personnel 
Management. See PCC/PR-6. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

5 U.S.C. 5701-42 and 5942; 22 U.S.C. 
3641-3650 (Supp. Ul 1979): Articles III 
and X of the Panama Canal Treaty of 
1977. * 

ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDINQ CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES: 

See General Routine Use paragraphs 
in prefatory stutemrnf or in 35 CFR Paii 
10. Appendix A. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVINO, ACCESSING. RETAINING, ANO 
DISPOStNG Of RECORDS M THE SYSTEM: 

STORAGE: 

These paper records a/e maintained in 
addition to and interfiled with the 
records in Official IVrsonnol Folders 
belonging to the Office of Personnel 
Management. See PCC/PR-6. 

RCTRIEV ability: 

Filed alphabetically by naim: of 
employee. 

SAFEGUARDS: 

Stored in metal file raibinets in 
buildings locked when not in use. 

Access and use arc restricted to 
authorized personnel. 

retention AND DISPOSAL! 

Permanent. 

SYSTEM MAMAGCR(S) ANO ADDRESS: 

Director, Office of Personnel 
Administration, Panama Canal 
Commission, APO Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may he obtained from 
Systems Manager or the Agency 
Records Officer, Administration 
Building. Balboa Heights, R.P. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of the addresses designated in 
Notification Procedures, preceding. 

CONTEST1NQ RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 
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MECOPO SOUPCE CATEOOPIES: 

Subject employees and offidais of the 
Canal agencies. 


access and contest set forth In the 
agency’s regulations. See 35 CFR 10.21. 

PCC/PR-9 


SYSTEM MANAOEntS) AND ADOSfSS. 

Incentive Awards Secretar>. Panama 
Canal Commission. APO Miami woll. 


PCC/PR-4 
SYSTEM NAME: 

Personnel Security Files. PCC/PR-4 
SYSTEM location: 

Personnel Security Section. Office of 
Personnel Administration. 
Administration Building. Diilboa 
Heights, Republic of Panama. 

CATECOniES OF INDIVIDUALS COVENED BY THE 

system: 

Current and former employees of the 
Panama Canal Commission. 

CATE GOBIES OP RECOBDS IN THE SYSTEM: 

Personal history statements, security 
clearance, results of background 
investigations, and documents 
conlaining information obtained under a 
pledge of confidentiality. 

AUTHOfUTY FOB MAINTENANCE OF THE 

system: 

F.O. 1CM50: E.0.10S65; Part 60.14. Sub« 
Chapter B of Chapter 1. Title 35 CFR; 
PCPM Chapters 732 and 736; 22 U.S.C. 
3611 (Supp. Ill 1979); Article III of the 
Panama Canal Treaty of 1977. 

BOUTINE USES OF RECOBOS MAINTAINED IN 
THE SYSTEM. INCtUOINO CATEGOBffS OF 
USERS AND THE PURPOSES OF SUCH USES: 

See general routine use parugrpuhs in 
prefatory statement or In 35 CTO Part 10. 
Appendix A. 

POUCIES AND PAACTiCtS FOB STOBINQ, 
RETfUEVING. ACCESSING. BETAJHING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE 

Printed forms. 8 by lOVi inches, 
microfilm 

retrievabiuty: 

Indexed by name. 

SAFEGUARDS: 

Maintained in lockable file cabinets. 
Access and use are restricted to 
uuthorired personnel. 

RETENTION AND DISPOSAL: 

Destory 20 years after dale of last 
action. 

SYSTEM MANAOER(S) AND ADDRESS: 

Director, Office of Personnel 
Administration. Panama Canal 
Commission. APO Miami 34011. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS Of THE ACT. 

All information in this system is 
exempt from certain subsections of 5 
U.S.C. 552a and from the procedures for 


SYSTEM NAME: 

Incentive Awards Program Files. 
PCC/PR-^. 

SYSTEM location: 

Incentive Aw'ards Office. Bldg. 5553. 
Diablo I leights. Republic of Panama. 

CATEGORIES Of INDIVIDUALS COVERED BY THE 
SYSTEM: 

All employees of Panama Canal 
Commission who have filed suggestions 
or received honorary awards under the 
Incentive Awards Program since 1954. 
Supervisors of suggesters since 1974. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Employee’s name, identifying number, 
grade, occupation, employing unit, 
suggestion number, rejection or approval 
date, amount awarded, card control 
number. Supervisor’s name, employing 
unit, number of suggestions submitted 
by his employees, omount awarded, and 
savings to the Commission. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

5 U.S.C. 4501 cl seq.: 22 U.S.C. 3611 
(Supp. Ill 1979) and Article Ill of the 
Panama Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Information from this system of 
records moy be used to: (a) prepare 
reports for the Office of Personnel 
Management: (b) promote the awards 
program through the local news media; 
and (c) respond to inquiries from labor 
unions, award recipients, employee and 
professional organi/jitions. 

See also general routine use 
paragraphs in prefatory slalement or in 
35 CFR Part 10, Appendix A. 

POUCIES AND PRACnCCS FOR STORING. 
RETRIEVING. ACCESSING, RETAINING. AND 
DISPOSING Of RECORDS HU THE SYSTEM: 

storage: 

3 by 5 inch cui^s; suggestion forms; 
relati^ documents. 

retrievabiuty: 

Filed or indexed by name. 

SAFEGUARDS: 

Records maintained in metal card files 
and lockable metal filing cabinets. 
Access and use are restricted to 
authorized personnel. 

RETENTION AND DISPOSAL! 

I leld three years after employee’s 
termination and then destroyed by fire. 


NOTIFICATION PROCEDURE: 

•Information may be obtained from thr 
Systems Manager or the Agency 
Records Officer. Administration 
Building. Balboa Heights. R.P Rules ajt 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES; 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10 


RECORD SOURCE CATEGORIES; 

From suggestion forms prepared by 
employees to whom the record pertains 
and from honorary award 
recommendations submitted by 
authorized management officails 


PCC/WO-1 (Se« PCC/WO/AE-2) 


Title lasting of Inactive Panama Canal 
Commission Systems of Records 
Advance Authorizations to F.nter the 
Canal Zone. PCC-CZC/ADRM-2 
Canal Zone Board of Regislratkin for 
Architects and Professional 
Rngineers Directory. PCC-CZC/ 
BRAE-2 

Canal Zone Board of Registration foe 
Archltecl.s and Professional 
Engineers Reference Files. IK^C- 
CZG/BRAE-1 

Case Investigations. PCC-CZC/ 
CAPS-2 


Cash Register Receipt Shortages. 

l>CC-CZC/FVCA-2 
Civil and Amateur Radio Operator 
and Station license Files, PCC- 
CZG/CALS-4 

Contract Employee Payroll Recocdi. 
PCC/ECCN-2 

Driver’s License Invesligatoiy I’lle. 


PCC-CZG/.CAIS-7 
Driver’s License Revocation lists, 
PCOCZG/CAPL-20 
Employee Application for Outside 

Employment, PCC/AMSA-2 . 

Expert and Consultant Records. PUt/ 


Fishing Pass Applicalion File. PCC* 
CZG/CALS-3 
Health. Medical. Denial, and 
Veterinary Records Systems. 
CZG/IIUI , ort-. 

Hunting Permit Applical'**** 


CZG/CALS-2 _ 

Immigration Detention Orders. 

CZG/CACU-12 _ 
Inmate Trust Fund File. PCC-CZC/ 
CAPIM4 
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Etempl. I'(:C-CZC/IIU2 
Medical Ailminislrulion Syslem- 
NonPMTWpl- I*CC-CZG/I II^ 

Molar Vehicle and Molorlwat 
Recwlralinn and 0|)eralor** License 

Files, PCC-CZC/CAI.S-8 
OfTidal PiTBiils to I lave or Carry 
Fireanas. fCC-CZG/CALS-ll 
Ptiilalelic Prey®'”- PCC-CZG/CAPS- 


5 

jHiirchds^ AuthoHly Ceirds, PCC-CZG/ 
ADCS-1 

Rcrords, P(^C-CZC/SC-4 
Kunn<?rs. FVdtllers. and Solicitors 
Application and License Files, PCC- 
CZG/CALS-10 

Student Record System. PCC-CZC/ 
CASC-l 

US Immigration and Niilunilization 
Service. U.S. Citixenabip Certificate 
Application and Appointment 
Rccoids. I>CC-CZC/CACU-10 
Vchlrlr Registnition for RP Series 
License Plates, l*CC-CZC»/CACU—9 
Visa Records. ICC-CZG/CKr-l 
(STATE-^l 


PCC-CZG/AOGS-1 


rrsmi NAMc: 

Purchase Authority Curds. PCC-CZC/ 
ADGS-1 


ftsnM iocatiom: 

Agency Records Center. Huilding 42- 
0. Diablo. Republic of Punuma. 

CATtCOmeS Of tMOIVIOUALS COVCRCO SV THC 
pmt 

Employees of private comp«inies. 
Organhutions. and certain other 
VnTnunent agencies* und other 
3}dividuals that qualify for purchase 
authority, 

CATIOOSIES Of RECORDS IN THE SVSreiN: 

Name, employment status, residence, 
milling address. purchasC'authority 
ilatai marittti status, citizenship, age. 
names and ages of dependents, und 
history of identification cards Issued. 

! 

I yTHOR fTV fOR MAIMTENANOI Of THE 

I 

Article HI. 1936 General Treaty of 
I rrierulship and Cooperation. 53 Slat 
! |«r: Articles XI and XII. 1955 Treaty of 
I Mulwil Understanding and Cooperation. 
■ ^ s c 3611 (Supp. Ill 

I 1^1; Article III of the Panama Canal 
ifpsly of 1977. 

Of RECOnOS MAINTAINED IN 
I JNCCUOINO CATEGORIES Of 

I and the purposes Of SUCH USES: 

: bdonmition from this system mny be 
0“tl'»«d to court ofnciala for the 

“ compiling jury duty rosters. 

I B routine use paragraphs 

^Pmialurj* statement or in 35 CF’R Part 
I ^Appendix A. 


I 



POLICIES AND PNACTICES FOR STORING. 
RETRIEVING, ACCESSING. RETAINING. AND 
DISPOSING Of RECORDS IN THE SYSTEM: 

STORAGE; 

Printed forms. 8 by 10inches. 

retrievabiuty: 

AlphabcticiiDy by name. 

SAFEGUARDS; 

Lockable file cabinets. Access and use 
are restricted to authorized personnel. 

RETENTION AND DISPOSAL: 

Minimum of 5 years after individual 
ceases to qualify for purchase authority. 
Shredded. 

SYSTEM MANAGER<S) ANO ADDRESS: 

ChieL Rcc:onls Management Branch. 
Panama Dinal Commission. Records 
Management Branch. AIXJ Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may t>e obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg.. Bal^a Heights, 
Republic of Panama. Rules arc 
published in 35 C1**R Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addre.ssed to 
either of addresses designated in 
Notification Procedures, prei^eding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 Cra Part 10. 

RECORD SOURCE CATEGORIES: 

From individuals. 

PCC-CZQ/ADRM-2 
SYSTEM name: 

Advance Authorizations to F.ntcr the 
Canal Zone. PCC-CZC/AURM-2 

SYSTEM location: 

Agency Records Center, Building 42- 
D. Diablo. Republic of Panama. 

categories of INDIVIDUALS COVERED BY THE 
system: 

Individuals issued advance 
authorization to cuter the Canal Zone. 

categories Of RECORDS IN THE SYSTEM: 

Advance authorizations to enter the 
Canal Zone und related papers, such as 
extensions to slay and changes in Canal 
Zone immigration status. 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

2 (1Z.C 841, 7UA Slat. 32: E..O. 11305: 
35 CFR 59.22-3; 22 U.S.Q 3611 (Supp. Ul 
1979); Article 111 of the Ihinama Canal 
Treaty of 1977. 


routine uses of RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDING CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

See general routine use paragniphs in 
prefatory statemenl or in 35 CFR P4Ui 1(1, 
Appendix A. 

POLICIES ANO PRACTICES FOR STORING, 
RETRIEVING, ACCESSING. RETAINING. AND 
DISPOSING OF RECORDS IN THE SYSTEM; 

storage: 

Paper records on backers. 
retrievabiuty: 

Filed alphabetically by name of 
entrant. 

SAFEGUARDS: 

Stored in metal file cabinets in file 
room locked when not in use in a 
building with around>lhcr-clock guard. 
Access and use arc restricted to 
authorized personnel. 

RETENTION ANO DISPOSAL.* 

After 2 years, transferred to Agency 
Records Center, then destroy€:d after 2 
more years. 

SYSTEM MANAOER(S) AND ADDRESS: 

Chief. Records Management Branch, 
Panama Canal Commission Records 
Management Branch. APO Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Admin. Bldg.. Balboa Heights. 
Republic of Panama. Rules arc 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10, 

RECORD SOURCE CATEGORIES: 

Sponsors of entrant. 

PCC/AiyiSA-2 

SYSTEM NAME: 

Employee AppHcolion Outside 
Employment, rcC/AMSA-2. 

SYSTEM location: 

Administrative Services Division, 
Administration Building, Balboa 
I leights. Republic of Panama. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 
SYSTEM: 

Employees or former emp]oytM:$ who 
have applied for permission to engage in 
outside employment. 
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CArcooRies Of rccoads m thc srsrcM; 

Nairn? of fmployec, name of outside 
eniployiT. Iiication of outside 
iMupIciyfUfml. number of hours employed 
wefrkly. nature of work performed. 
brKiiinin^; and ending dales of outside 
employment, and conditions placed on 
employee concerning outside 
funploynteni permission. Also may 
include lettc?rs from the Government of 
Panamii staling there is no ob)oction to 
the proposed employment. 

AUTHOmrv FOft MAINTENANCC Of THE 
SYSTEM: 

2Z u s e ,1611 and 3622 (Supp. HI 
1979); Article 111 of the Panama Canal 
Treaty of 1977; E O. 11222 of May 8. 

1965. 

ROUTINE USES Of RECORDS MAINTAINEO IN 
THE SYSTEM. INCLUOINO CATCCORtES Of 
USERS AND THE PURPOSES Of SUCH USES: 

RcIcmsihJ to Internal Revenue Service 
and government of Pananra officiaU 
upon n?qucsl to inform them which 
employees engage in outside 
employment. Sec also general routine 
iLse paragraphs in prefatory statement or 
In 35 CFK Part 10. Appendix A. 

POLICIES AND PRACTICES FOR STORING. 
RETRIEVING. ACCESSING. RETAINING. AND 

Disposing of records m the system: 

STORAGE: 

Printed form 0 by lOVit incdics. 
retrievability; 

Filed by expiration date. Separate 
index maintained by name. 

SAFEGUARDS: 

l.(>(:kfible tile cabinet. Access and use 
are n?slrirted to authorixed personnel. 

retention and disposal: 

Minimum of 5 years after expiration of 
permit. Disclosed of by shredding. 

system manager(s) and address: 

Chief. Records Management Branch. 
Panama Canal Commission. Records 
Management Branch. APO Miami 34011. 

NOTIFICATION PROCEDURE! 

Information may be obtained from the 
Systems Manager or the Agency 
Reajrds Officer. Administration 
Building. Uallioa Heights. R.P. Rules are 
puitlishf^d in 35 CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
LMther of addn!sses designated in 
Votiriuilion IVoceduft!S. preceding. 

:ONTESTJNG RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 


RECORD SOURCE CATEGORIES: 

From individual to whom application 
pertains. 

PCC-CZG/BRAE-1 

SYSTEM NAME: 

Canal Zone Board of Regt.xtration for 
Architects and Professional Rngineers 
Reference Files. fH:C-CZG/BRAE-1 

SYSTEM LOCATION: 

Agency Records Center. Buildaig 42- 
I), niablu. Republic of Panama. 

CATEGORIES Of INDIVIDUALS COVERED 8Y THE 

system: 

Active und inactive indi\iduals 
certified as Engineers-In-Training (EIT| 
or registered as IVofcssional Engineer 
(PE) or Architect (RA) in the Canal 
Zone. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Complete application.^ detaining 
personal history, educational record and 
references and record of professional 
practice; reference letters from 
individuals, verification letters from 
schools. State Boards. National Council 
of Engineering Examiners (NCEEJ/ 
National Council of Architectural 
Registration Boards (NCARB). etc. 

AUTHORITY fOR MAINTENANCE Of THE 
system: 

35 CFR 69(A) and 2CZ.C lin-75; 22 
U.S,C. 3611 (Supp. Ill 1979): Article 111 of 
the Panama Canal Treaty of 1977. 

ROUTINE USES Of RECORDS MAINTAINEO IN 
THE SYSTEM. INCLUDING CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES: 

Disclosure to National Council of 
Engineering Examiners (NCEE). 

National Council of Architectural 
Registration Boards (NCARB) and all 
Stale Board jurisdictions in connection 
with Publication of Roster. 35 CFR 
69.141. See also general routine use 
paragraphs In prefatory statement or in 
35 CFR Part 10. Appendix A. 

POLICIES ANO PRACTICES fOR STORING. 
RETRUEVING, ACCESSING. RETAINING. ANO 
DISPOSING Of RECORDS IN THE SYSTEM: 

STORAGE; 

File folder by 11 inches. 

retrievabiuty: 

Alphabetically by status of 
certification und registration. 

SAfECUARDS: 

Active records maintained in locked 
File cabinet: inactive records maintained 
in office file cabinets. Access and use 
are restricted to authorized personnel. 


retention and disposal: 

Active files maintained ladennilelY 
Inactive files muinlained inderirUlcl/cir 
three years ufler death File« duajo.. » 
by shredding. 

system MANAGERlS) ANO ADDRESS; 

Chief, Records Managemetii Branck 
Panama Canal CommissiorL Ricords 
Management Branch. APO Miami 34 oii 

NOTIfICAT10N PROCEDURE; 

Information may be oblaincd fmm the 
System Manager or the Agency Rrcortb 
Officer. Admin. Bldg., Balboa lleighu. 
Republic of Panama, Rules are 
published in 35 CFR Part 10 

RECORD ACCESS PROCEDURE 

Requests should be addressed to 
cither of addresses designated in 
Notification Procedures, preceding 

CONTESTING RECORD PROCEDURES 

Sec rules published in 35 CFR Rnrl 16 

RECORD SOURCE CATEGORIES; 

Individual applicant, personal 
references. NCEE. NCARB. Stale 
Boards. 

SYSTEMS EXEMPTED fROM CERTAIN 
PROVISIONS Of THE ACT. 

All information in this system which 
is investigatory material compiled for 
low cnforcemeni purposes or would 
reveal the identify of confidential 
sources, or is testing or examinaticm 
material is exempt from certain 
subsections of 5 U.S.C. 552a ond from 
the procedures for access and contest 
set forth in the agency’s reguliitions. Set 
35 CFR 10.22. 

PCC'CZG/BRAE-2 

SYSTEM NAME: 

Canal Zone Board of RegiHlmtion far 
Afxdiltects and Prufessional Kngineers 
Directory'. I»CC-CZC/BRAf:-2. 

SYSTEM LOCATION: 

Agency Records Center, Building 42* 
D. Diablo. Republic of Panama 

CATEGORIES OF INDIVfOUALS COVERED SV TMl 
SYSTEM: 

All certified Engineers-in-Training 
(EIT) and registered Professional 
Engineers (PE) and Architects (RAJ 

CATEGORIES Of RECORDS IN THE SYSTEM 

Numerical listing of Engineers-in' 
Training. Professional Engineers and 
Architects by number, name and 
methods or registration. 

AUTHORITY FOR MAINTENANCE Of THE 
SYSTEM; 

35 CFR 09 and 2 C.Z.C. 1 171-75 7fr-A 
Slat. 40-41; 22 U.S.C. 3611 (Supp- HI 
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Iff r. Article III nf the Pnnama Canal 
TfpitJ' of 

U$l$ Of RECORDS ISAIMTAtMEO IN 
THlS^STfil, INCIUOINO CATEGORIES Of 
IrtlRS AND THE fURPOSES OF 8UCN USES: 

For routine ti!wr by the Board and for 
oroparallon of the annuoI rcpoH (35 CFR 
mm nnd Iht* (^5 Cf-*R 89.141); 

Boanl members. Executive Secretary to 
the Board and each nrrhilccl and 
prolrwloniil engineer and architect-in- 
twining and cngineer-iii-training and 
otbpT iNwns upon mqucsl as set forth 
inasa’RO^i l-»4. Sec also general 
nwtinc use panigrnphs in prefatory 
ilaticincnl or in 35 Cl**R Part 10. 

Ap{)endix A. 

pouacs AND PRACTICES FOR STORING, 
ICnnEflNO. ACCESSINO, RETAINING. AND 
OlSfOSlNQ Of RECORDS IN THE SYSTEM: 

trORAGC: 

Zh by 11 inch papers in file folders. 

KTIUeVAItUTY: 

.\timcricully by certiflealion/ 
rrglAlnitlon numlwr; cross referenced by 
Bnnte. 

SAfECUARDS: 

File cabinet. Access and use are 
mtriited to aulhori'/ed personnel. 

UniNTION AND CMSPOSAi: 

Indefinite. KetatniKl by Board for 
rcfmmo* purpose's. 

tVSTlM MANAO€R(S) AND ADDRESS: 

Chief. Records Nt.inagcment Branch, 
Panama Canal Commission, Records 
Munageniunt Branch. APO Miami 34011. 

NOTlflCATION PROCEDURE: 

Information may be obtained from the 
Syitrni .Manager or the Agency Records 
Officer. Admin. Bldg., Balboa Heights, 
Republic of Panama. Rules are 
published in 33 ere Part 10. 

MCORD access PROCEDURES: 

R«|ijcsis should be addressed to 
fitber of addn>ssccs designated In 
^^l^hcuiion Procedures, preceding. 

^OUTlfTlNO RECORD PROCEDURES: 

See rules published in 35 CFR. Puri 10. 
•KOfO SOURCE CATEGORIES: 

from applicant and other sources. 
^/CZO/CACU-9 


CATEGORIES OF INOA/fDUALS COVERED BY THE 
SYSTEM: 

U.S. Government employees, military 
personnel and dependents resident in 
Panama but entitled to Canal Zone duty 
free entry of vehicles. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Name, number, citizenship, personal 
description, address, and vehicle 
description. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

35 ere Part 57; 22 U.S.C 3611 (Supp. 
Ill 1979): Article III of the Panama Canal 
Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCUIOINO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Sec general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10, 
Appendix A. 

POUCIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Cards—3 by 6 incihes. 

RETRIEVABILfTY: 

Name and number. 

SAFEGUARDS: 

File cabinet. Access and use arc 
restricted to authorized personnel. 

RETENTION AND DISPOSAL! 

Retained for 1 year after close of 
calendar year in which records arc 
created; then destroyed. 

SYSTEM MANAQER(S) AND ADDRESS’. 

Chief, Records Management Branch. 
Panama Canal Commission. Records 
Management Branch, APO Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may bo obtiiined from the 
System Manager or the Agency Records 
Officer. Admin. Bldg. Balboa Heights, 
Republic of Panama. Rules ore 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should he addressed to 
cither of addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 ChK Part 10. 


VAidc Rejiislration for RP-Series 
Pl-iie*. I'CC-CZG/CAClMl. 

*'*nMU>C*TIOM; 

Records Center, Buildins 42- 
O Uuiblo. Republic of Panama. 


RECORD SOURCE CATEGORIES 

From individual applicant. 
PCC-C2G/CACU-10 

SYSTEM NAME: 

U.S. Immigration and Naturalization 
Service, U.S. Citizenship Certificate 


Application and Appointment Recfjnls, 
PCC-CZG/CACU-IO. 

SYSTEM LOCATION: 

Agency Records Center, Building 42- 
D, Diablo. Republic of Panama. 

CATEGORIES Of INDIVIDUALS COVERED BY THE 
SYSTEM: 

Persons bom outside the Unitifd 
States who an* requesting Unitcfd Stuti:s 
citizenship certificates issued by the 
Immigration and Naturalization Service 
pursuant to one or more of the statutes 
referred to in the authority portion of 
this notice. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

The application forms with supporting 
documentation such as birth, death, and 
marriage certincates, affidavits and 
other related papers are forwarded 
directly to the U.S. Immigration and 
Naturalization Service for processing. 

An index card containing the nppliaint's 
name, address, the date the appIic4ilion 
was received locally, and the certlficato 
number is retained locally for 
appointment scheduling purposes, 

AUTHORHY FOR MAINTENANCE OF THE 

system: 

8 U.S.C. 1101 note. 1443-4, 1451-4; 22 
U.S.C 3611 (Supp. Ill 1979); Article III of 
the Panama Canal Treaty of 1977. 

ROUTINE uses OF RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDfNG CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Routine use Includes the tranHmiltal of 
the application and accompanying 
documents to the U.S. Immigration and 
Naturalization Service for processing. 
See olso general routine use paragraphiT 
in prefatory statement or in 35 Cre part 
10, Appendix A. 

POLICIES AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSOIG, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

8 by lOVii inch application fomi and 
paper certificates and documents; 3 by 5 
inch file cards. 

retrievability: _ 

Name and address. 

SAFEGUARDS: 

Stored in unlocked file drawers in 
office locked when not in use. Access 
and use are restricted to authorized 
personnel. 

RETENTION AND DISPOSAL! 

Destroyed by paper shrcnlder at end of 
useful life. 
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SYSTEM MANAGCII(S) AMO AOOIttSS: 

Chief. Rccordn Managemimr Brunch. 

* Ciinul Commission. Records 

MaiiHgcment Bnmch. AIKl Nfinmi 34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
Systcrm MiinM^ffr or the Agrncy Records 
Officer. Admin. Bldg., Balboa l ieightR. 
Ki*piiblic of Panama* Rules are 
publislied in 3n C:FR Pari la 

RCCORD ACCESS PROCEDURE: 

Request!* sluuild be addn!ss to either 
of addressees as desigmited in 
Notification Protedures, precluding. 

CONTESTING RECORD PROCEDURES: 

See rules published In 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Individual to whom record pertains. 
PCC-CZG/CACU-12. 

SYSTEM NAME: 

Immigraritin Detention Onfers, PCC- 

C7C/CAaT-.l2 

SYSTEM LOCATION: 

Agency Records Center, Building 42- 
1} (iiablo. Kt:piiblic of Panama. 

CATEGORIES OF INDIVIOUALS COVERED BY THE 

system: 

StuwuwuyiL deserters, crewmembers 
and passengers in violatiun of Canal 
/.one Immigration Regulations. 

categories of records in the system: 

Name, number date and place or 
birth, nationality, and facts relating to 
issuance or enfnrcement of the detention 
onler. 

AUTHORtTV FOR MAINTENANCE OP THE 

system: 

2 C.Z.C B41 3. 78A Slat. 32: 22 U.S.C. 
;il»n (Supp.^ Ill 1979); article lit of the 
Panama Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCLUOINO CATEGORIES OP 
USERS AND THE PURPOSES OP SUCH USES: 

Routinely sent to local law 
enforcement nfncinls as necessary to 
(iinrct the apprrhtmsion. detention and 
n^patriation of such persons. 

Information may also be disslosed to 
t:ommerclal tiiirriers when such persons 
were passengers or cj*e\Ymen/employees 
of a shipping company, airline, etc. See 
al.so general routine use paragraphs In 
prefatory stiitenienl or in 35 CKR Part 10. 
Appendix A 

POLICIES AND PRACTICES FOR STORING. 
RETRIEVING. ACCESSING, RETAINING. AND 
OISPOSINQ OF RECORDS IN THE SYSTEM: 

STORAGE: 

I'lU? Cilbinet folder. 


RETRIEVAaiUTY: 

Filed by name. 

SAFEGUARDS: 

Flip dibinef (lockable). Access and 
use are restricted to authorized 
personnel 

RETENTION AND DISPOSAL: 

Maintained for two years then burned. 

SYSTEM MANAGCRtS) AND ADDRESS; 

Chief. Records Management Branch. 
Panama Canal Commiasinn. Records 
Maiuigemesii Branch. APC) Miami 34ini. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg.. Boflioa Heights. 
Republic of Panama. Rules are 
published in 35 CFR Part TB. 

RECORD ACCESS PROCEDURES: 

Requests shoutd be addressed to 
either of addressees designated in 
Notification Procedures, preceding* 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

From ship's dcx:tjnienls and/or 
individual 

PCC-C2G/CALS-2 

SYSTEM name: 

Hunting Permit Appii€:MlicKi File. PC(>- 
CZG/CAl.S-2 

SYSTEM LOCATION: 

Agency Rec:ord8 Center. Budding 42- 
D, Diahlu, Republic of Piinama. 

CATEGORIES OF UKOIVIOUALS COVERED BY THE 
SYSTEM: 

Ail applicants and holders of permits 
to engage in hunting m the Canal Zone. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Name, dale of birth, place of 
employment rank, photograph, 
signature. 

AUTHORITV FOR mAlffTENAMCE OF THE 
SYSTEM: 

2 CZ.C. 1 in. 76A Slat. 49; 6 CZ.C. 
2573, 76A Stal 495; 22 U.S.C 3611 (Supp. 
Ill 19791; Article 111 of the Plinama Canal 
Treaty of 1977. 

ROUTINE USES OF RECORDS MAfNTAIMED IN 
THE SYSTEM. INCLUDING CATEGORIES OF 
USERS ANO THE PURPOSES Of SUCH USES: 

See general routine use paragraphs in 
prefatory statement or in 35 CFR ^rt 10. 
Appendix /V 


POUCIES AND PRACTICES FOR STORmG, 
RETRIEVING. ACCESSING. RETAINING. AND 
OISPOSINO OF RECORDS IN THE SYSTEM 

storage: 

0*/^ by 10 Inch printed form and 3 by 7 
inch card. 

retrievabilitv: 

RiHTovered munuany. 

SAFEGUARDB: 

Records mainrained in lockablo fife. 
Access and use are rcslricteil to 
authurizffd personnel 

retention and disposal: 

Retained three years after expiration 
and thereafter forwarded to the Panaisa 
Canal Company Agency Records Ccnier 
for disposition. 

SYSTEM MANAGERfS) ANO ADDRESS. 

Chief. Records Management Branch. 
Panarmi Canal Comrotssion. R4.«cordi 
Management Branch. APO Miami 34011 

notification PROCEDURE: 

Information may tie obtained from the 
System Manager or the Agency Rcconk 
Officer, Admin. Bldg.. Balboa Heights 
Ri.^public of Panama. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notification Pror.i:durcs, preceding. 

CONTESTING RECORD PROCEDURES. 

See rules published in 35 CHI Part Kl 

RECORD SOURCE CATEGORIES: 

Individual on whom record is 
maintained. 

PCC-C2G/CAL-3 

SYSTEM NAME: 

Fishing Pass Application File. PCO 
CZC/CALS-3. 

SYSTEM location: 

Agency RL*conl!* Center. Budding 42- 
D. Didblo, Republic of Pannma 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

All persons applying for, or holding 
valid Ciinal Zone fishing passes 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Name, rank, street and postal addiYSS. 
date of birth, citizenship, oce.upnhn"* 
identification number, place of 
employment and signature. 

AUTHORITV FOR MAINTENANCE OF THE 

system: 

2 C.Z.C. t4Hl. 76A Slat 50; 22 
3611 (Supp. Ill 1979): Articlr PI of the 
Pjinamii Canal Troaly of 1977. 
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MStS Of f^COWS liAIMTAJMtO IN 

Z^trsnM. mCLUDtHO catcgohics or 

^ AMO THE purposes Of SUCH USES: 

S«*gi*ncral routine use fKirographs in 
prefatory ftiilemcnr or in :i5 ChK fwirt 10. 
Appendix A. 

and NUCTiCtS FOR STORINO, 
flfjnKVmO. ACCESSINC, RETAININO, AND 
giS,0Sm0 Of Rf CORDS IH THE SYSTEM: 

itoiuoe: 

by 10 inch printed forin and 3 by 7 
mdicard 

nimvasaity; 

FiIpJ by pass number ami name, 
ncevercd mjinuslly. 


CATEGORIES Of RECORDS IN THE SYSTEM: 

Name of licensee or applicant, street 
and postal address, date of liliih. 
citizenship, operator's qualification test 
scores and statements, phone number, 
station location, cull sign, orgiinizalion 
or affiliation. Also includes similar 
information on other persons who miiy 
be regularly operating radios licensed to 
other individuals, such as student nr 
guest operators. 

AUTHORITY FOR MAINTENANCE Of THE 
SYSTEM: 

2 aZ.C. 31-33, 76A StnI. 7; 22 U.aC. 
3611 (Supp. Ill 1979): Article 111 of the 
Panama Canal Treaty of 1977. 


Uff GUARDS: 

geoords maintained in lockable file. 
Access And use are restricted to 
nihoroed personnel. 

incimoN AND oiseosAU 
Forwarded to Panama Canal 
Conpany Agency Records Center three 
yfATS after expiration of license. 

mtu MANAGEOtS) AND ADDRESS: 

Chief, Records Management Branch, 
Puiama Canal Commission, Recerds 
Miiugcment Branch. AIK) Miami 34011. 

MOnnCATIOR PROCEOURt: 

Information may lie obtained from the 
Syvtem Kfanagor or the Agenc:y Records 
OffKer. Admin., Bldg.. Balboa Heights, 
Republic of Fanama. Rules are 
publiihed in 35 CFR Part 10. 

EECORO ACCESS PROCEDURE: 

Requests should be addressed to 
ntber of addresses designated in 
Notification Procedures, preceding. 

CORTISTINQ record PROCEDURES: 

See rules published in 35 ChK Part 10. 

NCORO SOURCE CATEGORIES: 

Individual on whom record is 
iwlnUiaed. 

^CMZG/CAtS-A 

*rSTUi mane: 

Civil and Amateur Radhi Operator 
w Station License files. PCC-f:ZG/ 


ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM, INCEUOINO CATIGORfCS Of 
USERS AND THE PURfOSCS Of SUCH USES: 

Disclosed upon request to the Federal 
Communications Commission, local U.S. 
military frequency control coordinators, 
CovenimcnL State and local radio 
licensing authorities. Information may 
also be disclosed to licensing agencies 
of foreign govemraenls where the 
applicant is claiming reciprocal licensing 
privileges in order to obtain a Canal 
Zone or foreign radio operator's license. 
See also general routine use paragraphs 
in prefatory statement or In 35 CVR Part 
10, Appendix A. 

POUCIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING Of RECORDS tH THE SYSTEM: 

storage: 

Printed forms, questionnaires and 
cards. 

RETRIEV ability: 

Filed by name, call sign or license 
number, 

SAFEGUARDS: 

Records maintained in lockable file 
cabinets. Access and use are restricted 
to authorized personnel, 

retention and disposal: 

Call sign logbook retained as a 
permanent record. Other materials 
retained for five years after expiration 
of the license. 


JTsna location; 

n'Jf*??' Cenli-r. Buitdinx 42- 

“• Uablo. Rcpulilic of PanJimu. 


or inoiviooals coverco bv t 

^ l^ns 4ip|ilyjnx for, or isfuicd 
« 4UIIL' Amulvur, Citizen’s Band 
M,4>ile Radio OiM-rulor 
•d/w Station Ucr-nse*. 


SYSTEM MANAGER(S) AND ADDRESS: 

Chief, Records Management Branch, 
Panama Canal Commission, Records 
Management Branch. APO Miami 34(ni. 

NOTIFICATION PROCEDURE: 

Information may be obtained from tb«! 
Agency Records Offi4:er. Admin. Bldg. 
Balboa Heights, Republic: of Parnima. 
Rules are published in 35 CFR Part 10. 


RECORD ACCESS PROCEDURES: 

Requests should be addressed tn 
father of addresses designated in 
Nolincation Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CF'R Part 10. 

RECORD SOURCE CATEGORIES: 

Individual on whom the record is 
maintained and the Federal 
Communications Commis.sion. 

PCC-CZG/CALS-7 

SYSTEM NAME: 

Driver's License Investigatorv Fdf*. 
rcC-CZG/CALS-? 

SYSTEM location: 

Agency Records Center, Building 42- 
D, Diablo, Republic of Panama. 

CATEGORIES Of INOtVIOUALS COVERED BY THE 

system: 

All persons who have had their Oiiial 
Zone license or privilege to opi^nite 
motor vehicles in the Canal Zone 
revoked, suspended, cancelled, or have 
a medical problem related to driving. 

CATEGORIES OF RECORDS IN THE SYSTEM*. 

Name, street and postal adfirrss. dal«* 
of birth, citizenship, identification 
number, color of hair, color of eyes, 
height, weight, type and place of 
employment, grade or rank, qiialifination 
statements, photographs, and l4^c*il 
documents pertaining to arrests, court 
actions, hearings and/or related 
investigations. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

2 C.Z.C. 1061, 76A Stat. 37; 22 U.S.C, 
3611 (Supp. Ill 1979); Article III of the 
Panama Caniil Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDtNG CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Information may be released to the 
U.S. Department of Transportation. 

State licensing agencies, courts and 
others having a need to know. Sec also 
general routine use paragraphs in 
prefatory statement or in 35 CFR Pari U). 
Appendix A. 

POUCIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING Of RECORDS IN THE SYSTEM: 

STORAGE: 

8’A by 10 inch file folders. 

RETRIEV ABILITY: 

Filed by name. 
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SAfEGUAROS: 

Reconis maintHined in lockable file 
Cdbinel. Access and use are restricted to 
authori/ed personnel 

nercNTiON and oisPOSAt: 

Retain record until operator dies or 
license is restored. Restored license 
material retained for the life of the 
license record. Non-renewed license 
records transferred to Agency Records 
Center, retained for ten years and then 
destroyed. 

SYSTEM MANAGEII(8) AND AOORCSS: 

Chief. Records Management Bronch. 
Panama Oinal Commission. Records 
Management Branch. APO Miami 34011. 

NOTIFICATION FROCCOimE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg.. Balboa Heights. 
Republic of Panama. Rules are 
published In 35 CFR Part 10. 

RECOaO ACCESS PROCEOURCS: 

Requests should be addressed to 
either of addresses designated in 
Notincalion Procedures, preceding. 

CONTESTING RCCORO PROCEDURES: 

rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Individuol on whom record is 
maintained. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF T>IE ACT: 

All information in this system which 
is investigatory material compiled for * 
liiw enforceroeni purposes or would 
reveal the identity of conBdential 
sources is exempt from certain 
subsections of 5 U.S.C. 552a and from 
the procedures for access and contest 
set forth in the agency's regulations. See 
35 CI*R 10,22. 

PCC-CZG/CALS-S 

SYSTEM name: 

Motor Vehicle and Motorboat 
Ri*gistration and Operator’s License Fite. 
PCC-CZC/CALS-a 

system location: 

Agency Records Center, Building 42- 
t). Diablo. Republic of Panama. 

CATEGORIES OF NiOrviOUALS COVERED BY THE 

system: 

Pt'rsons registering motor vehicles, 
motorcycles, trailers, motorboats, etc^ 
with the License Section. Ancon. Canal 
Zone. Persons who have been issued, or 
applied for. licenses or permits to 
operate motor vehicles, boats, etc. in the 
Canal Zone, or in Canal Zone waters 


CATEGORIES OF RECORDS IN THE SYSTEM: 

Own or/operator information normally 
includes the following: Name, 
idcnttric.ation number, home address, 
post office Box. date of birth, 
cili/.enship. height, weight, hair color. 
Ccrtincate of Eligibility for active-duty 
members of U.S. Armed Forces who 
take advantage of special registration 
rates provided by law for such classes 
of persons. Information on the vehicle or 
craft includes engine number, 
manufacturer, m^el and color, license 
plate or registration number, and dale of 
in.spection. 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

2 az.c. 1001. 76A Slat. 37; 2 CZ.C. 
1331 and 1358-9. 76A Stal. 46-48; 22 
U.S.C. 3611 (Supp. Ill 1979); Article 111 of 
the Panama Canal Treaty of 1977. 

ROUTINE uses OF RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDINO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

As necessary, vehicle and boat 
operator and registration tnformabon 
may be provided to; 

1. Law enforcement ageocies. court 
officials, and local military commands in 
connection with the investigation of 
violations of highway and vehicle 
regulations ond the identification and 
apprehension of criminals; 

2. Local air and sea rescue 
coordinators and local yacht clubs when 
a boat is overdue; 

3. Officials of the Republic of Panama 
in connection with law enforcement and 
regulatory procedures; 

4. Hospitals and dispensaries treating 
traffic accident victims; 

5. The U.S. Department of 
Transporfation. state licensing agencies, 
and other agencies to the extent of their 
nerd. 

See also the general routine use 
paragraphs in.prefatory statement or in 
35 CFR Pari 10, Appendix A. 

POUCIES AND PRACTICES FOR STORING. 
RETRIEVING. ACCCSSINO. RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Application for—forms, and related 
documentation: photomat cards; 
magnetic lapes/disks and punched 
curds; and computer printouts. 

RETRIEVABlUrV: 

Retrievable by registration number; 
license plate number, operator/owner’s 
name and identifying number. 

SAFEGUARDS: 

Paper records maintained in lockable 
file cabinets. Magnetic tapes/disks and 
punched cards maintaincKl in rooms 


locked when not in use. Access and use 
restricted to authorized personnel. 

RETENTION AND DISPOSAL: 

Paper records other than computer 
printouts retained for three years after 
expiration of current license, then 
transferred to /vgenc>' Records Center 
disposed of at end of Icn-year retention 
period. Computer-produced repom 
destroyed when updated reports are 
issued. 

SYSTEM MANAGER(S) ANO ADDRESS: 

Chief. Records Management Branch. 
Canal Commission Records, Records 
Management Branch. AIX) Miami 34011 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manogcr or the Agency Records 
Officer, Admin. Bldg.. Ball^a Heights. 
Republic of Panama. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addressees designated tn 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURCS: 

See rules published in 35 CFR Part 10 

RECORD SOURCE CATEGORIES: 

Individual On whom record is 
maintained, and/or military command if 
the applicant is an active member of 
U.S. Armed Forces. 

PCC-CZG/CALS-IO 

SYSTEM name: 

Runners. Peddlers, and Solicilon- 
Application ond License Files. PCC- 
CZG/CALS-10. 

SYSTEM LOCATION: 

Agency Records Center. Building 42- 
D. Diablo, Republic of Panama- 

CATEGORIES Of INOIVIOUALS COVERED EY TM 

system: 

Persons applying for. or issued 
licenses to act us runners, peddicn, 
solicitors (Definitions of these terms in 
forth in 35 CFR 63.1). 

CATEGORIES OF RECORDS W THE SYSTEM: 

Name, street and postal addreiA dale 
of birth, parents* names, dlixenship. 
Sanitation certificate (if required), and 
facts of employment or affiliation 
commercial concerns being r 

Also contains information 
hair, color of eyes, weight, hc#l c 
number, etc., needed for idenlificali 
purposes when applying for licen^* 
authorizing access to certain vital 
installations in the Canal Zone. 
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pOe MAffTTEWAMCt OF TMC 

tfsrvtL 

2CZ.C 1441. 70A Sifif 49; 22 U.S.C 
Ml iSupp- 111 19^)1 
Panaroii Treaty of 1977. 

HOifTWi uses Of RECOirOS MAINTAINCO IN 
T>€ ftSTIil. INCUIOINO CATtOORIW OF 

^ AMO WE WRFOSES OF SUCH uses: 

Local U8. milHary authorities, courts, 
and others n? 5 ponsible for the 
pirvention of crime or the apprehension 
^criminals- See also general routine 
^parsgraphs in prefatory statement or 
ialSCFR Part la Appendix A. 

MUOCS AMO PRACnClS FON STOfWNO, 
ICTStfVIMO. ACCESSIMO, arrAIMIMO, AND 

oisfosimc of he cords in the SYSTEIt: 
ttosAOC: 

Printed froms 8 by 11 inches. 

lETIBEVAWUTy. 

Filed by license number, retrieved 
manually. 

SAFfOUAROS: 

Records maintamed in lockable file. 
Access and use arc restricted to 
luthorired personnel. 


CATEGORIES OF INDIVIDUALS COVERED BY THE 

systesa; 

Persons who apply for. or are issued 
official permits to have or carry flrearm.s 
in the Canal Zone. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Name, date of birth, citizenship, 
identification numtier. place of 
employment, weapon serial number and 
description, and other information as 
may be required by the licensing 
officials. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

2 C.Z.C 1471. 78A Slat. 49; 6 CZ-C 
2572-3. 76A Slat 495; 22 U.S.C. 3611 
(Supp. Ill 1979); Article III of the Panama 
Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCtUOINQ CATEGORIES OF 
USERS ANO THE RURROSCS OF SUCH USES: 

Information may be disclosed or 
referred routinely to Law enforcement 
agencies; court.s. military agencies of the 
U.S. Govemmont See also general 
routine use paragraphs In prefatory 
statement or in 35 CFR Part 10, 

Appendix A. 


irrCimON AND DtSPOSAU 

Disposed of three years after 
nplration of Ucense, excluding records 
rHaiaed for police or security reasons. 

SVfTGM IIANAQ€R(S) AND ADDRESS: 

Chief. Records Management Branch. 
PiEUiina Canal Commisskm Records 
Management Branch. APO Miami 34011. 


ROUCIES AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSING. RETAINING. AND 
DISROSINQ OF RECORDS IN THE SYSTEAi: 

STORAOe: 

Forms, correspondence, 3 by 7 inch 
cards. 

RETRtCVABMJTY: 

Filed by name of permit holder. 


idtfication frocedure: 

faiformation may l>c obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg^ Baitoa I leights, 
Ibpublic of Panama. Rules arc 
pubkfhed in 35 CVR Part la 


■KSRO ACCESS PROCEDURES: 

Ibiquesig should be addressed to 
rither of addresses designutcHl in 
"^bflcalion Procedures, preceding. 

WntUMO RECORD PROCEDURES: 

See rule* published in 35 CFR Purl 10. 

SOURCE CATEGORIES; 

Individual on whom record is 
wsintalned, police, employer. 

^CC-CZO/CALS-11 


^^^^IIAME: 


Official Pcrmiis to i Uve or Carry 

ffMrm*. PCC-CZC/CALS-11. 

U)catk)n: 

n Records Center. Building 42- 
^sblo. Republic of Panama. 


SAFEGUARDS: 

Records maintained in lockable file 
cabinet. Access and use are restricted to 
authorized personnel. 

RETENTION ANO OISROSAU 

Records routinely disposed of three 
years after expiration of permit. Certain 
records may be retained longer for 
police purposes, or to record the 
circumstances leading to a revocation or 
cancellation of a permit. 

SYSTEM MANAOER(8) ANO ADORE SS: 

Chief, Records Management Branch. 
Panama Canal Commission. Records 
Management Branch. APO Miami 34011. 

NOTIFICATION PROCEDURE: 

System Manager or the information 
may be obtained from the Agency 
Records Officer. Admin. Bld^. Balboa 
Heights, Republic of Panama. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addressees designated in 
Notification Procedures, preceding. 


CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR l^art 10. 

RECORD SOURCE CATEGORIES: 

Individual on whom record is 
maintained, police officials, and at times 
the applicant's employer if certification 
is required that the permit may He 
essential for personal safely, etc. 

PCC-C2G/CAPL-14 

SYSTEM NAME: 

Inmate Trust Fund File, PCC-CZC/ 
CAPU14 

SYSTEM LOCATION: 

Agency Records Center. Building 42- 
D. Diablo. Republic of Panama. 

CATEGORIES OF MOfVlOUALS COVERED BY THE 

system: 

All persons actively serving sentences 
in the Canal Zone Penitentiary who are 
enrolled in the Inmate Trust Fund 
program. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Inmate*s name, convict number, date 
of debit or credit to his account and the 
account balance. 

AUTHORITY FOR MAINTENANCE OF THE 

system: / 

6 C.Z.C. 6501-7. 78A Stal. 555-6; 22 
U.S.C. 3611 (Supp. Ill 1979); Article III of 
the Panama Canal Treaty of 1977. 

ROUTtNE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. MCLUDINQ CATEGORIES OF 
USERS ANO THE PURPOSES OF SUCH USES: 

Disclosed as required to courts, 
probation, parole and pardon board 
officials, federal penal Institutions. See 
also general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10. 
Appendix A. 

POUCffS AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAiNtNG, ANO 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Printed forma 8 by 10V4 inches, 

retrievabiuty: 

By convict number. 

SAFEGUARDS: 

Maintained in file cabinet. Access and 
use are restricted to authorized 
personnel. 

retention ANO OISROSAL: 

Maintained until discharge of inmate, 
nied with convict record and transferred 
with record to Agency Records Center 
for storage. 
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SYSTEM MANAOCfl(S) AND AODNESS: 

Chief. Records Mrtnai^emcnl Branch. 
Panama Canal Commission. Records 
Managemeiil Branch. APO Miami 34011. 

NOTirtCATlON PfIOCSOUfIC: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg.. Balboa Heights. 
Republic of Panama. Rules are 
published in 35 CFR Part 10. 

RtCORO ACCESS PROCEOUIUS: 

Requests should be addressed to 
either of addressees designated in 
NotiOcation Procedures, preceding. 

CONTCSTINO ftCCORO PROCCXHIRCS: 

See rules published In 35 CFR. Part 10. 

RECORD SOURCE CATEGORIES: 

From inmate and Trust Fund Officer. 
PCC-CZG/CAPL-20 
SYSTEM name: 

Driver's License Revocation Lists. 
PCC-CZC/CAPL-ZO 

SYSTEM LOCArK>N: 

Agency Records Center. Building 42- 
D. Diablo. Republic of Panama 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

All persons who have had their 
driving privileges revoked in the Canal 
Zone. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Name, identifying number, residence, 
date of revocation, photograph and 
police number* and copy of order 
revoking driving privileges issued by the 
License Section. 

AUTHORITY FOR MAINTENANCE Of THE 
SYSTEM: 

2 C.Z,C. 1001-3. 76A StaL 7.37: 22 
u s e. 3611 (Supp. Hi 1979); Article III of 
the Panama Cana! Treaty of 1977. 

• 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDING CATEGORIES Of 
USERS AND THE PURPOSES OF SUCH USES: 

Sec general routine use paragraphs in 
prefatory statement or in 35 CFR Part 10, 
Appendix A. 

POLICIES AND PRACTICES FOR STORING. 
RETRIEVING. ACCESSING, RETAININO. AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Printed form 6 by 10 inches. 

RETRIEVABILfTY: 

Filed by date received, cross- 
referenced by name of driver. 


safeguards: 

Maintained at Police Dispatcher's 
desk. Access and use are restricted to 
authorized personnel. 

RETENTION AND DISPOSAL: 

Di^stroyed once revocation Is 
suspended. 

SYSTEM MANAGERfS) AND ADDRESS: 

Chief. Records Management Branch. 
Panama Canal Commission. Records 
Management Branch. APO Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg.. Balboa Heights, 
Republic of Panama. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notificatian Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Police reports, license files. 
PCC-CZO/CAPS-2 

SYSTEM NAME: 

Case Investigations. PCC-CZG/ 
CAPS-2 

SYSTEM LOCATION: 

Agency Records Center, Building 42- 
D. Diablo. Republic of Panama. 

CATEGORIES OF INOIVIOUALS COVERED BY THE 

system: 

Persons involved in. witnesses to. or 
suspected of activities related offenses 
involving narcotics, obscene literature, 
fraud, prohibited mail matter, rifling of 
mails, tampering of mail boxes, theft of 
mail, threatening letters, theft of money 
orders, theft of postal keys, vandalism of 
mail boxes, wrong payment of money 
orders. 

CATEGORIES OF RECORDS IN THE SYSTEM; 

Names, addresses, dates and facts of 
case. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

2 CZ.C. 1131-32. 76A Stat. 36-39; 6 
CZC. 2001, 76A Stat. 481: 22 U.S.C, 3611 
(Supp. (II1979); Article 111 of the Panama 
Canal Treaty of 1977, 

ROUPNE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUOINO CATEGORIES OF 
USERS AND THE PURPOSES Of SUCH USES: 

See general routlBe use paragraphs in 
prefatory* statement or in 35 CFR Part 10, 
Appendix A. 


POUCtES AND PRACTICES FOR STGASMq, 
RETRIEVING, ACCESSING. RETAINING. ANO 
DISPOSING OF RECORDS IN THE SYS^. 

STORAGE: 

Maintained in foldeni 
retrievabiuty: 

Filed by Case number, name of 
individual and/or offense or irregukrity 

SAFEGUARDS: 

Maintained in lockable metal 
cabinets. Access and use are restridd 
to authorized personnel. 

retention and disposal: 

Indefinite. 

system manager(s) and ADDRISS: 

Chief. Records Management Branch. 
Panama Canal Commission. Records 
Monagement Branch. APO Miami 34011 

notification procedure 

Information may be obtained from the 
^slem Manager or the Agency Recocdi 
Officer, Admin. Bldg., Dallioa Heights. 
Republic of Panama. Rules are 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES; 

Requests should be addressed to 
either of addresses as designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

Sec rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

lndi\idual8. employees, witnesses, 
law enforcement agencies, courts, postal 
patrons, U.S. and Foreign Postal 
Administrations. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT, 

All information in this system which 
is investigatory materia! compiled for 
law enforcement purposes or would 
reveal the Identify of confidentinl wm 
is exempt from certain subsections of 5 
U.S.C. 552a and from the procedures for 
access and contest set forth in the 
agency's regulations. See 35 CFR 10^ 

PCC-CZG/CAPS-5 

SYSTEM NAJyUC 

Philatelic Program, PCC-CZG/CAPS- 
5 

SYSTEM location: 

Agency Records Center. Building 42- 
D, Diablo. Republic of Panama 

CATEGORIES OF INDIVIDUALS COVEREO ^ 

system: 

Stamp collectors and others making 
inquiries of a philatelic nature 
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CATfOOWrS OF RCCOSOS W THE SYSTEM! 

The record normally contains 
goftfspondence showing the n/imes and 
iddrrtW* of persons ordering stamps, 
f|; 5 l day covers, etc. through the 
fdjiUielic program. Records of, the date 
ittd amount of payment, items shipped. 
md related information is also 
contained in the systom. 

airrsosiTv for maintemawc* of tmc 

fTSTDt 

2CXC. 1031-1143, 76A Slot. 38.40: 22 
U5.C 3611 (Supp. Ill 1879); Article 111 of 
the Panama Canal Treaty of 1977. 

HOOTINf OSES Of RECORDS MAINTAINED IN 
TNI SYSTEM, IwaODINO CATEGORIES Of 
UttllS AND THE PURPOSES Of SUCH USES: 

Sea general routine use paragraphs in 
prefaloiy statement or in 35 CFR Port 10. 
Appendix A. 

Muaes AND PRACTICES FOR STORINO. 
anUEVlNO. ACCESSINO, RETAININQ. AND 
OiSfOSING Of RECORDS IN THE SYSTEM: 

STORAGE: 

Individual file folders. 
vmiEVAsajTY: 

Piled alphabctiQilly liy name. 

lAFEGUARDS: 

Maintuined in metal lockable Ciibinet. 
Access and use are reslrictitd to 
aolboriied personnel. 

arrENTioN and oisposai: 

Destroyed two years after Hie 
hecomes Inactive. 

tYSTEM MANAOERtS) AND ADDRESS: 

Chief, Records ManiigcmenI Branch, 
Panama Canal Commission, Records 
Management Branch, APO Miami 34011. 

aonFiCATiON procedure: 

Information may be obtained from the 
Manager or the Agency Records 
Officer. Admin. Bldg., Ihilboa I leights, 
Republic of Panama. Rules are 
published in 35 CFR Part 10. 

•KORO ACCESS PROCCDURES: 

Requests should he addressed to 
nther of addressees designated in 
hotification Procedures, preceding. 

®®**^WTmo RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 
•^CORO SOURCE CATEGORIES: 

The individual to whom the record 
P^Tlains. 

^^^G/CASC-1 

TvfTlii nai|£. 

Record System. PCC-CZG/ " 



SYSTEM location: 

Agency Reconts Center, Building 42- 
D, Diablo, Republic of Panama, and 
Computer Operations Division. Room 
140, Administration Bldg.. Dolboa 
Heights, R. P. 

CATEGORIES Of INDIVIDUALS COVERED BY THE 
SYSTEM: 

Students in the former Canal Zone 
school system. 

1. Student record files for U.S. Schools 
for 1970-1077. llicse include such duta 
as: Student tost record, student grade 
report, student permanent record, 
rc^stratfon files, Junior and senior high 
school record, consent forms for mediail 
examinations, student health inventory, 
progress reports, Lippincotts basic 
reu^ng tests, correspondence, 
transcripts of academic work at other 
educational institutions. 

2. Student record files for loitin 
American schools for 1972-1974. 'Fheso 
include such duta as: Student's complete 
record, student's name, parent's 
address, place of birth, nationality of 
father and mother, occupation of father 
and mother, various schools attended, 
withdrawal, summary of attendance and 
scholarship, student s health record, test 
records. 

3. Special Education record files 
include such data as: Referral forms, 
examination applications, progress 
reports, grades, home permanent record 
card, family background report, 
psychological reports. 

4. Jackets of student records for the 
years 1920-1973 includes such data ns: 
Student's complete record, student's 
name, parent's address, place of birth, 
nationality of father and mother, 
occupation of father and mother, various 
schools attended, withilruwal, summary 
of attendance and scholarships (year, 
name of school, grade, attendance, 
promotions, failures and grades, 
teachers’ names). 

5. Computer tapes, disks and printouts 
of the Student Scholnstjc Reconls 
Program Include sucJi duta as: 
Information pertinent to scholastic 
records of students registered in the 
former Canal Zone Schools. Includes 
student's name and address; parent/ 
sponsor's name and address; employee 
or sponsor status: class rosters: grade 
and class schedules; billing Information 
(sponsortKl. non-sponsored or 
reimbursable rates for sponsoring 
agency); transport.alion ond residence 
codes; contract infomnilion; scheduling 
information: student grades and 
attendance; student testing; analysis and 
evaluations. 


AUTHORITY FOR MAINTENAFICE Of THE 

system: 

2 C.Z.C. 31 nnd 33; Congressional 
appropriations acts providing for 
operation of Canal Zone schools: 22 
U.S.C. 3811 (Supp. Ill 1979). Article 111 of 
the Panama Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATCOORieS OF 
USERS AND THE PURPOSES OF SUCH USES: 

Information may be disclosed to the 
following individuals or nrgani/oilions 
outside the Canal agencies for the 
specific purposes indicated: 

1. A school to which transcript of 
individual's record is sent nnd with 
which correspondence is exchanged in 
connection with indivlduars possible or 
actual transfer or entry into that school. 

2. Prospective employers, when record 
of individual's academic history is 
requested In connection with 
individual's application for employment. 

3. Organizations offering scholarships 
to students, and committees appointed 
by the Governor to screen and make 
recommendations to him for 
appointment to the U.S. Service ond 
Merchant Marine academics, 

4. President's Council for Physical 
Fitness to compile comparative data on 
physical fitness of students and to 
evaluate students and schools for 
achievements. 

5. Community utliletic leagues, youth 
programs, and other organizations 
sponsoring activities and events for 
students, to the extent that the 
information is public informotion or is 
required by the organization, under nn 
agreement with the Schools Division, to 
assure that the student meets school 
standards for participation. 

Sec also general routine use 
paragniphs in prefatory statement or in 
35 CFR Part 10, Appendix A. 

POLICIES AND PRACTICES FOR STORINO, 
RETRIEVING, ACCESSING, RETAINING, AND 
OISPOSINO OF RECORDS fN THE SYSTEM; 

STORAGE: 

Microfilm, magnetic tapo/disks. nnd 
computer printouts. 

retrievabiuty: 

Student records are filed 
alphabetically by school and by name of 
student, and chronologically by school 
year. Information in the Student 
Scholastic Records Program is retrieved 
from the computer by student number. 

SAFEGUARDS: 

Microfilm stored in metal file 
equipment in buildings or offices lucked 
when not in use. Magnetic tapes/disks 
and punched cards stored in locked 
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rooms when not In use. Access and use 
restricted to authorized personnel. 

RETCNTtON AND DtSPOSAL: 

Eiirmentary schcwl records fifteen 
years; si*c«>ndury and college rc?cords 
seventy five years. 

8YSTCM MAMAOCfl(S) AMO AOOfICSS: 

Chief. Records Management Branch. 
Panama Canal Commission. Records 
Manag^rmeDl Branch. APO Miomi 24011 

NOTIFICATION PROCCOUnE: 

tnformotion may be obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg.. Balboa MeighU. 
Republic of Pamuna. Rules are 
published in 25 CFR Purl 10. 

aeCORO ACCESS RROCeOURES: 

Requests should be addressed to 
either of the officials designated in 
Notification Procedun^s. preceding. 
Written requests should contain the 
following information: current name 
and. if diffcrenl. the name used while a 
student, date of birth, names of schools 
attended and dates of attendance. 

CONTESTING RECORD PROCEDURES; 

S<re rules published in 2S CKR Part 10. 

RECORD SOURCE CATEGORIES: 

Students, parents or guardians or 
responsible persons, counselors, 
teachers, other school staff, medical 
personnel, and other scdiools attended 
liy students. 

PCC/ECCN-2 

SYSTEM NAME; 

Contractor Employee Payroll Records. 
KX/FCCN-a 

SYSTEM tOCATtON: 

Construction Management Branch. 
Bldg 29-X. Biill>oa. Republic of Panama. 

CATEGORIES OF INOfVIOUALS COVERED BY THE 
SYSTEM: 

Employ ees of contractors working on 
Panama Canal Commission contracts 
when such employees are working in the 
Qinal urea and being paid hourly 
wages. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Ihe contract mimber. contractor, 
employee's name, ceduta number, hourly 
rate of pay. hours worked, total hours 
worked, total amount paid and other 
information as required to assure 
contractor's compliance with the Hours 
und Safety Standards Act. 

AUTHORITY FOR MAIMTEMANCE OF THE 

system; 

22 tl.S.C 3811 (Supp. ni 1979): 40 
II.S.C. 327 et seq4 Article 111 of the 


Panama Canal Treaty of 1977. and 
Articles IX and XI of the Agreements in 
Implementation of Arlidc 111 of the 
Panama Caiuil Treaty. 

ROUTINE USES OF RECOROS MAINTAtNCO IN 
THE SYSTEM. INCLUDINO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

US Department of l.abor. US Court of 
Claims. US Army Corps of Engineers 
Board of Contract Appeals, insurance 
companies (sureties). GOP Department 
of Labor. US Emliassy and others as 
requimJ to assure contractor's 
compliance with above Acts regarding 
minimum wage, and maximum daily and 
weekly hours of work. See also general 
routine use paragraphs in prefatory 
statement or in 25 CFR Part t(k 
Appendix A 

POUOES AND PRACTICES FOR STORING, 
RETRIEVINO. ACCESSING. RETAINING. ANO 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

File Iblders. 

retrievabujtv: 

Individual pay data and hours of work 
retrieved chronologically by date. 

safeguarob: 

Records maintained in file cabinets. 
Access and ii.se are restricted to 
authorized personnel. 

retention and disposal: 

Retained by contracting ufGcer for one 
year after final payment of contract 
then transferred to Agency Records 
Center. Destroyed three years later 
unless claim pending. 

system MAfCAQCR<S) AND ADDRESS: 

Chief. Records Management Branch, 
Panama Canal Commission. Records 
Management Branch APO Miami 34011 

notification procedure: 

Infonnation may be obtained from the 
Systems Manager or the Agency 
Records Officer. Administration 
Building. Balboa Heights. R.P. Rules are 
pubslished in 35 CFR Pari 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of addresses designated In 
Notification Procedures, preceding. 

contestinq record procedures: 

See rules published in 35 CFR Part 10. 

record source CATEGORIES: 

Provided by the contractor. 

PCC-C2Q/FVQA-2 
SYSTEM NAME: 

Cash Register Receipt Shortages, 
PCC-CZC/FVCA-2, 


SYSTEM LOCATION: 

Agency Records Center. BuiliHng, 42- 
D. Diablo. Republic of Panacrui. 

CATEGORIES OF INDIVIDUALS COVEACO BY Tm| 

system: 

Employees who expchenci* rsiili 
register shortages. 

CATEGORIES OF RECOROS IN THE SYSTEM; 

Records maintained to determine 
potential weakness in cash controbsDd 
may be referred to in routine cash audtb 
or as the basis for a cash audit Rreonh 
contain information such as cmployee'i 
name cash register number, retail unit 
date and amount of cash shortage. 

AUTHORtTT FOR MAINTENANCE OF THE 

system; 

2 C.Z.C. 65. 06. 70A Slat. 11 

ROUTINE USES OF RECOROS MAINTAMEO M 
THE SYSTEM, INCLUDING CATEGORiFS OF 
USERS ANO THE PURPOSES OF SUCH USES; 

See general routine use paragraphs in 
prefatory statement or in 25 CFR Part 10 
Appendix A 

POUCieS AND PRACTICES FOR STOfUNQ, 
RETRIEVING, ACCESSING. RETAMINC. AND 
DISPOSING OF RECOROS IN THE SYSTEM 

STORAGE: 

Forms in file folders. 

RETRIEVABIUTV: 

Filed by retail an^a in chronologicaJ 
sequence. Retrievable by employee 
name. 

SAFEGUARDS. 

Stored in locked file cabinets in 
building locked when not in use. Aocesv 
und use are restricted to authorized 
personnel. 

RETENTION ANO OfSPOSAU 

Destroyed by shredding after two 
years 

SYSTEM MANAGERfS) ANO AOORCSS: 

Chief. Records Management Branch. 
Panama Canal CommissioiL Reo^ 
Managiiment Branch. APO Miami 34011 

NOT1RCAT10N PROCEDURE: 

Information may be obtained frum tl^ 
System .Manager or the Agency Reaxt» 
Officer. Admin. Bldg. Balboa Heit^tA 
Republic of Panama. Rules are 
published in 35 CF-R Pari 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 

CONTESTING RECORD PROCfDURES- 

See rules published in 25 CFR 
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CATf oowfs: 

R, tut! unil miinngcrs. 

(STATE-39) 

MTOliiAMC 

VlM ircordf, IKJC-CZC/GEr-l 
PTAT&«) 

j^lOCATlOW: 

Records Ontar. Building 42- 
11 Dia^ Republic of Panama. 

tkTlOOlUCS Of WOlVIOUAtS COVEIWO BY TMI 
frrot: 

Individuals who have applied for 
iiMidiieoi who may be eligible to 
Itocivt visas. 

aaoosiES of rccobos in the system: 

Visa applications iiccompaniod by 
ilocusiesiU such as birth certiftcatos« 
narridjie rerliBcates. spouses' birth 
Bftifiottes, affidavits of support, police 
iKordfi, aad medicai examinations; 
filets froiD intercstcKl parties; and 
BMomniciitions between the Visa 
Office and the Visa Office, Department 
rfStale, consulates, other U.S. 

Coicnunent agencies, international 
B^nizations. and foreign missions 
R^ng the eligibility, issuance. 
Nvdidatinn. and extension of visas. 

lOTYOlirrt FOR MAJNTENAMCe Of THE 
imeii; 

I use 1191-1503: see in particular 8 
1101(a)(9): 22 U.S.C. 3611 (Supp. 

■ 1979|: Article III of the Panama Canal 
T«ityofl977. 

MUTMC uses Of RSCOaOS MAIMTAJMED IN 
lie tYSTIM, INCLUOIMO CATEGORIES Of 
«as ANO THE fURPOSeS Of SUCH uses: 

Information from these records may 
kerdrased to the Visa Office. 

^^pwtmcnl of Stale, other U.S. consular 
dficn and the Immigration and 
JjolMiOfliixafion Service to coordinate 
■rbwaacc of visas: to other 
iwpmmcnl tgcndcs that have statutory 
^her lawful authority to maintain 
MinfonDation; and to interested 
inquiring as to the statute of a 
WcaUr case. See also general routine 
^^^P^^^^^rsphs in prefatory statement or 
OK Part 10. Appendix A. 

AMO fRACnCES FOR 8TORIHO. 
ACCESSING. RCTArNINO, AND 
Of nccOROS IN THE SYSTEM: 

trOMOL 

folders, cards. 

^"^•dividualfonns, 
^W.lph«b.,}a,Ilyby ame of 


SAFEGUARDS: 

Filed in a locked file cabinet in a 
building with around-the-clock guard. 
Access and nse arc restricted to 
authorized personnel. 

RETENTION AND DISPOSAL; 

Retention of these records varies from 
one year to an indefinite period of time, 
depending upon the sperJfic type of 
record involvx'd. They arc retirixi or 
destroyed in accordamcc with published 
schedules of the Department of State. 

SYSTEM MANAOERfS) AND ADDRESS: 

Chief, Records Management Branch. 
Panama Canal Commission. Records 
M«inagement Briinch. AIK) Miami 34011. 

NOTIFICATION PROCEDURE: 

• Information may be obtained from the 
System Manager or the Agency Records 
Officer. Admin. Bldg., BuIIhhi Heights, 
Republic of Pun.ima. Rules are 
published in 35 CFR Port 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of addresses in Nolificaticiii 
Procedures, preceding. 

CONTESTING RECORD PROCEDURES: 

rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

The individual* members of Congress: 
the public interested in the visa 
applicant's case; Department of State 
and other U.S. Government agendes: 
tJ.S. Consular offices: foreign missions; 
international organizations; and local 
sources. 

SYSTEMS EXEMPTED FROM CERTAIM 
PROVISIONS Of THE ACT. 

Certain records contained within this 
system of records arc exempted from 5 
U.S.C 552a (c)(3), (d). (c)(1). (eK4KG), 

(h). and (1). and (f) by the Department of 
Stale. Sec 22 CFR 6a6(i). and (j) (1)-3. 

PCC/GSSP-1 

SYSTEM NAME: 

Expert and Consultant Records. PCC/ 
CSSP-1. 

SYSTEM location: 

Chief. PurediHSing and Contracts 
Branch. Storehouse Division. Panama 
Canal Commission. APO Miami 34011. 

CATEGORIES Of INOfVIOUALS COVERED BY THE 
SYSTEM: 

Experts and consultants procured by 
contract to furnish services to the 
Panama Canal Commission. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Curriculum vitae of individuals, copies 
of contracts and charges, and related 
papers. 


AUTHORITY FOR MAINTENANCE Of THE 

system: 

5 U.S.C. 3109: 22 U.S.C 3811 (Supp. Ill 
1979): Article III of the Panama Canal 
Treaty of 1977 and Article XI of the 
Agreement in Implementation of Artide 
III of the Panama Canal Treaty of 1977. 

ROUTINE USES Of RECORDS MAJNTAJNEO IN 
THE SYSTEM, INCLUDING CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES: 

Sec general routine use paragraphs in 
prefatory statement or in 35 CEK Pari la 
Appendix A. 

POUCIES AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSING, RETAJNINC, AND 
DISPOSING Of RECORDS IN THE SYSTEM: 

storage: 

Paper records in file folders. 
retrievability: 

Filed or retrievable alpbabi^tically by 
name. 

SAFEGUARDS: 

MIed in locked molal file cabinets in 
building with around-ihe-dock guard. 
Access and use are restricted to 
authorized personnel. 

RETENTION AND DISPOSAL: 

Destroyed by shredding or burning six 
years after final payment. 

SYSTEM MANAOER(8) AND ADDRESS: 

Chief, Records Management Branch. 
Panama Canal Commission. Records 
Management Branch APO Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
Systems Manager or the Agency 
Records Officer, Administration 
Building. Balboa Heights. R.P. Rules arc 
published in 35 CFR Part 10. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 

CONTESTINO RECORD PROCEDURES: 

See rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

Sub)ect individual references 
provided by individual and peers; and 
the component of the Canal Commission 
requesting expert or consultant services. 

PCC-CZG/KL-1 

SYSTEM name: 

Health. Medical. Dental and 
Veterinary Records Systems. PCC-CZC/ 
HL-1. 
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BYSTCM LOCATKHl: 

Agency Records Cenlcr, Building 42- 
D, Diablo. Republic of Panama: Federal 
Records Center. E;i8t Point, Georgia 

CATEOOmet Of MOfVIOUALt covshco by the 
8YSTCM: 

Employees of the Canal agencies: 
individuals in the service of and 
sponsored by a U.S. Government agency 
(U.S. Armed Forces. State Department. 
Veterans Administration. U.S. Public 
I lealth Service. Federal Aviation 
Administration: Federal Highway 
Administration: Smithsonian Institute): 
retired U.S. Government employees: 
district dentists and their employees: 
concessionaires of the Canal 
organization; Canal Zone land licensees; 
Canal Zone religious, social, charitable, 
and educational workers: U.S. 
Government contractors and their 
employees; Canjd Zone commercial 
company employers; and the 
dependents of individuals in the 
preceding categories who reside with 
the individuals. Persons other than 
dependents who ore U.S. Government 
authorized Canal Zone visitors or 
residents: merchant seamen in transit 
and unsponsored individuals from 
i>cean'going vessels; prisoners at the 
Camil Zone I’eoitentiary; charity cases 
.sponsored by the Canal Zone United ^ 
Way and teaching cases: non-resident 
private pay patients: and nnneligibic, 
nonsponsored individuals receiving 
emergency treolmcnt. 

CATCOORIES Of RCCOROS IM THE SYSTEM: 

Qiintification physical examinations: 
Pre-employment, and periodic medical 
examinations to determine fitness for 
duty consistent with job qualifications 
and requirements. Inpatient hospital 
medical charts: All medical information 
and records relating to an individuars 
hospitalization. Outpatient medical 
charts: Documentation of medical 
treatment received by an individual on 
an outpatient basis from hospital, 
clinics, first aid stations, and other 
health facilities. Also may contain 
abstracts of inpatient hospitalizations. 
Public health records: Information on 
individuals in community health 
programs for control of communicable 
diseases, industrial health, school 
health, quarantine, sanitation, and 
environmental quality control. Mental 
health records: All medical information 
and records which pertain to an 
individuars outpatient and/or Inpatient 
treatment for psychiatric services, drug 
and iilc4)hol rehabilitation, and other 
social service or psychological support 
Dental care records: Information relating 
to an individual's history of dental care 
as documented in separate and distinct 


dental care records. Animal care and 
hospilalizotion records: Information 
which pertains to the quarantine, care 
and treatment of onimals. Mortuary 
service records: Information regarding 
mortuary services furnished. 

AUTHORITY fOR MAJMTENANCE Of THE 

system: 

2 CZ.a 911 and 912, 7CA Slat 36; 5 
CZ.C 1631-56. 76A Stat. 358-360; 8 
CXC, 1101, 2. and 9, 76A Stat 448 and 
450: 6 aZ.C 4784, 70A Stat. 54a 21 
U.S.C. 1171-5 and 1180; 42 U.S.C. 257 
and 4561; P.L 93-282: 22 U.S.C. 3811 
(Supp. Ill 1979); Article 111 of the Panama 
Canal Treaty of 1977. 

ROUTIHE USES Of RECORDS MAIKTAINEO IH 
THE SYSTEM. INCLUOIHO CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES: 

Information that does not relate to 
alcohol or drug abuse may be released 
from these records to the extent needed, 
as follows: 

1. To other Federal agencies and 
offices that are responsible by statute or 
other competent authority for Federal 
programs to which the records are 
pertinent, such as the components of the 
U.S. Armed Forces^ the Social Security 
Administration, the Votcriins 
Administration, the Civil Service 
Commission, retired military pay 
centers. 

2. To the Communicable Disease 
Center, Atlanta, Georgia, and private 
contractors providing benefits under the 
auspices of the Canal or oilier Federal 
agencies. 

3. To the police or other competent 
authority when the director of the 
hospital or other Health Bureau unit 
determines that prompt release of such 
information is essential for the 
apprehension of a criminal, 
protection of the patient, or 
protection of the public. Examples 
would bo cases involving suspected 
child abuse, death from unnatural 
causes, or communicable disease. 

Information may be released from 
these records to the extent needed, as 
follows: 

1. To officials of other Federal 
agencies when requested in writing for 
purposes of determination of cause of 
death, compilation of vital statistics, 
management or financial audits or 
program evaluation, and approved 
scientific research in which patient 
identity will not be disclosed. 

2. Respond to general requests for 
statistical information, under the 
Freedom of Information Act while 
maintaining indk idtial anonymity. 

3. To provide documentation to 
sponsoring agencies or other foreign 
governments as regards their patients 


consistent with the necd-lo-know wIh 
of confidentiality, and proccduml 
security In the release of infonnat{,m. 

4. To provide basis for admlnUtraiii, ' 
and professional decisions regardlnsib* 
coordination with U.S. foreign, and 
inlomalional health agencies indliewi 
prevention and control, including ^ 
information related to zoonotic and 
ogricultural disease: inspection, 
surveillance, and control of food 
products: and International quiininimt 
measures. 

5. To medical personnel to the exlon I 
necessary to meet a bonu fide 
emergency. 

6. To a court of competent junsdictiev) 

If authorized by an appropriate order 
granted after application shov^inggood 
cause therefor. I 

See also general routine use , 

paragraphs in prefatory tialeracnior m 
35 CFR Part la Appendix A. I 

ROUaES AWO RRACnCES FOR STORIRQ, | 

RETRIEVmO, ACCESSIHG, RETAiMNO, AND I 

DfSPOSiNQ OF RECORDS IN THE SYSTEM: 

STORAGE: I 

Paper records In file folders. I 

individual forms, and cards. 

retrievabiuty: 

Records or cross-rrfeirnce index 
cards providing access to records one 
filed alphabetically by name. 

SATEQUAROS: | 

Stored in metal file cabinets or shelf 
files in either file rboms locked when sol 
in use, buildings locked when not In um 
or buildings with around- Ihc-clock 
guards. Access and use are restricted In 
authorized personnel. 


lETENTION AND DISPOSAL.* 

Physical examination records exapi 
or those held for transfer Into official 
mrsonncl folder destroyed after 6 yeatt 
lospital inpatient medical charts 
lostroyed 25 years after patient’s 
lischaigo from hospital; outpatient 
riedicafcharts destroyed 6 years after 
^•ar of last entry in flic; medical x-ray 
ind radiographic reports filed 
eparateiy from medical charts 
testroyed after 8 years except w 
elected items held indefinitely for 
caching or claims purposes; , 

asc files destroyed 0 years after date 
ast papers in folder, veneral disea^ 
harts filed separately from 
harts destroyed 6 years after Uit entry: 
iienlal health patient records dcf^ 

I years after Inst entry: patient In x 
ards are permanent: program files 
lormancnt: and duplicnlc n^ords a 

. .. a . ...-t ^ 









pswt l•/U«0^»*(S) »N0 AOMESS: 

aie( Records Management Branch. 

F ram* Canal Commission, Records 
S^imenl Branch. APO Miami 34011. 


AAOCEooae 

Lilimnalion may be obtained from the 
Srtifsi Manager or the Agency Records 
Adinin. Bldg*# Balboa I iBignl®, 
(Italic of Panama. 

tadividuals requesting information 
JkwU provide full name, date of birth. 
, ^.1 jecunly number (optional), 
afniiatioo at time of medical 
tnjJitincnt inclu^lvo datc^# when medical 
was rendered, or other 
ippdfic information applicable to the 
toqaify that might assist in 
Jcniification. Rules arc published in 35 
OHM 10 


vcono ACCESS paoccoune*: 

Requests should be addressed to 
tilhtf of the addresses in Notification 
Pit)ceduffs, preceding. Procedures for 
di^osuff of information from the 
faedical records of the individual 
ffquMting access are set forth in 35 CFR 
tas. 


coNTfsmto Rccoao PRoeaxmes: 

Stt niles published ir 35 CFR Part 10. 

«COPO SOURCf CATEGORIES: 

the individual to whom the mcdlcul 
record pertains; attending physicians 
ind allied health personnel involved in 
^patient s treatment; medical records 
and Informatioa received from outside 
iQurces; and infonmition from 
iponsoring agencies, 

KC-C20/HL-2 


mna MAME: 

Mrdiail Administration System 
f.«wipl, PCC-CZG/»L-2 

JWM lOCATlON: 

Agency Records Center, Building 42- 
0 Drablo. Republic of Panama. 

WrWOWES OP IHOIVIOUAU COVERED BY THE 

trrni: 

Kwployees of the Canal agencies; 
wn^Tduals in the service of and 
JJiMsored by a U.S. Government agency 
luS Armed Forces. State Department, 
Veterans Administration. U.S. Public 
Health Service, Federal Aviation 
^^inistration; Federal Highway 
Aaiaiaisirdiion: Smithsonian Institute, 
♦tti retired U.S. Government 

diftrict dentists and their 
concessionaires of the Canal 
Canal Zone land licensees; 
^1 Zone religious, social, charitable, 
Wucational workers; U.S, 

^mment contractors and their 


employees: Canal Zone commercial 
company employees: and the 
dependents of individuals in the 
preceding categories who reside with 
the individuals. Persons other than 
dependents who arc U.S. Government 
authorized Canal 2U>nc visitors or 
residents: merchant seamen in transit 
and unsponsored individuals from 
ocean-going vessels: prisoners at the 
Canal Zone Penitentiary; charity cases 
sponsored by the Canal Zone United 
Way ond teaching cases: nonresident 
private pay patients; noneligible. 
nonsponsor^ individuals receiving 
emergency treatment; and children 
placed for adoption or in foster homes. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

MedicO'legal: Oocumentatlon and 
corrc^spondence which relates to 
medical records and is obtained in the 
processing of blood alcohol and urine 
drug screening procedures, rape cases, 
injury and claim cAses. deaths ond other 
unusual incidences. Investigation 
records; Detailed audits, special and 
routine investigations and inquiries 
regarding Health Bureau activities. Child 
abuse program: Files relating to the 
administrative and professional 
management of suspected and actual 
cases of child abuse. Social Services 
files: Files containing personal 
information resulting from case studies 
and social work counseling. Adoption 
program: Background information on 
social services management of pre- 
adoption home studies, child placement, 
counseling and follow-up actions. Foster 
home program: Personal data and 
background studies on persons 
interested in participation in the Foster 
I lomc Program. Complaints: Background 
information and investigative 
correspondence promulgated by 
complaints regarding medical care 
rendered. Utilization and peer review 
files; Sernsitive information regarding the 
quality of care provided to patients, 
reasons for length of stay of patients, 
and other monitoring requirements as 
specified by accrediting agencies. 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

2 C.Z.C. 31-33.911 and 912, 76A Stat 
7. 7bA Slat. 36: 5 C Z-C 1631-58. 76A 
Slat. 353-360:6 C.Z.C. 541 and 4764. 70A 
Slut. 429 and 540: 8 C.Z.C. 381-7. 76A 
Slut. G90-1: 21 U.S.C. 1171-S and 1180: 42 
U.S.C. 257 and 4561: and Pi*. 91-513, and 
93-282: 22 U.S.C 3011 (Sapp. Ill 1979); 
Article 111 of the Panama Canal Treaty 
of 1977. 


ROUTINE USES Of RECORDS MAINTAINED IN 
THE SYSTEM. INCtUOING CATEGORIES Of 
USERS AND THE PURPOSES Of SUCH USES: 

Information may be released from 
these records to the extent n€i!di^. as 
follows: 

1. To the )oint Commission for 
Accreditation of HospilaU for hospital 
accreditation. 

2. To officials of other Governments 
and private organization.^ in the Canal 
Zone to coordinate the medical 
treatment of victims of child abuse and 
the provision of professional assistance 
for those Involv^ in such cases. 

3. To members of the community and 
other Government organizations w ho 
are serving on committees or are 
assigned to adoption, foster heme, and 
other social ser^ce programs. 

See also general routine use 
paragraphs in prefatory^ statement or In 
35 CFR Pari 10. Appendix A. 

POUCIES AND PRACTICES fOR STORING, 
RETRIEVING, ACCESSING. RETAINING, AND 
DISPOSING Of RECORDS IN THE SYSTEM: 

storage; 

Paper records in file folders. 

retrievabiuty: 

Filed or cross-referenced 
alphabetically by name. 

SAFEGUARDS: 

Stared in locked file cabinets in 
buildings locked when not in use or 
buildings with around-the-clock guards. 
Access and use arc restricted to 
authorized personnel. 

RETENTION AND DISPOSAL! 

permunenl. 

SYSTEM MANAGER(S) AND ADDRESS: 

Chief. Records Management Branch, 
Panama Canal Commission. Records 
Management Branch, APO Miami 34011. 

NOrif ICAT10N PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Admin. Bldg., Balboa Heights, 
Republic of Panama. Rules are 
published in 35 CFR Part 10. 

Individuals requesting information 
should provide full name, date of birth, 
social security number (optional), 
agency affiliation at time of medical 
treatment, inclusive dates when medical 
treatment was rendered, or other 
specific information applicable to the 
inquiry that might a.ssist in 
identification. Rules are published in 35 
CFR Part 10, 

RECORD ACCESS PROCEDURE! 

Requests should be addressed to 
either of the addresses designated in 

\ 
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Notification Procedures, preceding. 
Procedures for disclosure of information 
from the Nfedical records of the 
individual requesting access are set 
forth in 35 CFR 10.9. 

CONTESTINO fICCOlU) PIIOC£l>URCS: 

See rules published in 35 CFR Part 10. 

RCCOnO SOURCC CATCQOiues: 

The individual to whom the medical 
record pertains: attending physicians 
and allied health persomiol involved in 
the palienl*8 treatment; medical records 
and information received from outside 
sources: administrative, professional* 
ond investigatory personnel and 
records: testimonies and statements of 
individuals concerned with case; court, 
police, and personnel records: and 
information from sponsoring agencies. 

SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT. 

All information in this system which 
is investigatory material compiled for 
law enforcement purposes or would 
reveal the identity of confidential 
sources is exempt from certain 
subsections of 5 U.S.C 552a and from 
the procedures for access and contest 
set forth in the agency’s regulations. See 
35 CFR 10.22. 

PCC-C2G/HL-3 

SYSTEM name: 

Medical Administration System— 
Nonexempt, PCG-CZG/HL-3. 

SYSTEM location: 

Agency Records Center, Building 42- 
D. Diablo. Republic of Panama. 

CATEGORIES OF INOIVKHIAL8 COVERED BY THE 

system: 

Kmployces of the Panama Canal 
Company and Canal 2^ne Government; 
individuals in the service of and 
sponsored by other U.S. Government 
agencies (U.S. Armed Forces. State 
Department. Veterans Administration, 
U.S. Public Health Service. Federal 
Aviation Administration; Fe<!eral 
Highway Administration; Smithsonian 
Tropical Research Institute, etc.); retired 
U.S. Government employees: district 
dentists and their employees; 
concessionaries of the Canal Zone 
organization: Canal Zone land licensees; 
Canal Zone religious, social, charitable, 
and educational workers; U.S. 
Government contractors and their 
employees: Canal Zone commercial 
company employees; and the 
dependents of individuals in the 
preceding categories who reside with . 
the individuals. Persons other than 
dependents who are U.S. Government- 
authorized Canal Zone visitors or 


residents; merclvint seamen in transit 
and unsponsored individuals from 
ocean going vessels; prisoners at the 
Canal ^ne Penilentiarv; charity cases 
sponsored by the Canal Zone United 
Way and teaching cases: nonresident 
private pay patients; and noneligible, 
nonsponsor^ Individuals receiving 
emergency treatment. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Individual registration, licensure, and 
certification records: Information 
maintained in connection with the 
monitoring of medical specialty training 
programs and certiBcatioo of 
accreditation. Including information on 
state and Canal Zone medical licenses 
held by individuals. Curriculum \iates: 
Comprehensive information on 
qualifications and background of key 
Health Bureau employees and visiting 
consultants. Drug and controlled 
substances recoids; Administrative files 
maintained in accordance with 
regulations relating to the control of 
narcotics. Program accreditation and 
certification records; Correspondenco 
and reports relating to the management 
and control of activities by the 
professional and administrative staff, 
including identification of deficiencies. 
Medical treatment indices: Records 
maintained by patient, disease code, 
physician, patient age, patient length of 
slay, disch^e, diagnoses, and 
operative procedures to meet 
requirements of the Joint Commission 
for Accreditation of Hospital. Hospitals 
billing and bill reduction and 
cancellation records: Billings to 
insurance companies and through 
Agents Accounts and Payroll Branches 
and information obtained to make 
determinations regarding the ability of 
individuals to pay for m^ical treatment 
Housing exceptions records: Medical 
backup information used in evaluating 
formal written requests from employees 
for assignment for medical reasons to 
government housing for which they are 
otherwise ineligible. Fiscal accounting 
records: Information regarding medical 
treatment rendered and tariff charges, 
including patient invoices. Blood bank 
and donor records: Information 
specifying donors’ blood types, 
addresses, telephone numbers, and 
blood donations. Locator records: 
Information on location, status, and 
assignments of patients and employees. 
Hospital population records: Listings of 
patient. Veterans Administration data: 
Information pertinent to the 
hospitalization and treatment of Veteran 
Administration beneficiaries. Medical 
evaluation boards: Information on the 
composition and administration of 
medical evaluation boards. Acromedical 


evacuation records: Informatioo 
obtained for making dcterminsiiani of 
the necessity of evacuating patumUby 
air. Incident reports on such ^ 
evacuations. Radiation exposure 
records: Data on Individuals exposed to 
radiation. Community health and 
environmental reports. Medical 
Correspondence records. 

The following portions of the tytiem 
are on computer. 

a. Hospital Census Program: FVrww 
who are inpatients at Canal Zone 
medical facilities at the time the reperl 
is compiled. Includes the patient’s nsm 
and/or name of sponsoring employee or 
agency: the patient’s sex. marital siaUn 
religion, citizenship, residence, dates of 
admission, treatment and discharge. 

b. Hospital Inpatient Billing and 
Statistical Information, including nans 
of patient name of employee/sponsor or 
sponsoring agency, employing unit 
address, telephone number, citizenship 
insurance carrier, etc. of persons who 
are obtaining inpatient service at Canal 
Zone Government medical facilitiei. 

c. Hospital Outpatient Billing Progran 
Information, including nome of person 
receiving treatment during the period for 
which the report Is compiled, the namt 
of cmployee/aponsor or his sponsoring 
agency, employing unit, address, 
citizenship, telephone number, 
insurance carrier, etc. of persons 
obtaining outpatient services at Canal 
Zone Government medical facifitiet. 

AUTHORITY FOR MABfTfNANCE OF THE 
SYSTEM: 

2 C.Z.C 31-33.911 and 912 76A Sui I 
76A StaL 36* 5 CZ.C 1631-56 78A Slot 
353-360; 6 C.Z.C 1101. 2 and 9.7eA Stol 
446 and 450; 6 C.Z.C, 4784.76A Stat 54ft 
21 U.S.C 1171-5 and 1180:42 U5.a257 
and 4561: ond PJ^ 91-513. and 9W822 
U.S.C. 3611 (Supp. Ill 1979); Articia iO of 
the Panama Canal Treaty of 1977. 

ROUTINE USES OF RECORDS MAINTAIRCO M 
THE SYSTEM, INCLUDING CATEGORIEt OF 
USERS AND THE FURPOSES OF SUCH USES: 

Information that docs not relate to 
alcohol or drug abuse may be 
from these records to the extenl nccdcil 
as follows: 

1. To Federal agencies and other 
organizations responsible by statute Of 
other competent authority for programs 
to which the Information is 
such as components of 1^ US Anneo 
Forces, the Social Security 
Administration, the Veterans 
Administration, the Civil Service 
Commission, retired military pay 
centers, and the Joint ^mitiissioo Utf 
Accreditation of Hospitals; 
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2 To enforcement officials when 
Ibaidi Bureau officials determine that 
ncti disclosure is essential for the 
„r«heflsion of a criminal, protection of 
Ae patient, or protection of the public: 

3 , To instirancc companies and 
sponsoring agencies, organizations, or 
toign governments for the purpose of 
jjocoiBenting treatment or billings: 

4 To officials of other agencies. 
foc?ign governments, and private 
dganiMtions in the Canal Zone In 
connection with treatment and 
professional assistance in child abuse 
eases and io connection with adoption, 
(osier bame, and other social service 
programs; and 

S. To United Stales, foreign and 
intenutiocial health officials and 
tgpncict. including the Communicable 
Disease Center, in connection with the 
reporting of human and animal 
oonununicable diseases. 

Sec also general routine use 
piragraphs in prefatory statement or in 
aSCFR Part la Appendix A. 


rauctes AND efucnces fou sroRmo. 
ncnocviNG. acccssino. rctaihino, and 
oisaosmQ of aecoaos m the system: 

roRAoe: rAPca recoros in file fococrs; 

CASOS; fliOfVIOUALS FORMS; MAONCTIC TARE/ 
OtSKS AND PUNCHED CAROS; AND COMPUTER 
MWTOUTS. 


anaiEVASAtTY: 

Paper records or cross-reference index 
cards providing access to records are 
filed alphabetically by name. 

Information retrievable from computer 
by patient's or employee's number. 

SAffCUASDS: 

Paper records stored in file equipment 
inrooma or buildings locked when not in 
me or in buildings with around-the- 
dock guards. Magnetic tape/disks and 
punched cards filed in locked rooms 
pben not in use. Access and use 
restricted to authorized personnel. 


Records Center for 3 additional years, 
then destroyed. Drug and controlled 
substances records destroyed after 2 
years. Program accreditation and 
certification records retained at least 3 
years. Medical correspondence records 
retained 10 years before transfer to 
Agency Records Center. Computer- 
produced reports: Hospital Census 
Report destroyed when updated report 
issued: Hospital Inpatient and Statistical 
Report destroyed when updated report 
issued: Hospital Outpatient Billing 
Report retained for 2 months after 
processing by billing personnel Other 
records permanent. 

SYSTEM MANAG£R(S) AND ADDRESS: 

Chief. Records Management Branch. 
Panama Canal Commission, Records 
Management Branch. APO Miami 34011. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager or the Agency Records 
Officer, Admin. Bldg.. Balboa Heights. 
Republic of Panama. Rules are 
published in 35 CFR Part 10. 

Individuals requesting information 
should provide full name, date of birth, 
social security number (optional), 
agency affiliation at time of medical 
treatment, inclusive dates when medical 
treatment was rendered, or other 
specific information applicable to the 
inquiry that might assist in 
identification. Rules are published in 35 
CFR Part 10. 

RECORD ACCESS PROCEDURE: 

Requests should be addressed to 
either of addresses designated in 
Notification Procedures, preceding. 
Procedures for disclosure of information 
from the Medical records of the 
individual requesting access are set 
forth in 35 CFR 10.9 


PCC-CZG/SC-4 
SYSTEM NAME: 

Refugee Records, PCC-CZC/SC-4 
SYSTEM location: 

Agency Records Center, Building 42- 
D. Diablo. Republic of Panama. 

CATEGORIES Of INOIVIOUALS COVERED BY THE 

system: 

Persons granted temporary refuge in 
the Canal Zone because of civil 
disturbance or natural disaster or 
because they are seeking political 
asylum. 

CATEGORIES Of RECORDS IN THE SYSTEM: 

Personal information about refugees 
and their families; documentation 
establishing refugee status, conduct 
ogreements. housing arrangements, 
ii^ormation on entry and departure, and 
related papers. 

AUTHORITY FOR MAINTENANCE OF THE 

system: 

2 CZ.C. 841. 76A SlaL 32; E.0.11305; 
22 U.S.C. 2601-5: E.0.11077; 22 U.S.C 
3811 (Supp. Ill 1979): Article III of the 
Panama Canal Treaty of 1977, 

ROUTINE uses OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUOINO CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Information may be released from 
these records on a nced-to know basis 
to officials of the U S. and foreign 
governments in connection with the 
rehabilitation or relocation of refugees. 
See also general routine use paragraphs 
In prefatory statement or In 35 CFR Part 
10. Appendix A. 

POUCIES AND PRACTICES FOR STORING. 
RETRIEVING, ACCESSING. RETAINING. AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Paper records in file folders. 


"nurnoN AND disposal: 

Accounting and hilling records 
Otttfoyed after four years: blood donor 
when donor no longer available 
or tWe (o give blood; location records, 
sben Superseded; Veterans 
AdflttnUiralion beneficiaries, six years 
•npf date of last paper in folder. 
JJ^edical evacuation records, after 
Witt years. Curriculum vitaes and 
waividual registration, licensure, and 
^uicatioo records: for civilians, 
^foyed 1 year after separation; for 
retained 7 years after 
iMnsferred to Agency 


CONTESTING RECORD PROCEDURES: 

Sec rules published in 35 CFR Part 10. 

RECORD SOURCE CATEGORIES: 

The individual to whom the record 
pertains, medical and other 
administrative reex^rds. physicians and 
allied health personnel, other offices of 
the Canal agencies, schools and 
colleges, certifying and accrediting 
officials, the United States Armed 
Forces and the Veterans Administration, 
and other hospitals, phy'slclans, boards, 
and committees. 


retrievabiuty: 

Filed alphabetically by name of 
refugee. 

SAFEGUARDS: 

Stored In locked metal file cabinets in 
building locked when not in use. Access 
and use are restricted to authorized 
persoimel. 

RETENTION AND DISPOSAL: 

Permanent. 

SYSTEM MANAGER(8) ANO ADDRESS: 

Chief. Records Management Branch. 
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Pananiii Canal Commission* Records 

Management Branch. APO Miami 34011. ^ 

« 

NOTtnCATION PROCSOURC: .... 

i 

Information may Ik; obtained from the ‘ 

System Manager or the Agency Records 
Officer* Admin. Bldg. Balboa Heights, 

Reput>Kc of Panama. Rules are 

published In 35 Cf'R Part ia . ^ 

aecono Access psoccousfs: ' * 

Request should be addressed to either ^ ~ 

of addressees designated in Notification / . ’ * 

Procedures, preceding. • df- 

I 

CONTESTMO neCOflO SfKKEDUnCS: I » 

See rules publisheil in 35 CPR Pari 10 . V . 

ACCORD SOOACC CATCOOAICS: . • • . • - * ‘ - - 

4 . .. ^ I 

Subject individuals and members of 
their families; personnel of the . 

Community Servir4*s Division, and *: • 

officials of the canal agencies, other U,S. 

Government agencies and foivign . , ^ 

governments concenuHl with the ' *« ? !i ir/*, 

rehiibilitalion or reloc^ition of n*fiige€;s. 

P'RDiai .Vt-0MM7 nUd A4ftta«| * 

eauNQ cooc sMs^i-si ' 
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WB UCATIOW ON ASStONED DAYS Of THE WEEK _ 

p****** * T*** it • wiwitwy (Sm ofh notice 

diyt ol in# «**ek 4» FR 329U. August 6. 197a) 


Comments thoiAl be eubmrtted to the 
Dey^-the-Weeti Program Coonfenator. 
Office ol the Federal Regtsler. Nabonal 
AiOhtvee and Records Service. General 
Services Admmbtration. Washingtoa D.C. 
20406 



DOT/SECRETARY 
pOT/COAST GUARD 
PpT/FAA 
PQT/FHWA 
pOT/FRA 

POT/MA_# 

POT/NHTSA_ 

PpT/RSPA_ 

ppT^SLSOC 

OOT/UMTA 


USOA/ASCS 

USDA/FNS 

USOA/REA 

USDA/SCS 

MSP8/OPM 

LABOR 

HHS/FOA 


RailNOERS 


LM of Public Laws 

Lad lisbiis Oececnber 24« 1961 

Hu is i oonliooiog titl of publlo bills from the current session of 
Cstytns nhich have becooie Federal laws. The text of laws is not 
wNished in the Fedml RegMec but may be ordered in Indiv-idual 
paaiililel form (referred to as *‘stip laws* ) from the Superintendeol 
ofOocommts. US. Govemmeiit Printing OfTice. Washington. DD. 
WS, (Irif phonr 2O2-27S-3O30). 
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United States 
Government 
ManuaH 981/82 

As the afndal handbook of the Federal Govenh 
mcnt. the Manual U the best source of information 
on the activities, functions, organization, and prtod*| 
pal officials of the agencies of the legislative, judi* 
dal, and executive branches. It also includes 
information on quasi-offldal agendes. international 
organizations in which the United States partid- 
pates, and boards, committees, and cxmunissiona. 

For those citizens interested in where to go and 
who to sec about a subject of particular concern, the | 
Manual provides the **Guide to Government InftM'* 
mation** section, a reference to on agency's stale* 
mcnt of organization in the Fedeural Register at Cods 
of Federal Regulations, and comprehensive name, 
subject, and agency indexes. Particularly helpful it 
each agency's "Sources of Information" section, 
which provides addresses and telephone numbers 
for obtaining specifics on consumer activities, con¬ 
tracts and grants, employment, publications and 
films, and many other areas of dtizen interest 

Of significant historical interest is Appendix A 
which describes the agencies and functions of the 
Federal Government abolished or transferred subsM 
quent to March 4.1033. 
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